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PREFACE 


This volume on reinforced concrete construction was origin* 
ally planned to treat of practically all the various types of rein* 
forced-concrete structures not receiving consideration in Volumes 
I and II. The number of requests, however, for a comprehen¬ 
sive text on the analysis and design of arch bridges has made it 
desirable to devote an entire volume to bridges and culverts 
alone, and to leave the treatment of the remaining structures 
to a fourth volume to appear at some future time. 

The students enrolled in the correspondencenstudy courses 
in reinforced concrete in the Extension Division of The Uni¬ 
versity of Wisconsin are, for the greater part, engineers in active 
practice throughout the country, and most of the requests above 
mentioned have come directly from these students who all 
appear to desire a text-book, treating of arch bridges, which will 
be neither too complex nor too much abbreviated for the average 
engineer to readily understand the methods set forth, and, on 
the other hand, will be sufficiently comprehensive to enable 
the reader to properly analyze and design any form of reinforced- 
concrete arch. The present volume is an attempt to meet the 
needs of the students by omitting intricate mathematicai analyses 
involving the calculus; by avoiding mathematical sign language 
wherever it is found possible; and by including complete methods 
of design of both symmetrical and unsymmetrical arches, not only 
of single span, but of multiple spans with elastic piers. Two 
entirely different methods of arch analysis are presented in order 
that a check may be had on all arch computations. As in the 
previous volumes, an effort has been made to gain clearness by 
careful arrangement of the subject matter and by numerous 
drawings and photographs. This volume when used for corre¬ 
spondence-study instruction is intended to be supplemented with 
such material ^ is suited to the special needs of the individual 
student. If used in residence classes, the attention of the stu¬ 
dents should be frequently called to the typical designs of arch 
bridges in Chapter XIII. 

Problems to be solved by the student are not included in this 
text, as in the two volumes preceding. This omission may seem 
somewhat inconsistent, but it is due to the fact that many of 
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the problems on arch bridge# used at the present time in the 
Extension courses of this University have not been tried out a 
sulOficient length of time to be sure that no further changes are 
necessary to put them in the best form f|lr teaching purposes. 

The author is greatly indebted to Messrs. A. W. Ransome, 
Leslie H. Allen, Wm. J. Titus, Albert M. Wolf, Philip Aylett, 
and P. J. Markmann for the chapters in Parts Pf, V, VI, VII, 
and VIII, respectively. These chapters were included to give 
the student valuable reading matter not otherwise available, 
and incidentally to put the finishing touches to the chapters 
prepared by the writer. In a few matters, varying opinions are 
expressed because the book is the work of several authors, but 
such differences are not serious and should serve to broaden the 
student’s viewpoint. 

The author is under obligation to Mr. Frank C. Thiessen for 
many helpful suggestions and for his excellent work in the making 
of all drawings for illustrations. The author is also under obli¬ 
gation to Mr. Wm. J. Puller for the chocking of a number of the 
Designing Sheets and for the computations and plotting of curves 
connected with the preparation of the diagrams in Chapter V. 

Many thanks are due to a large number of engineers who have 
supplied data for this book and have generously given their 
views in regard to both theory and practice. Special thanks 
are here given to Mr. A. C. Janni for his help in the preparation 
of Chapter VIII. The author also desires to acknowledge the 
kindness of Mr. S. W. Bowen for his contribution to Chapter XI. 

In the preparation of certain chapters of this volume valuable 
help has been obtained from the engineering journals and from 
various other sources. Due acknowledgment for this help is 
given in the proper chapters, but the writer wishes in particular 
to declare his indebtedness to “ Principles of Reinforced Concrete 
Construction” by Turneaure and Maurer (Copyright 1907,1909, 
by F. E. Turneaure and E. R. Maurer); “Design of an Arch 
System by the Method of the Ellipse of Elasticity,” by A. C. 
Janni (Journal of the Western Society of Engineers, May, 1913); 
“The Determination of Internal Temperature Range in Concrete 
Arch Bridges,” by C. S. Nichols and C. B. McCullough (Bulletin 
No. 30, Engineering Experiment Station, Iowa State College of 
Agriculture and Mechanic Arts); “The Theory of Loads on 
Pipes in Ditches,” by Professor A. Marston and A. 0. Anderson 
(Bulletin No* 31, Engineering Experiment Station, Iowa State 
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College of Agriculture and Mechaxic Arts); and Tests on Rein- 
forced-concrete Culvert Pipe” by Professor Arthur N, Talbot 
(Bulletin No. 22, Engineering Experiment Station, University 
of Illinois). 

Due recognition is here given to the foUoVing engineers and 
engineering companies for the use of plans and photographs 
(acknowledgments for the use of material in Parts VII and VIII 
are given in detail in each of thpse sections): Aberthaw Con¬ 
struction Co., A. N. Johnson, A. P. Linton, Assoc. Portland 
Cement Mfgrs., Blaw Steel Construction Co., Brenneke and 
Fay, C. A. P. Turner, C. B. McCullough, Charles A. Byers, 
Chas. W. Cole, Chester and Fleming, C. H. Purcell, Daniel B. 
Luten, E. A. Oast, E. C. L. Wagner, Eugene M. Webster, E. W. 
Robinson, Frank L. Raschig, Frank W. Buffum, Greiner and 
Whitman, H. C. Lothholz, Hedrick and Cochrane, Horton Con¬ 
crete Construction Co., Hugo Eichler, J. A. Ferguson, J. J. 
Yates, John F. Skinner, J. R. Worcester, Koehring Machine Co., 
Lehigh Portland Cement Co., Link Belt Co., Louis P. Wolff, 
Maro Johnson, Marquette Cement Mfg. Co., McKenzie (Pon- 
struction Co., Morton Macartney, M. W. Torkelson, N. S. 
Sprague, O. F. Lackey, R. A. Ruttledge, Raymond Concrete 
Pile Co., Robert A. Cummings, Sandusky Portland Cement Co., 
Strauss Bascule Bridge Co., T. E. Rust, T. L. Smith Co., Uni¬ 
versal Portland Cement Co., Waddell and Harrington^ Walter 
Braun, W. C. Giffels, Wilbur J. Watson, William Hunter, 
Wm. E. Beilharz, and Wm. M. Thomas. 

G. A. H. 

The University of WibcoNSiN, 

Madison, Wisconsin, 

September 1, 1915. 




GSINEHAL NOTATION 

TJSBD INT FART I OF THIS VOL.TTME 
IS ALSO LISTED XM THE APPEN^DIX 



TABLE OF CONTENTS 


PART I 

Akcii Bbioobs 


CHAPTER I 
Gknbral Data 

A»t. Paqx 

1. Definltiotts. 2 

2. Curve of the intrados. . 3 

Three-centered curve. 4 

Semi-ellipse. .. . 6 

Parabola .... 6 

3. Arrangement of spandrels. 6 

4. Selection of the moat suitable intrados 9 

5. Piers and abutments.•.10 

6. Depth of filling at crown. 14 

7. Lo^s.14 

8. Empirical rules for thickness of arch ring 18 

9. Classification of arch rings.19 

CHAPTER II 

Deflection of Curved Beams 

10. Angular change.20 

11. Components of deflection .22 

CHAPTER HI 

Analysis of the Symmetrical Arch by the Elastic Theory 

12. General discussion.25 

13. Notation.27 

14. Formulas for thrust, shear, and moment.28 

15. Division of arch ring for constant ^ .82 

16. Loadings to use in computations.34 

17. Internal temperature investigations.34 

Internal range in temperature.35 

Heat generated in setting.35 

Temperature variation.36 

Effect of atmospheric temperature.37 

Lag.37 

• •• 

Xlll 




























xiv 


TABLE OF CONTENTS 


Abt. PAOI 

Agreement with theory.38 

Conclusions as to necessary provision for temperature 

changes.38 

IS. Shrinkage stresses due to setting. . . 38 

19. Deflection at any point.41 

20. Reliability of the elastic theory.42 

21. Method of procedure in arch-ring design.42 

22. Skew arches.43 


CHAPTER IV 


Design of an Eartu-fileeu Arch Bridge 

•f 

23. Data.. . 44 

24. Selection of the trial arch. .45 

25. Dead loads and their action lines. ... ^ 

28. Approximate method of testing trial arch.46 

27. Division of arch ring for constant j . 48 

28. Moments and thrusts.48 

29. Combining of moments and thrusts.52 

30. Maximum stresses . . . . s . 53 

31. Design of abutments.54 

32. Design of spandrel walls.57 


CHAPTER V 

Use of Influence Lines in Arch Analysis 

33. Advantage of using influence lines.67 

34. Analysis of an arch ring in open-spandrel construction ... .67 

CHAPTER VI 
Unsymmethical Arches 

35. Method of analysis.86 

36. Examples of computations in unsymmetrical arch analysis ... 88 

CHAPTER VII 
Arches with Elastic Piers 


37. Method of analysis.97 

38. Analysis of a two-span arch bridge with pier elastic.104 


* CHAPTER VIII 

Arch Analysis by the Method of tub Ellipse of Elasticitt 

89. Preliminary considerations pertaining to the method of treating 

the symmetrical ar^.107 
























TABLE OF CONTENTS xr 

kwe. Paom 

40. Properties of the ellipse.114 

41. Properties of the c^ter of gravity of static moments.117 

42. Determination of the ellipse of elasticity.118 

43. Graphical constructions for finding moments and product# of 

inertia of the elastic weights. 121 

44. Method of analyzing symmetrical arches for loading only .... 124 

45. Method of analyzing unsymmetrical arches for loading only . . . 129 

46. Temperature and rib-shortening.131 

47. Analysis of a symmetrical arch—^by A. C. Janni, C. E.134 


48. Method of analyzing a series of arches with deformable supports . 148 

CHAPTER IX 

»4 

Details of Arch Bbii>geb 


49. Spandrel details in earth-filled bridges.167 

56 . Spandrel details in opcn-spandrol bridges .176 

61. Piers and abutments. ... 178 

62. Railing and ornamental details . . .178 


CHAPTER X 

Construction of Arch Briroes 


53. Arch-ring constniction. .182 

54. Centorinp;. . 195 

Timber centers.198 

Steel centers.218 

Suspended systems.224 

55. Forms.228 


CHAPTER XI 
Three-Hinged Arches 


56. General discuasion.245 

57. Methods of analysis ... ... .... 245 

Common method. . 246 

Influence-line method... .... 250 

58. Tsrpes of hinges. . . . 250 

59. Methods of construction.252 

60. Details of design.254 

61. Design of a three-hinged arch—^by S. W. Bowen, C. E.260 


CHAPTER XII 
Patents 


62. Patents in general.269 

63. Patents pertaining to arch bridges.271 

64. Patent litigation.281 




























XVI 


TABLE OF CONTENTS 


CHAPTER XIII 

Typical Designs of the Various Types of Arch Bridges 
(Pages 286 to 355 inclusive) 

PART II 

Slab and Girder Bridges 

CHAPTER XIV 
Slab Bridges 

Abt. Pam 

65. Slabs under concentrated loading.358 

66 . Slab bridges of single span.364 

67. Slab bridges of multiple spans.370 

Concrete pile trestles . 370 

Pier trestles.374 

Trestles with framed bents.377 

Cantilever flat-slab ronstruction.377 

CHAPTER XV 

Simple Girder Bridges 

68 . Deck girders.380 

69. Through girders.300 

CHAPTER XVI 
Continuous Girder Bridges 

70. Durability of monolithic construction.394 

71. Details of design.394 

72. Examples of typical bridges of the continuous girder type. . . . 395 

CHAPTER XVII 
Canitlever BmoGEs 

73. Theory of design.. 403 

74. Examples of cantilever bridges.404 

CHAPTER XVIII 

Reinforced Concrxye in Steel Bridge Construction 

75. Concrete floors on steel bridges.. 410 

76. Reinforced-conctete abutments for steel bridges.. . 414 


















TABLE OF CONTENTS 


xvu 


PART III 

Culverts 

CHAPTER XIX 
Factors in Culvert Dbsiqn 


Art. ’pAoa 

77. Culvert efficiency.417 

78. Waterway required.418 

79. Length of culverts.. 419 

80. Design of Mids.419 


CHAPTER XX 
Pipe Culverts 


81. Pressure in trenches .. 422 

82. Strength of pipe. 430 

83. Circular culverts cast in place.436 


CHAPTER XXI 
Box Culverts 


84. Forms of box culverts.438 

85. Ixiading.439 

86. Design of cross-section .440 

87. Construction.446 


CHAPTER XXII 
Arch Culverts 


88. Design of cross-section.449 

89. Forms . . . 462 


PART IV 

Notes on Construction Plant 

BY A. W. Ransomb 

CHAPTER XXIII 
Handuno Materials 


90. Aggr^tes.453 

91. Cement.457 

92. Water.469 

a 



















xviii 


TABLE OF CONTENTS 


CHAPTER XXIV 
Mixing 


Art. Paob 

93. Hand mixing.462 

94. Machine mixing.4G4 


CHAPTER XXV 
Tuansporting of Conckp.tb 


95. The use of barrows or carta.470 

96. (Spouting plants. .471 

97. Hoists. .476 


PART V 

Notes on Estimating 
BY Lp.slib II. Allen 


CHAPTER XXVI 
Estimating Bridges 


98. General considerations.479 

99. Examples of typical estimates.481 

Arch bridge estimate.481 

Beam-and-girdcr bridge estimate.486 


CHAPTER XXVII 
Estimating Culverts 


100. Typical estimate 


490 


PART VI 

The Artistic Design op Concrete Bridges 
BY Wm. J. Titus 


CHAPTER XXVIII 
Present Status op tub Art 


101. City bridges.493 

102. Bridges in country districts.494 

103. Influences affecting design.494 

















TABLE OF CONTENTS 


XIX 


CHAPTER XXIX 
Main FisATunBS in Dbsiqn 


Abt. Paob 

104. Principles of design.496 

105. The proper use of material.496 

106. Symmetry.497 

107. Style.498 

108. Harmony.499 

109. Harmony of material.499 

110. Harmony of form.600 

111. Harmony of dimension.605 


CHAPTER XXX 

OuNAMBNTATIOJSr 


112. The purpose of ornamentation.608 

113. Tho piers.508 

114. The abutments.'. . 509 

115. The aroh-ring and spandrel walls.509 

116. The pilasters.513 

117. The retaining walls.515 

118. The spandrel coping.515 

119. The railing.617 

120. Parts of the railing.519 

121. Peucawtis over piers and abutments.524 

122. Special features.525 


PART VII 

Tub Construction in Detail of Several Types op 

Concrete Bridges 

BT Albert M. Wolf 


CHAPTER XXXI 

CONSTRUCTIONT OK THE YaRDLBY BrIOGB 


123. General plant layout.529 

124. Construction methods.631 

125. Excavation for piers.631 

126. Pier forms.533 

127. Concreting piers.536 

128. Abutment construction.538 

129. Cableway.538 

130. Umbrella sections.638 

131. Umbrella forms.539 

132. Arch centers.640 
































XX 


TABLE OF CONTENTS 


Abt. Paqs 

133. Concreting arches .543 

134. Spandrel forms.545 

135. Expansion joints in spandrels. 545 

136. Concreting spandrels.645 

137. Surface treatment.646 

13,8. Waterproofing.646 


CHAPTER XXXII 

CONSTBUCTION OF THE TtJNKHANNOCK CbEEK VlADtJCT 


139. General design.648 

140. Construction methods.651 

141. 'General excavation. 663 

142. Cofferdam excavation.654 

143. Special methods of pier excavation.658 

144. Concrete plant.559 

145. Derricks and cableway.559 

146. Pier construction.560 

147. Details of arch rib centers.565 

148. Erection of centering.568 

149. Constructing arch ribs.570 

160. Special methods used in constructing arch No. 6.671 

151. Spandrel construction.572 


CHAPTER XXXIII 

CONSTHUCTION OF UnIT-BUILT CONCRETE PlI.B TrESTLBS 


152. Details of design.675 

153. Casting piles.677 

154. Fabrication of pile reinforcement. 677 

155. Concrete plant.678 

156. Handling piles.579 

157. Driving piles.579 

168. Capping pile bents.583 

159. Casting slabs.683 

160. Handling and placing slabs.583 


CHAPTER XXXIV 

Construction of Concrete Slab Bridges for Track-elevation 

SUBWATS 


161. General design .685 

162. Construction of abutments and piers .686 

163. Construction of slabs .687 

164. Concrete plant .688 

166. Drainage and wateiproofing.590 





































TABLE OF CONTENTS 


xxi 

CHAPTER XXXV 

Construction of the North Samuels Avenue Viaduct, 

Fort Worth, Texas 

Abt. Paob 

166. Excavation.593 

167. Piling.693 

168. Forma for piers and abutments.^94 

169. Concrete work on piers and abutments.697 

170. Forms and centering for superstructure.698 

171. Placing reinforcement.602 

172. Methods of concreting superstructure.602 

173. Progress chart.. 603 

174. Surface finish.604 

176. Expansion joints.•. 604 

176. Concrete railings or parapets. 605 

PART VIII 

European Concrete Bridges 
BV Philip Aylett and P. J. Markmann 


CHAPTER XXXVI 
European vs. American Practice 

177. General discussion.608 

178. The scientific element.* . . 610 

Theory.611 

Hinge construction.611 

“Free-ring” construction.614 

Ccllullar construction. . . 616 

“Unit” or subdivided erection.618 

Bow-string and open-web (cored) girders.619 

Special construction features. 622 

Rigidity and connections of reinforcement.622 

Temperature influence and expansion devices. . . . 622 

Drainage and waterproofing.626 

Bearings. 629 

Special falsework and erection features.632 

Tests.633 

179. The esthetic element.636 

Selection of design.639 

Architectural form.648 

Emphasis or accentuation.650 

Combinations of concrete with stone, brick, and con¬ 
crete blocks.664 

European methods of surface finish and texture.... 667 

































TABLE OF CONTENTS 


xxii 

Abt. Paqb 

Ornamental detail.669 

180. The economic element.659 

CHAPTER XXXVII 
Hinoes of Arched Cohcrete Bridqes 

181. Stone and concrete hinges.663 

Examples.667 

182. Hinges of lead and asphalt-felt plates.668 

183. Hinges of iron.671 

Pin bearings as hinges.674 

Flexural hinges.670 











REINFORCED 

CONCRETE CONSTRUCTION* 

PART I 

ARCH BRIDGES 


INTRODUCTK^N 

A (joncretc arch as ordinarily constructed—that is, with fixed 
ends—is statically indeterminate, but it can be analyzed by 
taking into account the elasticity of the material. The arch 
ring is nothing more than a curved beam and is so considered. 

In arches of stone, it is essential fif we disregard, as we should, 
the adhesion between the mortar and the stone) that the line 
of pressure for any possible loading should pass within the middle 
third of each joint of the arch ring, in order to avoid a tendency 
for any joint to open. In arches of concrete, however, the 
structure considered may be made monolithic and thus capable of 
withstanding tension, winch means that the line of pressure 
may pass outside of the middle third without endangering the 
structure. As regards a plain-concrete arch, no variation of the 
line of pressure from the middle third should properly be allowed 
in practice, due, of course, to the low strength of concrete in 
tension but, on the other hand, where concrete is reinforced with 
steel, a considerable variation of this line may be permitted. 

It would seem from purely theoretical considerations that 
but little could be gained by the use of reinforcement in a con¬ 
crete arch since the direct compression usually controls to such 
an extent that the allowable stress in the concrete permits of but 
a small unit tensile stress in the steel. From a broader viewpoint, 
however, it is clear that the steel adds greatly to the reliability of 
the construction and makes possible a higher working stress in 
the concrete than could properly be employed in the design of 
plain-concrete structures. Higher working stress produces a 

1 
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thinner arch rinR, and consequently less dead load and lighter 
abutments. Undoubtedly, a largo saving may result from this 
cause in the case of long-span arches. 

A considerable portion of an arch ring is subject to both 
positive and negative moments, and for this reason the rein¬ 
forcement should be placed, for some distance at least, near 
both upper and lower surfaces. The general practice is to 
carry both rows of steel throughout the entire span thereby 
eliminating any possibility of failure due to an inadequate pro¬ 
vision for tensile stresses. On account of the heavy compressive 
stress in arch rings, the upper and lower reinforcement should be 
tied together to prevent buckling. 

Before the elastic theory can be applied to arch design, either 
the dimensions of the arch ring must be assumed outright or 
the tliickness at the crown made to conform to some empirical 
formula. With the arch thus approximately designed, the 
stresses may then be computed by the clastic theory. If the 
computed stresses are found to be greater than is considered 
safe, the dimensions must be altered and the arch tested again. 

The percentage of longitudinal steel in arch rings is to a 
certain extent arbitrary. An amount of steel between | and 
per cent of the ring at the crown seems to be good practice in 
the ordinary full-barrel arch ring design although the exact 
amount depends upon the loading and the form of arch selected, 
and must bo finally tested by computation. Transverse rods 
at right angles to the longitudinal are generally used to prevent 
cracks in the concrete and to distribute the loads laterally. 
Web reinforcement is not required in ordinary construction. 

Three-hinged arch construction is being looked upon with 
some favor at the present time. This type of arch will be treated 
in Chapter XI. 


CHAPTER I 
GENEllAL DATA 

1. Defliiitioi)8.—The following are some of the common 
technical terms applied to the various parts of an arch. (See 
Figs. lA and IR.) 

Soffit .—^The under or concave surface of an arch. 

Back .—^The upper or convex surface of an arch. 

Skewback ,—The surface upon which the end of the arch rests. 
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This definition applies particularly to the stone or brick arch 
since the surface mentioned is purely imaginary in the case 
of the concrete arch. The term, hdwever, is useful in concrete-, 
arch analysis. 

Syringing Line ,—The line in which the soffit meets pier or 
abutment—that is, the inner edge of the skowback. 

Span .—The horizontal distance between springing lines 
measured parallel to the center line of roadway. 

Intrados .—The line of intersection of the soffit with a vertical 
plane taken parallel to the center line of roadway. 

Extrados .—^The line of intersection of the hack with a vertical 
plane taken parallel to the center line of roadway. 



FlO. lA. 
£nwn 



Crown .—The highest part of the arch ring. 

Rise .—The height of intrados at crown above level of springing 
lines. 

Haunch ,—The portion of the arch ring about midway between 
the springing line and crown. 

Spandrel .—^The space between the back of arch and the road¬ 
way. 

Arches are divided into right arches and skew arches, de¬ 
pending upon the angle made by the springing lines with the 
center line of roadway. A right arch is one that makes this 
angle exactly 90°. 

2. Curve of the Intrados. —^The form or general outline of an 
arch is the first consideration in its design. According to the 
curve of the intrados, arches are usually divided into circular, 
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multi-centered, elliptical, and parabolic. If the intrados is a 
semicircle, the arch is a semicircular arch; and, if the intrados 
is less than a semicircle, it is a segmental arch. A multi- 
centered arch is one in which the intrados is composed of several 
arcs of circles tangent to each other. Semicircular and semi¬ 
elliptical arches are full centered—^that is, they spring from 
horizontal bods—while segmental and parabolic arches spring 
from inclined bods called skewbacks. (Sec Mg. 15.) Multi- 
centered arches may have beds cither inclined or horizontal. 
The parabola may be modified for the sake of appearance by 
short circular curves at its ends, made tangent to the parabola 
and to the vertical side of the pier or abutment. Minor curves 
joining the arch soffit to the pier are not effective, however, 
and should not be eonsidcrod as part of the arch rise. 




Three-centered Curve .—A segmental arch cannot often be used 
to advantage, for it seldom can be made to fit the line of pressure. 
The three-centered arch is perhaps the most common for solid- 
spandrel construction and gives a pleasing and generally an 
economical design. The formula for the radius of a circular 
segment when the chord distance fspan) and mid-orcUnate 
(rise) of the segment are known, is as follows: 

_ chord)^ -f- (mi<l-ordinatc)“ 

= 2 X mid^rdmate “ 


Following arc the formulas for the radii of a three-centered curve. 
(See Fig. 2.) ’ 


5 = 


~ 27 " 


_ 1 AF*+F5* 

^ 2'FE COB e-AF Bind 
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Semi-ellipse .—^The multi-centercd curve can be made to ap¬ 
proximate an ellipse. Entirely graphical methods of obtaining 
the semi-ellipse and corresponding approximate multi-centered 
curves are as follows: 

Let AD and CD (Fig. 3) be the semi-major and semi-minor 
axes, respectively, of the ellipse. With Z) as a center, draw cir¬ 
cular arcs with radii AD and CD. From points where a common 
radius intersects the two circular arcs, draw vertical and hori¬ 
zontal ordinjitcs. The intersection of these ordinates gives one 
point on the ellipse. Other points may be found in a .similar 
manner. 

Suppose now that a thre(*-centered intrados is required which 




approximates a true ellipse. The form of the true ellipse is firat 
drawn by tlic method given above and is shown in Fig. 4 by the 
full line. The approximate form, shown dotted, is what is 
required. Assume any two equal distances CB and AE more 
than one-half of the semi-minor axis. Join BE and bisect the 
line BE at F. Through F draw a perpendicular to BE, inter¬ 
secting the line CD at O. The two points 0 and E will be centers 
of two circular arcs which will form an approximate ellipse. 
By first selecting the position of the point E so that the circular 
arc described from E as center will conform as closely as possible 
with the true ellipse, satisfactory curves will easily be found. 

The method of drawing an approximate ellipse using a five- 
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centered curve will now be explained. In order to have a check 
on the work, it is advisable to first draw the form of the true 
ellipse by the method given above. Let AD and CD (Fig. 6) 
be the given semi-axes. Join A and C, and through B draw a 
perpendicular to AC, determining E and O, two of the centers. 
From 0, with OC as radius, draw an arc CK as long as thought 
suitable, and join K with 0. Make KG equal to AE. Join 
E and G. At the center of EG draw a perpendicular to EG, 
and note its intersection H with KO. From H, with radius 
HK, draw an arc to HE (extended); and from E, with EA as 
radius, complete the curve. 

Parabola. —The equation of the parabola. Fig. 6, is as follows: 

x^h 

V=-^ 

Divide the line OR into any number of convenient equal parts, 
and number the points of division 1, 2, 3, etc., beginning at the 



point nearest 0. Then to find the values of y, for the various 
abscissas x, the numbers 1, 2, 3, etc., should be inserted in the 
al)ove equation for values of x, and the total number, which in the 
illustration is 6, should be inserted for the value of a. 

A very simple graphical method of drawing the parabola is to 
lay off on the vertical line RS, Fig. 7, the same number of equal 
divisions as arc made on the horizontal axis OR, and from 0 
draw radiating lines to the various division points on the vertical 
axis RS. From the various points on the horizontal line OR 
draw vertical lines intersecting the radiating lines from 0, The 
points of intersection of these vertical lines with corresponding 
radiating lilies are points on the required parabolic curve. 

3. Arrangement of Spandrels. —Arch spandrels may be en¬ 
tirely filled with earth (Figs. SA, SB, and SC), or they may be 
left more or less open and the roadway supported on a series 




GENERAL DATA 


7 


of transverse walls (Figs. 9A, 9B, and 9C), or on a complete 
superstructure of columns, girders, beams, and slabs (Figs. IQA, 
JOB, and IOC). If, as is rarely the case, a heavy or massive 
appearance is desired in open-spandrel construction, then side 
curtain walls may be used and all spandrel openings closed 
(Fig. lOD), In the open-spandrel typo, the arch ring may be 
cither solid or composed of two or more longitudinal ribs. Other 
features of open-spandrel construction are shown in Figs. lOB 
and lOF. 

With filled spandrels, the filling material is held in place 
laterally by retaining walls which rest upon the arch ring. These 



Courtesy of Universal Portland Cenunt Co 

Fig. 8A —Highway bridge at Ellerton, Ohio 


retaining walls may be of either the gravity or the reinforced 
type, or they may consist of thin vertical slabs tied together by 
reinforced-concrete cross walls. Solid fillings increase the weight 
of the superstructure and make necessary thicker arch rings and 
larger foundations. Open-spandrel construction, on the other 
hand, requires a relatively larger amount of form work. At the 
present cost of labor and materials in this country, the filled type 
of arch spandrel is preferable from the standpoint of economy 
for all arches of moderate rise with spans less than about 100 ft. 
and also for fiat arches of greater span where the ratio of rise to 
span is not more than one-tenth. Fortunately, a proper artistic 
appearance is usually obtained in satisfying these economical 
requirements. 
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Cowteay of Ur. Daniel B. Luten, Conmlting Engineer, JndianapoUe. 

Fia. SB .—Cleorgetown bridge over Wabash River, Georgetown, Indiana. 



Cowteay of Univeraai Portland Cement Co. 

Fio. SC.—Earth-filled arch bridge at South Bend, Indiana. 
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4. Selection of the Most Suitable Intrados. —^Tho length of 
span and curve of an arch are often determined by physical 
conditions. Ample waterway must be provided for over streams 
and, if possible, piers and abutments should be located where the 
cost of foundations is a minimum. Sufficient clearances, also, 
must be allowed over roadways. These and other conditions 



Courtesy of Assor American Portland Cement Mfn 

Fia 9A —Detailed view of spandrel arches m raihood construe tion 


may compel the selection of an arch cuivc which will not be the 
best from the standpoint of economy. 

If outside considerations are not taken into account, a parabolic 
form of intrados should be used for a uniform load on the hori¬ 
zontal projection, which is closely the case for an arch having 
spandrel columns or spandiel arches. For earth-filled arches 
having a ratio of rise to span greater than onc-fourth, an ellipse 
should be used. For earth-filled arches having a ratio of rise to 
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span of less than onc-fourth, tho most economical curve lies 
between a circular segment and an ellipse and may be approxi¬ 
mated by a three-centcred intrados. 

5. Piers and Abutments.—The springing lines, or springs of an 
arch, should be located as near tho foundation as conditions will 
permit. This will often make possible a less expensive design for 
the abutments and, where piers are employed, will reduce the 
overturning effect on the piers to a minimum. 

In the case of long bridges with a series of arches, what are 



CouHety of Sandusky Portland Cement Co 

Fia. W .—Bridge on Lake Shore & Michigan Southern R. R. at Berea, Ohio. 


called abutment piers should be placed at frequent intervals 
(usually every 5 or 6 spans) so as to act as an abutment in case 
of failure of one or more of the arches. This type of pier is 
made of sufficient thickness to resist the pressure for either arch 
standing and the other arch removed, and for both arches stand¬ 
ing. The ordinary arch pier should be analyzed for one adjacent 
arch without live load and the other adjacent arch with live 
load over'the whole span. 

Arch bridges of four and six spans do not present a desirable 
appearance. For esthetic effect,* an odd number of spans should 
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lOA.—^Ribbed-erch bridge at Waukegan, Dl. 
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Courhsy of Mr A 6 Spragui, Superintendent Board of Public Works, Pittsburgh 

Fio IQB —Murray Avenue bridge, Pittsburgh, Pa 



Courtesy of Mr N S Sprague Suptrtntewhnl, Board of Public Works Pittsburgh, 

Fio. IOC —Meadow Street budge, Pittsburgh, Pa. 





Fiq. 10Z>.—Ludlow Avenue bridge, Cincinnati, Ohio. 
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be selected and the span lengths should decrease each way from 
the center of bridge. 



Fi(». lOE —Wealthy Street bridge. Grand Rapids, Mich. Noti tlun slab 

between arch ribs at e\tradot» 


The depth of arch foundations and the shape of abutments and 
pieis lb dependent upon local conditions, and in some difticult 



Courtuy of Mr If S Sprague, SuperinUndent, Board of Publte Worts, Pittsburgh 
Fia. lOF —Atherton Avenue bridge over P J R R, Pittsburgh, Pa. 
Note fake joints in ribs, posts, and quoins. 


cases have to be chosen after thorough study. A certain shape of 
abutment or pier is first assumed; and this is then reviewed to 
see that the load upon the ground does not exceed the aUowablei 
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and that it is well distributed. Great saving is effected in some 
cases by the use of hollow, or ribbed, abutments and piers. 

$. Depth of Filling at Crown.—In making a preliminary design 
for an earth-filled arch bridge, it is necessary to know approxi¬ 
mately the required crown thickness of the arch ring and also the 
amount of earth filling over the crown. This must be known in 
order to determine the remaining distance from the crown to the 
springing line—that is, the available rise for the arch. For 
highway bridges, a depth of filling including the pavement, of 
from 1 to 2 ft. will be sufficient; but for railroad structures a 
minimum depth of from 2 to 3 ft. below the ties will be needed 
in order to form a cushion for the ties, to distribute the load, and 
to absorb the shock from passing trains. 

7. Loads.—The dead weight of the arch ring itself and of the 
superimposed material, constitute usually the principal loads on 
an arch ring. With open-spandrel construction, the dead loads 
act vertically upon the arch ring or arch rib through the trans¬ 
verse walls or columns, and are hence definitely known. With 
filled spandrels, the pressure produced on the arch ring by the 
earth filling is really inclined and the dead load cannot be so 
accurately determined. 

On flat earth-filled arches, it is better to consider only vertical 
loads as acting on the arch ring, for the conjugate horizontal 
forces are small and may be neglected. On earth-filled arches 
with large rise, the horizontal thrusts become great, especially 
close to the springing lines, and it may be advisable in some cases 
to take these horizontal components into account. The omission 
of these horizontal thrusts, however, is always on the side of 
safety. 

A common assumption for weight of earth fill where the actual 
value is unknown is 100 lb. per cubic foot. When sand is used, 
its weight should be taken at 120 lb. Pavement is usually as¬ 
sumed as 12 in. thick and as weighing 150 lb. per cubic foot. 

The live load to be used in the investigation of an arch bridge 
should be the greate.«it that comes or is liable to come upon the 
roadway. Each location should be studied and the live load 
chosen to fit the requirements. For ordinary conditions a stand¬ 
ard loading is commonly employed. Wind pressure is consid¬ 
ered only on light or exceptionally high structures. 

In earth-filled bridges where there is sufficient thickness of 
filling to distribute the concentrated loads over a considerable 
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area of arch ring, uniform live loads are used in the arch-ring 
design. City highway bridges are generally designed for 50-ton 
electric cars and for such bridges, with spans of 200 ft. or more, 
a uniform load of 1200 lb. per linear foot is usually taken on each 
railway track together with a uniform load of 80 lb. per square 
foot over the remaining area of roadway and sidewalks. For 
spans less than 100 ft., the values corresponding are 1800 lb. per 
linear fool of each track, and 100 lb. per square foot of remaining 
area. For spans between 100 and 200 ft., the loads are taken 
proportionally. The loads specified above for city bridge may 
be reduced by about 20 per cent to apply to the arch rings of light 
country bridges. The load on each street railway track is gen¬ 
erally assumed to cover a width of 9 ft. 

In addition to the above loads, city bridges and bridges on 
thoroughfares likely to be used for heavy hauling should be 
designed to cany 20-ton trucks, with axles about 10 ft. c. to c., 
14 tons on rear axle and 6 tons on front axle; wheels about 5 ft. 
c. to c. 

Because of the permanent character of concrete bridges it may 
be wise to provide a larger margin for increase of loading than is 
above suggested, or than is usually allowed in steel bridge design. 
Fortunately, in the case of concrete arch bridges a large increase 
can be provided for with only a slight increase of expense due, of 
course, to the controlling influence of the dead load. 

Following is an extract from the report of a Committee on 
Reinforced Concrete Highway Bridges and Culverts, American 
Concrete Institute, presented at the Annual Convention at 
Chicago, Feb. 17, 1914: 


“Class *A’ Bridges—main thoroughfares leading from large towns.— 
In view of the extensive introduction of the heavy motor trucks 
and traction engines, and the probable general use of such vehicles in 
the future, it is recommended that bridges on main thoroughfares and 
other roads which arc likely to be used for heavy hauling, be designed 
to carry 20-ton trucks, with axles about 10 ft. c. to c., 14 tons on rear 
axle and 6 tons on fore axle; wheels about 5 ft. c. to c. Outside of the 
large cities it is recommended that only one such vehicle be assumed to 
be on the bridge at any one time; the likelihood of more than one being 
on the bridge, in a portion to produce maximum stresses at the same 
time, is so remote that this assumption is considered safe. It is advised 
that such very heavy loads be considered as occupying only the ordinary 
width of the road, about 8 ft. in width and about 35 ft. in length, 
^ongested traffic of heavily-loaded wagons or motor trucks will rardy 
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impose a load of more than 100 lb. per square foot over a considerable 
area. The above-mentioned 20-ton truck gives a load of about 140 lb. 
per square foot, on the area actually occupied, but it is considered 
extravagant to assume that a large bridge is covered with such heavy 
loads. One hundred pounds per square foot is thought ample to assume 
for the loading of spans more than GO ft. long in designing the trusses or 
main girders. It is thought to be safe to reduce this assumed load in the 
case of longer spans, to the following amounts: 

Length 
of span, ft. 

80..., 

100 .... 


200 and over. 

with all intermediate spans in jiroportion. 

“The greatest load tlnit is liable to bo imposed on a bridge sidewalk 
occurs when there is some excitement in the neighborhood which 
attracts a large crowd, and for which the bridge affords an esiiecially 
good point of view. In that case the crowd forms a compact mass 
against the railing, not more than 4 ft. deep, making a load seldom 
exceeding 100 lb. per square foot over a very considerable space. 
The remaining portion of the sidewalk may be covered by a moving 
crowd which can scarcely weigh more than 40 lb. per square foot. It 
may be advisable, sometimes, to so design sidewalk slabs, that if a 
street car or motor truck accidentally gets upon the sidewalk, it will 
not go through. Such accidents arc so rare, that it is thought safe to 
allow materials to be stressed somewhat beyond the elastic limit in such 
cases. 

“ Class ‘ B * Bridges.—^Although it is impossible to determine before¬ 
hand, especially in the newer parts of the country, whether any given 
road is to be used for heavy traffic, it seems extravagant, at least in the 
cases of larger spans, to design bridges to carry much heavier loads than 
can be expected to come upon them. It is recommended that bridges 
of this class be designed to carry 15-ton trucks, with axles 10 ft. apart, 
5 tons on the front and 10 tons on the rear axle. This will allow for a 
considerable overloading of existing motor trucks. It is further recom¬ 
mended that only one truck bo assumed to be on the bridge at one 
time, in designing the floor system, that it be assumed to cover a width 
of 8 ft. and «a length of 35 ft. and that the remainder of the bridge be 
covered with a load of about 90 lb. per square foot, for spans up to 60 ft. 

“ For longer spans, the trusses and main girders should be designed 
for the following loads: 


Assumed load, lb. 
per sq. ft. 

. 90 

. 80 

. 75 

. 70 
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Length 
of span, ft. 

80. 

100 . 

125. 

150. 

200 and over. 

with intermediate spans in proportion. 


Assumed load, lb. 
per sq. ft. 

. 80 

. 70 

. 65 

. 60 

. 56 


“Sidewalks should be designed to carry the same loads as in the case of 
Class ‘A’ bridges. 

“Special Bridges.—City bridges and bridges carrying traffic connected 
with mines, quarries, lumber regions, mills, manufactories, etc., require 
special consideration and should, of course, be designed to carry any 
load which can reasonably be expected to pass over them, bearing in 
mind the likelihood of heavy traction engines and motor trucks coming 
into extensive use in the not distant future. 

“Bridges Carrying Electric Cars.—Electric traction is still in its 
infancy and nobody is able to forecast its future development. It .seems 
probable, however, that it will not be profitable to run cars weighing 
more than 50 tons each, at .a siwed that would be permitted on any 
public road. If very high speeds are desired, the traction company will 
doubtle.ss be required to oj^erate over its own right-of-way. It is 
recommended that bridges carrying cither urban or interurban electric 
cars be designed to carry 50-ton cars on two trucks, spaced 30 ft. c. to c., 
each truck having two axles spaced 7 ft. c. to c. The Committee sees 
no reason for changing the customary practice of assuming that an axle 
load is distributed over three ties.” 

For railroad bridges, Cooper's Standard Loadings arc generally 
specified, the particular loading to be used depending upon the 
location of the line and the future traffic that may be expected. 
As regards the arch ring in earth-filled arches, where the thick¬ 
ness of filling is sufficient to distribute the concentrated loads 
over a considerable area, an equivalent uniform loading per 
linear foot per track is generally substituted. A load of 700 lb. 
per square foot is common for railroad traffic on spans, say, over 
80 ft. in length. A uniform load of 1000 lb. per square foot is 
frequently adopted for shorter spans. The impact of live loads 
is not usually considered except, of course, for the floors in all 
arches of open-spandrel construction. Braking or tractive 
stresses are important only for bridges on heavy grades. 

A concentrated load is usually assumed to be distributed down¬ 
ward through the fill on a 45® slope starting from the ends of 
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the ties. An axle load is assumed as distributed over three ties 
in the direction of the track. 

8. Empirical Rules for Thickness of Arch Ring. —With the 
trial curvature of the intrados decided upon, the next step in the 
design of a concrete arch is to choose a trial thickness of the 
ring at the crown and at the springing. Since the crown thick¬ 
ness depends not only on the thrust, but also upon the location 
of the line of pressure, it is obvious that it is impossible to devise 
a formula for its determination. Various empirical formulas, 
however, have been developed for this trial thickness at the crown 
and are an aid to the judgment. 

Mr. F. F. Weld^ gives the following formula: 

h = Vi+ *- + 
n V t 10 ^ 200 ^ 400 

where 

h — crown thickness in inches. 

I — clear span in feet. 

w = live load in pounds per square foot, uniformly 
distributed. 

w' = weight of dead load above the crown of the arch in 
pounds per square foot. 

Mr. W. J. Douglas gives the following tabulated formulas® 
for different highway spans, the values of h being given in feet: 

Under 20 ft. A = 0.03 (6 + /)* 

20 to 50 ft. /i = 0.015 (30 + 0* 

50 to 150 ft. /i=0.00010 (11,000 + Z*)t 
Over 150 ft. /i = 0.016 (75 + l)t 

* For railroad arches, add 25 per cent, 
t For railroad arches, add 20 per cent, 
t For railroad arches, add 15 per cent. 

Mr. D. B. Luten gives the following formula for solid-spandrel 
£tlTch0S * 

\ = 4 + 3l>{r+3F) r (w)P MI + 

^ 4000r - 1= ^ IsO.OOOr 150r J 

where h = crown thickness in inches. 

I = clear span in feet. 

r = the rise from springing line to intrados in feet. 


> Engineoriag Rpcord, Nov. 4, 1005, page 529. 

* Taken by perntiaaion from the Amerioon Civil Engineere’ Pocket Book. 
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F s the fill over the crown of the extrados in feet. 
w » uniform live loads in pounds per square foot. 

Wo = concentrated loading consisting of maximum live 
loading on single track over half-«pan in tons. 

The thickness of an arch should increase from the crown to 
the springing (except for a hinged arch which is not considered 
here). The radial thickness of 
the ring at any section is fre¬ 
quently made equal to the thick¬ 
ness at the crown multiplied by 
the secant of the angle which 
the radial section makes with 
the vertical. For segmental 
and three-centered curves the 
radial thickness at the springing (a-a, Fig. 11) should be taken 
from two to three times the crown thickness. 

The empirical rules given above, it must be remembered, should 
be used only for trial. The exact shape of the arch ring and the 
thickness at different sections must be determined by analysis 
as subsequently explained. 

9. Classification of Arch Rings.—Arches may be classified as 
hinged or hingeless. A hingeless arch is one having fixed ends, 
while a hinged arch may have a hinge at the ciown, a hinge at 
each end, or a hinge at each end and one at the crown. Arches 
of one and two hinges are not used to any extent in masonry 
construction since the three-hinged arch offers the advantage of 
more definitely fixing the line of pressure throughout the ring 
and thus makes possible a saving of material. Hinges are, 
however, often an expensive detail and the three-hinged arch is 
by no means so common as the concrete arch having fixed ends. 
Friction on hinges is also an important consideration. 

Concrete arches without hinges will be treated in the chapters 
immediately following and later on will be considered the modi¬ 
fications necessary for three-hinged arches. 





CHAPTER II 


DEFLECTION OF CURVED BEAMS 

Deflection formulas for curved beams (in which the radius of 
curvature is large as compared with the depth) are employed in 
the development of arch theory. Hence, it is important for the 
student to appreciate the meaning of these deflection formulas 
before taking up the theory of arches, and this appreciation of 
the formulas can come only by following through their deriva¬ 
tion. A proof for these formulas will now be attempted. 

Let ABy Fig. 12, be any portion of a curved beam in its ztn- 
strained form and A'B the same portion in its strained form, 
assuming the beam rigidly fixed at B. Let X — X and Y — Y 
be rectangular axes with origin at A, and denote the components 
of A' as Ax and Ay. AO, tangent to the arch axis at A, moves 
through the angle h. It is desired to derive formulas for the 
following values: (1) angular change of AO, (2) component Ax 
of A\ (3) component Ay of A'. Only the effects of dead and 
live loading will be treated in this chapter leaving the effects of 
temperature change and direct stress for consideration in the 
chapter on Arch Analysis. 

10. Angular Change. —Consider abed as any small portion of 
the beam included between two consecutive cross-sections at right 
angles to the axis. Assume the radius of curvature of the beam as 
large in proportion to the depth so that the length of all fibers 
may be assumed equal. Now assume the end ad as fixed, and let 
the change in angle between end faces or end tangents of this 
clement (of length s) due to bending be denoted by k\ (See Figs. 
12 and 13.) The change in length of a fiber at a distance r 
from the neutral axis will be equal to rifc' (the angle k' being 
expressed in circular measure) and the deformation per unit 

length of beam will be equal to —* Now, E — —— 
, ‘s' unit deformation 

(by definition of modulus of elasticity), or, stress per unit area 

at distance r from the neutral axis = (E) X (deformation) = 
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Let a (Fig. 14) be the area of a small element of the cross- 
section at a distance r from the neutral axis. Then the stress on 

vJc^ 

this area equals E --a, and the moment of this stress about the 

k' 

neutral axis equals E • ar®* - • The total moment of resistance of 
the cross-section is the sum of all the moments of resistance for 



Fifj. 13. Fia. 14. 

the separate elements, which resolves itself into finding the sum 
of the expressions (ar®). 

The term moment of inertia, /, may be defined as follows: The 
moment of inertia of a plane surface with respect to an axis is 
the sum of the products obtained by multiplying each elementary 
area by the square of its distance from that axis. If S is taken 
to mean the sum of, then it is evident that Sar® between the limits 
of the section represents the moment of inertia of the section. 
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HencCf 


M = El or k 


/ _ 


Ms 

El 


(This expression might have been obtained more directly by 
employing the formula derived from the common theory of 
flexure.) But an expression for the angle k is desired, and this 
must be obtained by a summation of all the angles k' for the 
elements of the curved beam from A to B, Denote this summa- 

B 

tion by 2! k'f then 


k = 


S 


« Ms 

A El 


In deriving the foregoing equation, a material with constant E 
has been assumed. For beam of reinforced concrete 


or 


and 


h' y 
M = EJe -- + EJ, - 

= (EJ. + nE.I.) ^ 

o 

~ E, {/. + nl.) % 


y = 


Ms 

EJ 


k = 


Mj 
A EJ 


(a) 

( 1 ) 


The smaller the elementary lengths of beam considered, the 
more accurately will Formula (1) apply. The values of M and 1 
have been regarded as constant quantities for each particular 
elementary length considered. Since this is not true in practice 
on account of each element having appreciable length, a close 
approximation to the actual M and I for a given element may be 
obtained by taking the values of the bending moment and 
moment of inertia at the mid-point of s. 

11. Components of Deflection. —Consider BCDFFil, Fig. 15A, 
to represent the axis of the imstrained form of the beam of Fig. 
12 and let the beam pass into its strained form by the bending of 
each elementary length s in consecutive order. Bending the 
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element BC through the angle k* causes the portion AC to turn 
through this same angle about C as a center, the point A moving 
to Ao (with radius u) through a small distance that we will call 
dv, having the components dx and dy. Fig. 15B shows clearly 
the method of bending. Bending the element BC through the 
angle k', if AC is kept stationary, would cause B to move to the 
point B'. Now revolving the bent beam about C as a pivot 
until B' is brought back to B, it should be noticed that A moves 


y 

I 



Fig. 15B. Pig. 15C. 

to Afl. Fig. 15C shows the bending of the element CD. Thus 
from the bending of CD' the point Ac moves to Ad, etc. 

If X and y are the coordinates of any point C, origin at A, we 
have, by similar triangles (triangles are similar since the side dv 
is practically at right angles to the radius u, the movement 
being very small) 

dy X .dxy 
QV u do u 
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Solving for dy and dx and substituting for dv the value uk'f we 
have 

dy = xk' dx = yk' 

Substituting the value of k' from Eciuation (o), we have 

j Ms , , Ms 
dy = X YJf dx = y -g-j 

Summing up the value of the components for each change of k* 
in angle, the total change of angle made is k, and dy and dx 
become A?/ and Ax, respectively. Then 


, Mxs 

“ ^4 'E,I' 

(2) 

^ Mys 

Ax = S -rrf 

(3) 


(As in simple beams, M is considered positive when it tends to 
increase the compression on the back of the arch. The minus 
sign is used in Formula (2) because the effect of a positive value of 
M in any element causes an upward deflection—that is, a minus 
value of Ay, considering only the effect of bending in the element in 
question.) 

Formulas (1), (2), and (3) are the fundamental formulas em¬ 
ployed ill the analysis of masonry arch rings by the clastic 
theory. 



CHAPTER III 

ANALYSIS* OF THE SYMMETRICAL ARCH BY THE ELASTIC 

THEORY! 

12. General Discussion. —A concrete arch with fixed ends is 
statically indeterminate. There are, in all, six unknown quan¬ 
tities—three at each support (the vertical and horizontal com¬ 
ponents of the reaction, and the bending moment; or, what is 
the same thing, the magnitude, direction, and point of applica¬ 
tion of the reaction)—and it is possible to determine only three 
unknowns by the principles of statics. The three additional 
equations may be found from the following conditions.: 

The change in span of the arch = Ax = 0 

The vertical displacement at one end relative 

to the other end = Ay = 0 

The angle between the tangents to the arch 
axis at the two ends of the arch lenuiin un¬ 
changed, or Z.k = 0 

These three conditions must be true since the arch is fixed at the 
abutments. 

Instead of actually finding the components of the reactions 
and the moments at the supports as outlined above, it is simpler 
for symmetrical arches to take the origin of coordinates at the 
crown and find the thrust, shear, and moment at that point. 
The method of doing this will be explained later, but it should be 
clear that, with these three, unknowns determined, each half of 
arch may then be treated as statically determinate. 

The analysis of an arch consists in finding the thrust, shear, 
and bending moment at the crown and at internu'diate sections 
in the arch ring or arch rib, and then finding the stre^sses result¬ 
ing therefrom. A longitudinal slice of the arch is considered, 
having a thickness of 1 ft. The thrust is here taken to be the 
normal component of the resultant force on the section, and 
the shear is the component at right angles to the normal. The 

< Method of analysis is taken by permission from Turneaure and Maurer's "Principles 
of Reinforced-oonoreto Coiutruotion," 2d edition, pages 336 to 344. Copyright 1907, 1909 
by F. E. Turneaure and E. R. Maurer. 
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bending moment will be considered positive when it tends to 
increase the compression on the back of the arch, this being 
the same convention as for beams. 

A horizontal thrust is produced at the crown when the arch is 
loaded symmetrically. For non-symmctrical loadihg, an in* 
dined pressure acts at the crown, but its horizontal component 
is called the horizontal thrust for that loading. Its vertical 
component is the shear at the crown. Let us assume the arch 
as cut at the crown and consider each half to act as a cantilever 
sustaining exactly the same forces as exist in the arch itself. 
The external forces holding a semi-arch in equilibrium (Fig. 16) 



are the loads Pi, Pi, etc., the horizontal thrust //*, the vertical 
shear Ve, and the reaction at the skewback jK,. 

After He, Ve, and Me have been computed, the line of pressure 
(accurately enough represented by the equilibrium polygon) can 
be constructed by help of the force polygon, Fig. 16. The value 
of Me dehnitely determines the point of application of He and 
makes the construction of the mcact line of pressure possible. 
(For a positive value of Me, the thrust He acts above the arch 
axis.) From this line of pressure and the accompanying force 
polygon' may be obtained the thrusts, shears, and bending 
moments at intermediate points of the arch. The force polygon 
gives directly the thrusts and shears, while the line of pressure 
makes possible the determination of the bending moment at 
any section, the bending moment being equal to the resultant 



SYMMETRICAL ARCH 


27 


pressure at the given point multiplied by the perpendicular 
distance from the arch axis to the line of pressure. Usually the 
line of pressure is drawn to serve only as a check on the com¬ 
putations, .and the bending moments at the various points are 
determined algebraically. This algebraic method for finding 
moment will be employed in the designing work to follow. 

The line of pressure of an arch is a continuous curve, but dif¬ 
fers very little from an equilibrium polygon for the given loads 
(Fig. 16). In fact this curve becomes tangent to the equilibrium 
polygon between the angle points. The greater the number of 
loads, the nearer the polygon approaches the line of pressure. 

With He, Vc, and Me determined, all external forces are known 
except the reaction at the skewback, and this is determined by 
the closing line of the force polygon. An equilibrium polygon 
may then be constructed as already mentioned, the first side 
being in the line of Re produced, the second parallel to the ray 5, 
and so on until the last side through q gives the position of Ra. 

13, Notation.—The following notation will be employed in 
arch analysis: 

Let 

s = length of a division of the aren ring measured along 
the arch axis. 

n* = number of divisions in one-half tin; arch. 

I = span of arch axis. 

Ca — average unit compression in concrete of arch ring 
due to thrust. 

te = coefficient of linear temperature expansion. 

to = number of degrees rise or f.all in temperature. 

Ee = modulus of elasticity of concrete. 

At the crown, let 

He = horizontal thrust. 

Ve — vertical shear. 

Re = resultant of //« and 

Me = bending moment. 

At any point on the arch axis, with coordinates x and y referred 
to the crown as origin, let 

N = thrust (normal) on radial section. 

S = shear on radial section. 

R B resultant force on radial section, resultant of N and S. 
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Xo = eccentricity of thrust on section, or distance of N 
from the arch axis. 

t — depth of section. 

I = moment of inertia of section including steel = 

le + nig. 

A = area of section including steel = Oo + na,. 

Po = steel ratio for total steel at section. 

d' = embedment of steel from either upper or lower 
surface. 

M = moment = Nxo- 

mi, = moment at any point on left half of arch axis of all 
external loads (Pi, Ps, etc.) between the point and 
the crown. 

mg = moment at any point on right half of arch axis of all 
external loads between the point and the crown. 

m = moment at any point on either half of arch axis of 
all external loads (Pi, P 2 , etc.) between the point 
and the crown. 

14. Formulas for Thrust, Shear, and Moment.’—^Let Fig. 17 
represent a symmetrical arch loaded in any manner and cut at 



Fkj. 17. 


the crown, the halves being separated in order to show the forces 
acting at the section cut. 

Formulas for thrust, shear, and moment at the crown will first 
be developed and then will follow a formula for moment at any 
section. Thrust and shear at any section may easily be de¬ 
termined’ graphically. 

The Jiorizontal motion of C as regards the left cantilever, due 
to bending of the elements between A and C, is the same in 

> Taken by permission from Tumcaure and Maurer’s " Principles of Rcinforced-oonorete 
Coastruetion." 2d edition, pages 338, 339- 343. and 344. Copyright 1907, 1909 by P. B. 
Turneaure and E. K. Maurer. 
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amount as the horizontal motion of C as regards the right canti* 
lever, due to bending of the elements between B and C. It should 
be noticed that a positive bending moment for an element on the 
left will tend to move C in the opposite direction from a positive 
bending moment for an element on the right. Then, from 
Chapter II on “ Deflection of Curved Beams,” we have 


A 

s 


c 





(The coordinates x and y refer to the center of each short length 
of arch ring of length s, when M is also taken at the center.) 
The vertical motions arc equal but in the same dirction, hence 

s'* Mx -p% = S* Mx Jj 

c Lei C Lei 


Also the changes in direction of the tangent to the axis at C are 
equal but opposite in direction, hence 


4^0 Ho 

S M-^-f = - S M-Jf 

C Lcl C Lei 


The arch ring will be so divided into sections that f will be made a 


constant. Then Ee also being a constant, the quantity 
may be placed outside the summation sign. Thus, denoting 

A B 


S M by XMl and 21 M by ^Mn, we have 
c c 


XMi^y = - XMay (h) 

XMix = SiV/^x (c) 

XMl = - SA4 (d) 


The bending moment at any point may be expressed as follows: 

Ml =■ Me + Hey + ~ 

Mr = Me -f Hey - VeX - Mr 

where Ml and Mr are the moments at the center of any division 
to the left and right of the crown respectively. Substituting these 
equations in (6), (c), and (d), combining terms, and noting that 
for onc-half the arch is equal to we have 

2Me'ty + 2Ho2y* — hmLy — 'SirriRy 0 
2FoS®* — + ZmRX 0 

2r^Me + 2HeT,y — Smu — 0 


ie) 

if) 
(9) 
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Combining (e) and (g) 


From if) 

tih'^imi + mR)y - S(mL + mR)Sy 

2[n» V - (Sw)’] 

f4) 

s(»n — mii)x 

2Sx2 

(6) 

From ig) 

^ ^(mi + viu) — 2//eS?/ 

~ " "2nfc 

(6) 


These are the fundamental equations in the analysis of arch rings. 
All summations refer to one-half the arch axis, and the signs of 
^L) wir , X, and y being taken into account in the derivation of 
the formulas, their numerical values should be taken as positive 
when substituting to obtain the corresponding values of He, 
Ve, and Me. A positive value of Vc indicates that the line of 
pressure at the crown slopes upward toward the left; a negative 
value, downward toward the left. 

The values of the thrust, shear, and moment being found from 
the above equations, the moment of any section of the left canti¬ 
lever is 

M == Me + HeV + VeX — mi (7) 

and, at any section of the right cantilever, 

M = Me + HeV — VeX — mu ( 8 ) 


To the thrusts, shears, and moments in an arch due to loads 
must be algebraically added the thrusts, shears, and moments due 
to a change of temperature. For a rise (or fall) of temperature of 
the arch ring of tu degrees, the span of arch axis I would terui 
to increase (or decrease) in length an amount expressed by 
te being the coefficient of linear expansion. The arch being 
restrained at the abutments, thrust, shear, and moment would be 
caused at the different sections of the arch ring. 

The method of procedure for determining formulas for He 
and Mi due to temperature is similar to that employed in de¬ 
termining the corresponding formulas due to loads. The value 
Ax of Formula (3) is equal to the amount of the tendency of the 

half-span to change in length, or and h of Formula (1) is 
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zero since the crown section rises and falls in a vertical line as the 
material of the arch expands and contracts. Thus, we have, con¬ 
sidering either half of the arch, 


2My - 


tctol 

~ 2 ' 

= 0 


Since there are no external loads to be considered in the matter of 
temperature and since the arch is symmetrical, Ve = 0, and 

M = Me HeV 


Substituting this value of M in the above equations and remem- 
berlng that ^ j is to be made a constant, wo have 


From which 

and 


M.Sy + 

^ o 

HhMe + He^y = 0 

jj _ -f 


Me = 


HcT^y 

nt, 


(9) 

( 10 ) 


The bending moment at any point is 


M = Me + Hey (11) 

In Formula (9) the value to should be inserted as positive for a 
rise in temperature and negative for a drop in temperature. The 
value of ie niay be taken at 0.000006 per degree Fahrenheit (see 
Art. 13, Volume I) and the value of Ee at 2,000,000 lb. per square 
inch. Moments are usually expressed in foot-pounds and the 
distance y in feet, in which case the value of Ee should be sub¬ 
stituted in Formula (9) in pounds per square foot and the value 
of I in feet. Since there are no outer loads to consider, the thrust 
and shear at any point in the arch may be found by resolving He 
normal and parallel to the arch section at that point. 

It should be noted in Formula (9) that, for a given span, 
the horizontal thrust due to temperature varies inversely as 
[nAZy® -- ( 2 ) 2 /)®], which means that a slight decrease in rise of 
the arch will produce considerable increase in ring stress. 
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If the span and rise are kept constant, He and likewise M„ 
vary directly with I, or, in other words, with the cube of the depth 
of section. On the other hand, fiber stresses for a given moment 
are known to vary inversely only as the square of the depth of 
section. Thus in light highway bridges, where temperature 
moment constitutes a large proportion of the total moment, the 
resulting fiber stresses may actually be increased by an increase 
of section. 


The thrust acting throughout the arch tends to cause a shorten¬ 
ing of the span. Denote c* as the average unit compression in 
concrete of arch ring due to thrust. Then the arch span will 

cj 

tend to shorten the amount tt* This action tends to produce 

Vje 

the same result as a lowering of temperature and the value of 

Cal 

the resulting crown thrust may be found by substituting for 

iic 

tjtol of Formula (9). Hence, 


„_/ _ CglUk _ 

* s ' 2[nfc2i/- (Sy)*] 
and, as for temperature stresses, 

M. = - 

rih 

M — Me HeV 


fl2) 


(13) 

(14) 


Thrusts and moments duo to rib shortening are usually small 
except in flat arches, where they may become fairly large. 

* s 

15. Division of Arch Ring for Constant j.—Since the depth of 

the arch ring generally increases from the crown to the spring¬ 
ing, the moment of inertia I likewise increases, but much more 
rapidly; in fact, it increases approximately as the cube of the 

depth. To maintain a constant j, the divisions should be made 

to increase in length as the arch ring deepens, and some pre¬ 
liminary Computations are necessary to do this. 

The greater the number of divisions selected, the more accurate 
the results; but for an arch of ordinary span, the number need 
not be greater than twenty—sixteen or twenty being the common 
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rule. Of course, since each half of arch is considered separately, 
the number of divisions should be even. 

To obtain the value of j (the constant), determine first the 

length of the arch axis. Next, calculate several values of j 

at equal intervals along the arch and determine its mean value. 
Then 

I nh‘ I 

where V is one-half the length of arch axis, n* the desired number 

of divisions in one-half the arch, and j the mean value found as 

previously explained. In determining this value the steel should 
be considered. 

After once the value of j is known, the lengths of the divisions 

can be readily determined. Assume a length of the first division 
to one side of the abutment. Determine the value of I at the 
center of the assumed division, ^hen divide the length assumed 
by the value of / determined for the center. If the length of the 
division was assumed correctly, the result should equal the value 

of J computed above. If not, the necessary adjustment should 

be made, and so on for each division until the crown is reached. 
The lengths of the assumed number of divisions should agree 
with the length of one-half of the arch axis. If an error exists 
which is not large, it should be divided proportionately among the 
divisions. 


If desired, a graphical means may be employed by which to 
divide the arch axis into divisions having a constant y The 

method to be given will be used in the arch design which follows. 

Fig. 18 illustrates the method in detail. AB is drawn to any 
convenient scale equal in length to one-half the arch axis. The 
curve EF is then drawn through points whose ordinates are the 
values / and whose abscissas are the corresponding distances 
along the arch axis from the skewback. (In order to make the 
drawing clear, the ordinates and corresponding abscissas which 
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determine the curve EF are not shown.) A length AH is then 
assumed, a perpendicular LC erected at its center, and the lines 
AC and CH determined. Starting from point H, lines are drawn 
parallel alternately to AC and CH, as shown in Fig. 18. Only 
three or four trials will usually be required to divide the line 
AB into the desired number of divisions. The base of each tri¬ 
angle thus formed corresponds to s and its altitude to J. Since 

all the triangles are similar by construction, the term j is con¬ 
stant throughout. 

A convenient modification of the above method is to draw a 
second curve E'F' below AB, using the same ordinates as for EF. 
AH is then assumed as before and the perpendicular CC' erected 
at its center. Starting with C', diagonals and verticals are drawn 
alternately making the diagonals parallel to AC. This method 



Fio. 18. 


offers the advantage of drawing all the diagonals parallel to the 
same line. 

16. Loadings to Use in Computations. —Small earth-filled 
arches should be designed at least for uniform live load over the 
whole span and the half-span. Large earth-filled arches and 
arches having the roadway supported on spandrel arches or 
spandrel columns should be designed for live load over one- 
third of the span, one-half of the span, two-thirds of the span, the 
whole span, the middle third of the span, and the end thirds of 
the span. These uniform loadings are only approximations to the 
true loading which produce the maximum stresses. The exact 
loadings to cause maximum conditions may be found by the 
use of influence lines, as will be explained in Chapter V. 

17. Internal Temperature Investigations.— Comparatively few 
experiments have been made which furnish data on the internal 
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temperature range in concrete structures. Undoubtedly the 
most important are those which have recently been completed 
under the direction of the Engineering Experiment Station at 
Ames, Iowa, on two highway arch bridges of the earth-filled 
type. These experiments^ are described in detail in Bulletin 
No. 30 of the Iowa State College of Agriculture and Mechanic 
Arts where a summary is also given of the other tests that have 
been made on internal temperature variation. 

In the Iowa experiments, thermometers were embedded in 
different parts of the arch ring in such a manner that the ther¬ 
mometers were in direct contact with the concrete at the depth 
of penetration. Both mercurial soil and -electrical resistance 
thermometers were employed. 

The tests of the Squaw C'reck arch at Ames extended over the 
greater part of the school years 1909 to 1912. The west arch of 
this bridge was the one tested, it being easy of access. ’ The arch 
is unsymmetrical with a span of 45 ft. and a total rise of 11 ft. 
3 in. at the center of span. 

The tests on the Walnut Street bridge at Des Moines were 
made in 1911 and 1912—daily readings being taken covering a 
period of 1 year. This bridge is composed of six 68-ft. spans 
with a rise of 11 ft, 6 in. The east arch was selected upon which 
to make the experiments. 

Internal Range in Temperature .—The results on the two 
bridges mentioned were obtained during years in which the 
extreme atmospheric temperatures, both high and low, were the 
greatest recorded for many years. With this in mind, the results 
show that about 75 per cent of the mean atmospheric variation 
would be effective temperature range in a mass of concrete of less 
than 6 or 6 ft. in thickness. The atmospheric mean variation 
at Des Moines was 102°F., 75 per cent of which is 76.5°F. 
This is only 2.7® less than the averjige obtained on the Walnut 
Street bridge during the period January to August, 1912, and 
but 2.0° less than the average obtained on the Squaw Creek 
bridge for the same year. 

Heat Generated in Setting .—^The results obtained in the Walnut 
Street arch tests show a rise to an average maximum temperature 
of 94.6°F. in an average time of 33 hours after pouring, while other 

> By Measra. C. S. Niohola and C. B. McCullough. 
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rcssults quoted in the bulletin show maximum high temperatures 
in setting varying from 100° to 130°F. attained in time intervals 
of from 18 hours to 8 days after placing. All considered, the 
value of 100° may be taken as a safe average of the final tem¬ 
perature attained by concrete in setting in structures typical of 
the Walnut Street arch. 

The following is quoted from the bulletin above mentioned: 

Temperaiure Variation .—“The main point of interest in con¬ 
nection with the temperature rise, due to the setting action, is 
not so much in the amount of this maximum itself, as in the fact 
that apparently all the subsequent temperature change is a 
drop, the stress-producing variation thus becoming more nearly 
equal to the entire temperature range than to one-half of it. 
This seems to be the conclusion drawn by Mr. Merriman (from 
his experiments on the Boonton dam), who says: ‘If the maxi¬ 
mum temperature attained is 100°F., then the stress-producing 
range is the difference between 100°F. and the lowest temperature 
subsequently attained.’ 

“While at first thought the above conclusion would seem to 
apply also to concrete arch structures typical of the ones herein 
described, yet the following facts demand our consideration. 
The sheer drop in temperature during the first season might induce 
stresses in the steel of the arch ring exceeding the elastic limit, 
thus producing a permanent set in the steel. This would operate 
to raise the elastic limit of the material in the direction of the 
stress (tension) to about the point of greatest stress, and produce 
in the arch ring a permanent deformation. The temperature of 
zero stress would then be, not the initial temperature, but the 
temperature which originally produced an elongation or distor¬ 
tion in the steel equal to the permanent set. During the subse¬ 
quent seasonal variations, the variation of temperature would be 
each way from this new mean. Thus the temperature variation 
would be reduced to a value more nearly equal to one-half of the 
temperature range than to the whole range. On the other 
hand, the elongation of the steel might be so localized at the 
point of greatest bending as to cause an unsightly crack in the 
concrete." 

“In*the Walnut Street arch a temperature drop of the entire 
range, 87.6°F. plus the entire dead load and rib shortening cause a 
stress in the steel less than the elastic limit of the material. As 
a result, there are as yet no cracks in the structure, although it 
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hSpS passed through a season of maximum external temperature 
variation. 

“In the Squaw Creek bridge at Ames, a temperature drop of 
80“ or even’60“ will stress the steel at the spring-line above the 
elastic limit, with the result that at three of the four corners of the 
structure there are unsightly cracks at the exact point of com¬ 
puted maximum stress. If this cracking is due to a permanent 
set in the steel, the effective stress-producing variation is now 
probably each way from a mean corresponding to the amount of 
the set produced, and the stresses consequently much Ibwer than 
during the first year. • 

“In the Locust Street bridge at Des Moines, the steel is also 
stressed above the elastic limit with a sheer temperature drop 
equal to the range, and in proof of the theory above advanced, 
there are cracks at the crown of both the shore spans at the points 
where a theoretical elongation in the steel corresponds to a 
temperature drop. 

“In spandrel-filled arches it is doubtful if at the coldest period 
much of the dead load, aside from that of the concrete itself, 
comes upon the structure by reason of the arching action of the 
partially frozen fill. However the amount of the arching action 
is problematical. This might tend to reduce the mathematical 
stresses produced by the application of all forces. 

Effect of Atmospheric Temperature .—“It will be noted that the 
range during the first seasonal variations, which include the high 
temperatures of setting, exceeded the subsequent seasonal range 
by about 10 per cent of the former. It is obvious that had the 
concrete been placed at any other than the extreme high tem¬ 
perature of summer, the heat of setting would have been dissi¬ 
pated to a greater extent, and the range would have been less. 
This is illustrated by a comparison of the setting temperatures 
attained in different latitudes. The experiments in the tropical 
Panama climate showed a rise exceeding those of this country 
by from 10“ to 30“. Other conditions being equal, a temperature 
more nearly normal would seem to be better for the concreting of 
arch structures typical of the ones herein described. 

Lag .—“ The data on the lag seem to show that in structmres of 
this type the minimum temperatures are attained in time 
intervals anywhere from less than 1 day to 4 days after the 
atmospheric minimum. This interval depends upon the posi- 



38 REINFORCED CONCRETE CONSTRUCTION 


tion of the portion of the structure considered, and is roughly 
proportional to the distance from the nearest exposed face.” 

Agreement with Theory. —^Levels were taken over the arch rings 
of both bridges from time to time to determine the rise and fall 
of the arch ring with variations in temperature. It was found 
that when uninfluenced by other factors than atmospheric vari¬ 
ation, the rise and fall agreed quite closely with theory. 

Conclusions as to Necessary Provision for Tem.perature Changes. 
—The writers of the bulletin concluded from the foregoing re¬ 
sults and considerations that “to render an arch structurally 
safe, provision should be made (in the latitude where the bridge 
tests were conducted) for stresses induced by a temperature 
variation of at lea^t 40®F. each way from an assumed temperature 
of no stress. Particular circumstances may demand that a greater 
variation be used for drop in temperature to prevent the ap¬ 
pearance of cracks. This will always remain largely a matter 
of judgment with the designing engineer.” 

18. Shrinkage Stresses Due to Setting.’ —In arches con¬ 
structed in longitudinal ribs, shrinkage in the concrete due to 
setting tends to deform the arch ring in a manner similar to that 
resulting from a temperature drop. A lowering of the tem¬ 
perature, however, causes contraction of both steel and con¬ 
crete, while with shrinkage the concrete alone is contracted. As 
the concrete contracts, the steel is compressed until an equilib¬ 
rium is established between the compression in the steel and the 
tension in the concrete which entirely restrains further shrinkage 
of the mass. 

The contraction which results from shrinkage causes a down¬ 
ward deflection of the arch ring, which induces bending stresses. 
One side of the arch ring is thrown into tension and the other 
side into compression. On the one side the tension in the steel 
is offset by the compression due directly to shrinkage. On 
the other side the compressive effects in the steel are additive, 
tending to throw, quite heavy compressive stresses in the 
reinforcement. 

The prhnary effect of shrinkage and the bending effect due to 
the same cause must be considered in the concrete as well. The 
primary effect is tension, but the bending stresses which result 
must be taken into account and added algebraically to the direct 
shrinkage stresses. 

> The greater portion of this article is taken almost verbatim from Bulletin No. 30 of the 
Iowa Engineering Experiment Station, by Messrs, C. S. Nichols and C, B. McCullough. 
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In connection with the temperature range experiments on the 
Walnut Street bridge described in the preceding article, observa¬ 
tions were made on a block of concrete 36 in. long, 10 in. wide, 
and 6 in. deep, cast at the same time as the arch ring on the east 
arch. The’ object of these measurements was to determine 
the change in dimensions of the concrete during the period of 
setting. The block was of a 1:2:4 mixture, cast wet, and un- 
reinforccd. The measurements, made at a constantly-maintained 
room temperature of 72° for 100 days, showed a shrinkage of 
0.04 per cent. This is somewhat less than the results of Mr. 
A. T. Goldbeck (see Concrete Age, August, 1911), who arrived 
at a coefficient of shrinkage of about 0.0005# 

It is possible theoretically to determine the stresses in steel 
and concrete due directly to shrinkage. If we let c denote the 
coefficient of contraction of the concrete, the contraction per unit 
length of the reinforced section may be expressed as follows: 

fc r. 

= i'. 

Now,-for equilibrium, 

fc = Pf'. 


From these equations we get 







_np 

1 + np 


P 


The contraction of the reinforced section may be found by the 
formula 


Cr 



or Cr 


C 

1 -\-np 


which is, of course, somewhat less than that of an unreinforced 
section. It is this contraction which causes the downward 
deflection of the arch ring and causes bending stresses through¬ 
out. Formulas may be determined for thrust, shear, and moment 
due to this bending, in the same mannei; as described for tem¬ 
perature in Art. 13. 

The following tables have been taken from Bulletin No. 30 
of the Iowa Engineering Experiment Station. They give the 
shrinkage stresses in the Walnut Street arch based upon the 
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above theory. A value of 0.0004 was taken for c which gave an 
average value of Cr = 0.0003|. 


STRESSES AT CROWN 



Stress in steel 

Stress in concrete 

Condition of loading 

Maximum 

tension 

Maximum 

compres¬ 

sion 

Maximum 

tension 

Maximum 

compres¬ 

sion 

Dead load and shrinkage. 

. 7,400 

6,400 

None 

513 

Dead load only. 

-2,000 

3,130 

-136 

213 

Effect of shrinkage bending.... 

9,400 

3,270 


318 

Primary effect of shrinkage. 

Net maximum stress induced by 

-10,000 


130 

-130 

shrinkage. 

None 

13,270 

130 1 

188 


— Indicates stress of opposite kind. 


STRESSES AT SPRINGING LINE 


Condition of loading 

Stress ill steel 

Stress in concrete 

Maximum 

tension 

1 

Maximum 

compres¬ 

sion 

Maximum 

tension 

Maximum 

compres¬ 

sion 

Dead load and shrinkage. 

4,200 

2,050 

B 

218 

Dead load only. 

None 

1,500 


110 

Effect of shrinkage bending. 


1,450 

mBm 

108 

Primary effect of shrinkage. 



■B 

-121 

Net maximum stresses induced 

1 




by shrinkage. 

None 

11,700 

121 

None 


— Indicates stress of opposite kind. 


From the tables the most serious results seem to be the high 
compressive stresses induced in the steel reinforcement. The 
ordinary compressive ^tresses in the steel of arch rings, however, 
due to dead and live load, temperature, and rib shortening are 
usually low and, unless these stresses approach the allowable 
value, the effect of shrink^e need not be considered. The 
Walnut Street arch has a high percentage of steel and the tables 
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seem to show that in arches lightly reinforced the compressive 
stresses in the concrete may need to be investigated. 

The above discussion is instructive but should not be taken too 
seriously. For example, it is doubtful if such large initial stresses 
occur in concrete (restrained by reinforcing material only) as is 
represented by a value of c, = 0.0003Consid^re in his ex¬ 
periments observed a contraction in 1:3 mortar reinforced with 5i 
per cent of steel to be only 6.01 per cent, or one-fifth the amount 
his tests showed on plain mortar. By the preceding formulas 
a contraction of about 0.03 per cent could be expected. It is 
reasonable, then, to conclude that a gradual adjustment takes 
place in the concrete during the process of hardening which re¬ 
sults in less internal stress than theory would indicate. It^s 
also unlikely that the shrinkage in any actual structure would 
be as great as that found on the laboratory specimen. In¬ 
vestigations of the actual shrinkage in concrete arch bridges will 
be needed before any very exact computations can be made 
for shrinkage stresses. 

19. Deflection at Any Point.—The deflection at any point in 
an arch may be found by Formula (2), Art, 11, or 

Ay = - I^Mx 

The arch should be assumed as cut at the point in question, and 
either portion of the arch may be considered. The cantilever 
selected should be subjected to exactly the same forces as exist in 
the arch itself. 

If the deflection of the crown of a symmetrical arch is desired, 
the value of M due to loading for any section of the left cantilever 
may be found from Formula (7), Art. 14; or, substituting this 
value in the above equation, we have 

Ay = — (Me'Sx + He'^xy + FeSa;® — Sw£,a;) 

Pdei 

For temperature changes, Formula (11) of Art. 14 may be sub¬ 
stituted in place of Formula (7), or 

Ay = — ^(MoZx -f H„2,xy) 

«. — SaS y) 

"■ "2KSy“~ (2y)*j 


7 
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20. Reliabili^ of the Elastic Theory. —Formulas based on the 
elastic theory and actual experiments on arches have been found 
to give results which agree within practical limits. Whatever 
error occurs in applying the formulas is due chiefly to the inac¬ 
curate assumption that the entire cross-section of the concrete 
of each section of the arch ring is effective and that the location 
of the neutral axis, due to bending only, does not change through¬ 
out the arch. The neutral axis without any doubt shifts about 
under the action of different loads (see Art. 39, Volume I) and, 
as the elastic theory assumes the bending to take place about the 
neutral axis of each element (see Fig. 13), the values of x and y 
should properly be measured to some kind of an undulating curve. 
This curve, however, cannot be determined conveniently, so that 
the assumption is made in arch analysis that the arch axis passes 
through the neutral axis of each section. This is undoubtedly 
far from the truth where tension occurs and the steel takes all the 
tensile stress. Such a condition of stress is limited, however, to 
small isolated portions of the span and the error in the total result 
is undoubtedly small. 

A comparison of some theoretical and experimental results on 
arches is given in the Railroad Age Gazette, March 26,1909, in an 
article by Malverd A. Howe entitled “Experimental Verification 
of Arch Formulas.” 

Attention should be called to the uncertainty as to the fixedness 
of the ends of the arch. This uncertainty can be reduced or 
entirely eliminated by taking the skcwback for purposes of 
analysis at a plane where the ends of the arch are virtually fixed. 
Whenever the abutments are of such a form that there is no 
pronounced change of section at the springing lines, then the 
analysis should include the whole structure down to the point 
where the distortion due to the live load on the arch will be 
inappreciable. In some cases this may be the very bottom of the 
abutment. 

21. Method of Procedure in Arch-ring Design. —The main 
steps that need to bo taken in the design of an arch ring may be 
enumerated as follows: 

1. Assume a thickness for the arch ring at the crown and at 
the springing, using empirical formulas, if desired, as an aid to the 
judgment. 

2. Lay out the curve assumed for the intrados. 
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3. Lay out a curve for the extrados to give as nearly as possible 
the assumed ring thickness at the springing. 

4. Draw the arch axis between the extrados and intrados. 

5. Divide the arch axis into an even number of divisions 

I 

B 

such that the ratio j is constant for all. 

6. Compute the dead and live loads, and indicate these loads 
properly on the drawing. 

7. Compute JL, Ve, and Me at the crown for the different 
conditions of loading. 

8. Draw the force polygons for the different conditions of 
loading and the corresponding equilibrium polygons, or lines of 
pressure. 

9. Determine the thrusts, shears, bending moments, and 
eccentric distances at the centers of the j divisions of the arch 

ring for the different conditions of loading. 

10. Compute the thrust and moment at the crown due to 
variation in temperature; also the moments on the various sec¬ 
tions, and the corresponding thrusts and shears by resolving the 
crown thrust into tangential and radial components. 

11. Where necessary, compute the thrust and moment at the 
crown, and the thrust, shear, and moment at various sections due 
to rib shortening. 

12. Combine the thrusts, shears, and moments due to the 
different conditions of loading with the thrusts, shears, and 
moments duo to temperature and rib shortening. (The results 
usually show that the shearing unit stresses are very small and 
need not be considered.) 

13. Compute the maximum stresses—compression in the con¬ 
crete and tension in the steel^—due to the thrusts and moments. 
If the stresses are either too small or too large, the dimensions or 
even the shape of the arch ring must be changed and the com¬ 
putations repeated. 

Note. —A book of multiplication tables such as Dr. A. L. 
Crelle’s “ Hechentafeln ” is convenient when making computations 
in arch analysis. The student is advised to procure a book of 
this nature. 

22. Skew Arches. —Skew arches may be treated exactly as 
right arches, the span being taken parallel to the center line of 
roadway and not at right angles to the springing lines of the arch. 



CHAPTER IV 


DESIGN OF AN EARTH-FILLED ARCH BRIDGE 

23. Data. —It is proposed to design an electric-railway arch 
bridge in accordance with the following data: 

Rise, 9 ft. 0 in. 

Span, 48 ft. 0 in. 

Depth of earth filling over crown, 12 in. 

Depth of ballast above earth filling (at crown) to base of 
rail, 16 in. 

Dead load: 

Earth filling, 120 lb. per cubic foot. 

Concrete, including reinforcement, 1.50 lb. per cubic foot. 
Ballast, ties, and rails, 1.50 lb. per square foot of roadway. 

Live load: 

A uniform load equivalent to 50-ton electric cars in train. 
In view of the considerations presented in Art. 7, it will 
be sufficiently accurate and on the safe side to consider 
a uniform load of 200 lb, per square foot extending over 
a 12-ft. width of arch at the crown. Live load will be 
applied over only the whole span and half-span. No 
allowance will be made for impact. 

Latitude of Amas, Iowa. 

Conditions of calculations: 

fe = 600 lb. per square inch in arch ring for a 1:2 :4 
concrete—temperature variation of 40° F. each way 
from an assumed temperature of no stress. 

/, = 16,000 lb. per square inch—temperature variation 
of 40°F. each way from an assumed temperature 
of no stress. 

JS, — 30,000,000 lb. per square inch. 

Ee — 2,000,(XK) lb. per square inch, 
n = 15. 

Allowable pressure on foundations shall not exceed 5 tons 
per square foot. 
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Steel in the arch ring will be placed in two layers—one layer 
near the intrados and the other a corresponding distance fro%the 
extrados.* The writer can give no assurance that the steel ar¬ 
rangement to be used in this design does not infringe one or more 
of the existing patents on concrete bridges. Assurance of this 
nature would be unwise since engineers well versed in patent 
law claim that an efficient, safe, and economical concrete arch 
bridge cannot be designed at the present time without patent 
infringement. In this connection the reader is urged to study 
carefully Chapter XII of this volume. 

24. Selection of the Trial Arch.—A trial depth of 9 in. will 
be taken at the crown with a radial depth of 21 in. at the spring¬ 
ing. The arch assumed is shown on Designing Sheet No. 1. As 
explained in Art. 4, the intrados for an earth-filled arch with a 
ratio of rise to span of less than one-fourth will lie between an 
ellipse and a R(‘gmont of a circle, and the trial shape of arch ring 
must be chosen according to judgment. 

26. Dead Loads and Their Action Lines.—^Now that the trial 
arch ring has been assumed, the dead loads may be determined. 


E 



The earth filling and ballast, tics, and rails should first be 
reduced to an equivalent height of masonry, as shown in Fig. 19. 
For example, since the earth filling reaches 1 ft. above the ex¬ 
trados at the crown, the vertical distance ab should be laid off 


equal to = 0*8 ft. 


In a similar manner the distance he 


should be laid off equal to 


150 

160 


1 ft. Points d and / should be 


determined for the loading at c, and similar points should also 
be found for other places along the arch ring, a sufficient number 
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being taken to fully determine the curved line fe. This line is 
called the reduced-load contour. 

The arch with its load should now be divided by vertical lines 
into trapezoids, or what are nearly so. For testing the trial arch 
by the approximate method (to be presented in the following 
article), the horizontal distance between springing lines may be 
conveniently divided into divisions of equal horizontal length and, 
for the trial arch at hand, the number whl be made sixteen, 
that is, eight divisions on each side of the crown. 

The next step is to determine the area and center of gravity of 
each trapezoid. With the area known, the load corresponding to 
each trapezoid is found by multiplying by the weight of a cubic 
foot of concrete. (The student must carefully bear in mind that 
the arch considered is included between two longitudinal vertical 
planes 1 ft. apart.) The center of gravity for each of the 
trapezoids may be found as follows: Extend AB (Fig. 19) so 
that BE =s CD, and in the opposite direction extend CD so that 
CF — AB. The intersection of EF and the median GH is the 
center of gravity sought. 

26. Approximate Method of Testing Trial Arch.—Since the 
dead load of earth^fillcd arches usually controls the shape of the 
arch ring, the next step will be the testing of the trial arch for 
this loading, employing an approximate graphical method. In 
the method referred to, that form of arch in which the line of 
pressure and the arch axis most closely approach each other is 
considered to be the best that can be designed. A few words 
of explanation are needed for the student to understand the 
limits of this method. 

There are two classes of theories of the stability of the masonry 
arch—the line-of-thrust theories and the clastic theories. The 
line-of-thrust theories do not consider the elastic properties 
of the material and are usually employed for arches made up 
of wedge-shaped stones, called voussoirs. For instance, stone 
arches are generally calculated by these theories and the stability 
of the arch ring is considered as depending upon the friction and 
the reaction between the several arch stones. Various assump¬ 
tions are made in arriving at these different line-of-thrust theories, 
and t^e results derived from them are not so accurate as where 
the elastic properties of the material are employed. They may 
be ma(^ use of, however, in determining the proper shape of the 
arch ring before applying the elastic theory to monolithic arches; 
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or even before applying the elastic theory to voussoir arches, 
since any voussoir arch, whether of stone or brick, will act as an 
clastic anch as long as the line of resistance remains within the 
middle third. 

A line-of-thrust theory by Winkler may be stated in a general 
way as follows: “The true line of pressure is the one lying near¬ 
est to the center lino of the arch ring.” The proof of this theorem 
depends on the assumption that the load is vertical, that the 
equilibrium polygon coincides with the line of pressure, and that 
the arch ring has a constant cross-section. This theorem for an 
earth-filled arch will evidently be more reliable the flatter the 
arch, since for such a type of arch the less are the conjugate 
horizontal forces produced on the arch ring by the earth filling. 
The matter of regarding the equilibrium polygon as coinciding 
with the line of pressure is assumed in all theories, but a con¬ 
stant cross-section of the arch ring is not usually the case in 
practice and generally increases, as it should, toward the spring¬ 
ing as the thrust increases. 

Now if an equilibrium polygon be passed through the centers of 
the arch ring at the crown and springing, this line will be very 
near the true line of pressure. In the trial arch mentioned 
above, if the equilibrium polygon and the arch axis do not 
closely approach each other there will surely be another shape of 
arch ring which will fulfill this condition, and hence have prob¬ 
ably lower maximum stresses resulting from the live and dead 
loads. Thus, the method of obtaining the best form of arch is 
to find for what form the line of pressure for the dead load and 
the arch axis most nearly coincide. It should be clear that this 
method will aid us in getting pretty near, at any rate, to the 
proper form for the arch before applying the clastic theory. 

In order to pass an equilibrium polygon through the centers of 
the arch ring at the crown and springing, the load line should 
first bo laid off as shown on Designing Sheet No. 1 and then any 
convenient polo 0' selected in the horizontal through the point k 
in the load line, this point representing the end of the load 
nearest the crown. The next step is to draw the rays to the 
force polygon and then construct the corresponding equilibrium 
polygon beginning at the center of the arch ring at the skewback 
(point A). If now the first and last strings are prolonged to an 
intersection at B, a vertical line is determined which contains the 
resultant of the loads occurring over the left half of span. 
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The equilibrium polygon which we have constructed does not 
pass through the center of the arch ring at the crown and is not 
the one required. Wo do know, however, that the first string 
which passes through A must intersect the last string in the 
vertical through B and that the last string must be horizontal 
due to symmetrical loading. Drawing a horizontal line through 
the center of the arch ring at the crown determines the point C 
which is the intersection of the first and last strings of the 
equilibrium polygon required. A line drawn through m of the 
force diagram parallel to CA determines the true irnle 0 on the 
horizontal through k. If the force diagram is now completed for 
this pole, the required equilibrium polygon may be easily drawn. 
The line of pressure is seen to follow the arch axis very closely 
and the trial arch will be accepted for analysis. 

In both preliminary and final analysis the arch ring should be 
laid out to a scale of 1 in. = 3 ft., and care should be used in the 
drafting work so as to have the dimensions exact and the lines 
sharp. 

27. Division of Arch Ring for Constant J.—The method of 

dividing the arch ring into divisions having constant j is given on 

Designing Sheet No. 2, and the divisions themselves arc shown 
on Designing Sheet No. 4. The procedure should Ixj clear from a 
study of Art. 15. 

28. Moments and Thrusts .—A complete set of formulas, as 
shown on Designing Sheet No. 3, should be at hand before starting 
the arch analysis. The notes on this sheet are given for con¬ 
venience and may aid in preventing errors due to the use of wrong 
algebraic signs. The'^formulas show, first of all, that the canti- 

lever bending moments are required at the centers of the j 

divisions caused by the given external loads (considering the arch 
as two cantilevers). These moments are found on Designing 
Sheets Nos. 5 and 5A by both algebraic and graphical methods. 
The algebraic method should be clear, but the graphical or 
equilibrkim polygon method of finding these moments may need 
explanation. 

ACB represents the arch axis and the load line is acb, 0 is 
any convenient pole on a horizontal line through the point c — 
a point on the load line at the junction of the crown loads Ps. 
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The equilibrium polygon corresponding is mnop and, sinceOc = H is 
horizontal, the segment no is horizontal, and the desired bending 
moment at any point such as 5 is equal to the intercept on the 
vertical through this point (included between the equilibrium 
polygon and the horizontal line no produced) multiplied by the 
pole distance //, or m = Hkh, 

If desired, the cantilever moments due to live loading may be 
found somewhat more accurately than indicated in Designing 
Sheet No. 5. This may be done either by drawing the parabolic 
curve for moment due to uniform loading or by computing the 

value of the live moment at the center of each ^ division in the 

same manner as for any point in a simple cantilever beam. 

Designing Sheet No. 4 shows that the dead load is divided 
into separate forces in a different manner than in the preliminary 
analysis of the arch. This second division of the tlead-load forces 
is not common in practice since, theoretically, there is no rela¬ 
tion between the divisions of the arch ring and the points of 
api)lication of the loads, the only requirement being to have 
such a small subdivision of the arch ring and of the load that 
the errors of approximation may be neglected. It seems to the 
writer, however, that taking the separating load-planes through 

the centers of the ^ divisions results in more accurate values of the 

bending moments, which actually bend the separate elements of 
the arcdi ring, than are obtained by the common method of load 
subdivision. Besides, the usual division of the arch requires the 
perpendicular distance from the arch axis to the line of pressure 
at a division point to be measured at or near the load, and this 
is a most unfortunate selection if the eccentric distances at the 
sections are to be checked graphically. The load arrangement 
here propo.scd eliminates any error in scaling these distances, 
since between load points the equilibrium polygon and line of 
pressure coincide. 

The live and dead loads near the crown act practically in the 
same vertical line and hence no sensible error results from 
assuming them to do so. Near the springing, however, where 
the horizontal distance between division points is considerable, 
the live and dead loads may need to be considered separately. 
In the arch in question a separation of dead and live load is made 
between division points 1 and 2. 



50 imNFORCED CONCREfE CONSTRUCTION 

Moments and thrusts for the different conditions of loading and 
for temperature and rib shortening are given on Designing Sheet 
No. 6. The writer has tried to arrange the results on this sheet 
in such a form that the operations involved will be clear and will 
need but little explanation. The values of x and y were scaled, 
and the values of m for dead load and for live plus dead load were 
carried forward from Designing Sheet No. 5. The magnitudes 
of the thrusts, N, were scaled from the force polygons on Design¬ 
ing Sheet No. 4, and the computed eccentricities x„ used simply 
as a check on the resultant line of pressure determined from the 
computations. The values of M and N for rib shortening were 
obtained directly from the moments and thrusts due to a fall of 
temperature by multiplying by the decimal 0.337. 

In finding the average unit compression in the concrete due 
to thrust, only the total thrusts caused by dead load plus live 
load on right half of span have been considered, and these only at 
five sections of the arch ring. For light arches, such as the one 
we are designing, this method is sufficiently accurate for all 
practical purposes. For heavy arches, however, the effect of 
temperature (rise and fall) and rib shortening may need to be 
taken into account. There are two cases to be considered in 
such arches: (A) That due to dead load, live load, fall of tem¬ 
perature, and rib shortening; and (B) that due to dead load, live 
load, rise of temperature, and rib shortening. The method of 
finding the average unit compression in this more accurate 
manner will be shown by making the computations for the arch in 
question, adopting the same position of the live load as previously 
mentioned. 


Case A. Assume Ca — 155 lb. per square inch. 


He = 


- (0.016)(155)(144)(49.2)(8) 
"490.8 


= - 287 lb. 


, , , 22,400 - 890 - 287 , 

Co (at crown) = ~ ~iT?n~< 7 <tr T :~ n "nQo ~ “ 25,250 lb. per square foot. 


(1)(0.75) + 0.092 


850. 


Co (at point 3) == 


M23,600 + 23,900) - 850 - |-^(287) 

(iKOSb) + 0.092 

= 25,400 lb. per square foot. 

i(29,200 + 31,600) - 620 - ^(287) 

“ (i)(L75r+‘0.092 

=“ 16,050 lb. per square foot. 


Co (at springing) 
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,, 25,250 + 25,400 + 16,050 

Co (for arch) =-^—--= 22,200 lb. per 

square foot. 

(155) (144) ~ 22,300 lb., assumed value of Ca is satisfactory. 

Case B. Assume c# — 160 lb. per square inch. 

, __ /160\ 


*= + 526 ft.-lb. 


Ho - ( - 287) (II?) = 296 lb. 


Co (at crowa) = 


22,400 + 890 - 296 
0;842 


= 27,300 lb. per square 

foot. 


Co (at point 3) = 


4(23,600 + 23,900) + 850 - g^,(296) 

= 24,300 lb. per square foot. 


4(29,200 + 31,600) + 620 - g9o(296) 
Co (at springing) =-- 


Co (for arch) = = 22,700 lb. per square 

foot. 

(160) (144) = 23,000 lb., assumed value of Ca is satisfactory. 


1.842 

== 16,7(X) lb. per square foot. 

27,300 + 24,300 + 16,700 ,, 

—!- 1 - 1 — = 22,700 lb. per square 


Me = 



= + 542 ft..lb. 

TABLE OF SHEARS 


Live load on Live 
right half of loail Temperature 

span on (fsill of 40", rise 

-whole of 40", shears of 

Left Right span opposite sign) 
half half 


- 820 


iM 

5 

TO 

Bj 


-820 0 0 

+1000 +1.300 -640 

- 200 +1100 -535 

-1600 - 600 -360 

- 900 - 300 -280 

- 300 - 100 -230 

+ 100. -175 

+ 400 . -120 

+ 600 . - 75 

+ 800 . - 25 
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It is not customary to determine the shears at the centers of 

the j divisions. The shears for the arch here analyzed are given 

above in order to show the student that the values obtained are 
actually very small. 

29. Combining of Moments and Thrusts.—The method used 
in combining moments and thrusts for maximum stresses will 
be explained by giving all the computations needed in finding the 
maximum stresses at point 1. Reference should bo made to 
Designing Sheets Nos. 6 and 7. Moments and thrusts due to a, fall 
of temperature will usually combine with the moments and thrusts 
on right half of span (live load on right half of span) to give one 
set of maximum conditions. Moments and thrusts duo to a rice 
of temperature will usually combine with the motnents and 
thrusts on left half of span (live load on right half of span) to 
give a second sot of maximum conditions. A third set due to live 
load on the whole span will need consideration at the crown and 
at sections near the quarter points. It is convenient to combine 
rib-shortening moments and thrusts with those for temperature 
as a preliminary operation. If the values of M, N, and Xo 

iTo 

(or -“') of any giv(*n set are lower than corresponding values 

in some other sot for the same section, then the first-mentioned 
set of values need receive no further cjonsideration. 'riirusts are 
likely to control at the crown and moments near the springing. 

The necessary computations in combining moments and 
thrusts at section 1 are as follows: 


Fall of Temperature: 


M 

N 


Temp. 

-3900 

- 710 


li. short. 

-1300 

- 240 



-5200 

- 950 

M N 


M 

N 

-5200 - 950 


-5200 

- 950 

-5200 28,000 


+ 900 

31,650 

-10,400 27,050 


-4300 

30,700 

Rise of Temperature: 


M 

N 


Temp. 

+3900 

+710 


R. short. 

-1300 

-240 



+2600 

+470 
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M 

N 

M 

N 

+2600 

+ 470 

+2600 

+ 470 

+5500 

26,500 

+ 900 

31,650 

+8100 , 

, 26,970 

+3500 

32,120 


It is quite evident that the other possible combinations could not 
give maximum conditions. In fact, an experienced designer of 
arches would recognize immediately that the first set only needs 
consideration. The set having a value oi M = +8100 ft.-lb. 
should be eliminated at once since the values of M, N, and xq of 
this set are lower than the corresponding values of the first set. 

To comply with some types of specifications it is also nec¬ 
essary to find the maximum moments and thrusts with those due 
to temperature variation excluded, the idea being not to allow 
the line of pressure to depart from the middle third for such con¬ 
ditions. The method of doing this should be clear, from the 
above example in which the moments and thrusts due to tem¬ 
perature arc taken into account. 

30. Maximum Stresses.^—Maximum stresses at each section 
should bo found for the entire arch, using Diagrams 13,14, and 
15 of Volume I, which are baseil on an eml>edment of the rods 
from each surface equal to one-tenth the depth. (Diagrams 
for other depths of embedment will be given in Chapter V, but 
these will not bo considered here.) In light arches the embed¬ 
ment near the crown will l>e proportionately much greater than 
assumed and the stresses as determined by the diagrams of 
Volume I will be lower than the actual. Those sections where 


maximum stress is likely to result should then be again consid¬ 
ered and the stresses c.omputed ac<!urately by using the formulas 
on Designing Sheet No. 7 which are reproduced from Volume I 
for convenience. The determination of k must be by trial. 

The method of finding the exact compressive stress at any 
section when tension exists over part of section (Case II) will he 
explained by giving the computations for finding the stress at 
section 1. Since k = 0.020 for one-tenth embedment of the 
rods, a good value to use for a trial would be 0.600. Substituting 
in the formula for fc, this value, however, does not satisfy the 
equation. A value of fc = 0.590 is then readily determined. 
Substituting in the formula for L gives a value for this term of 
0.1060. Then 


r _ _ (10,400)(12) _ 

” (0.1000)(i2)(i.i2)H144) 


540 lb. 

« 
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The steel stresses are evidently very small and need be cdmputed 
in but few cases. The concrete stress at sections 3, 7, and 8 will 
evidently be lower than that in adjoining sections having approxi¬ 
mately the same value of t. The arch assumed we will consider 
as satisfactory. 

When the stresses in an arch are found to be altogether too 
small or too large, the dimensions or even the shape of the arch 
ring should be changed and the computations repeated. Small 
changes, however, may be made without rcfiguring the whole 
arch. For example, the thickness of the arch ring may bo de¬ 
creased throughout by changing the moment of inertia of all 

sections in the same ratio—that is, by keeping j constant. This 

may be done since the dead- and live-load stresses will remain 
sensibly unchanged, and the temperature and rib-shortening 
stresses will be but slightly modified. The point in the arch 
where the unit stress is the greatest should be selected, and the 
depth t determined by trial which will give the required allowable 
stress. Of course, this depth should be determined by con¬ 
sidering Mf N, and xo the same as for the unchanged section. 
The depth at every other section, then, must be changed by such 
an amount that the percentage change in the moment of inertia 
will be a constant throughout the arch. 

If desired, the modified arch ring may be again tested for 
maximum stresses. This may be accomplished by finding the 
new moments due to temperature and rib shortening and com¬ 
bining these with the moments due to loading which can be 
considered to remain unchanged. The values of the moments 
and thrusts for temperature change will be increased or de¬ 
creased in the same ratio as the value of I. The values of the 
moments and thrusts for rib shortening will increase or de¬ 
crease inversely as /, but obviously not in the same ratio, and 
will need to be determined in the same manner as in the previous 
computations. 

31. Design of Abutments.—^The shape of abutment must be 
such that the load on the foundation will not exceed the allowable 
and will be well distributed. The shape that will be assumed is 
shown on Designing Sheet No. 8, the top of the abutment lieing 
drawn somewhat above a tangent to the extrados at the skewback. 

In general, the so-called lines of pressure through the abutment 
should be drawn for the following conditions: 
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1. Dead load and live load on the half span opposite to the 
abutment. 

2. Dead load and live load on the half span adjacent to the 
abutment, with live load on the abutment. 

3. Dead load and live load over the whole span, with live load 
on the abutment. 

4. In some cases, depending upon the method of procedure 
adopted in arch construction, an analysis should also be made 
for dead load only of the arch ring, without earth fill either above 
or back of the abutment. 

The lines of pressure for all cases should be as near to the center 
of the base as possible in order to obtain a nearly uniform distribu¬ 
tion of load over the entire foundation. The analysis and design 
of the abutment is given on Designing Sheet No. 8, with the 
exception that for clearness the combination of forces for condi¬ 
tion (4) is not shown. 

The forces that may act on the foundation consist of (1) the 
reaction of the arch; (2) the weight of the abutment; (3) the 
weight of the earth, ballast, and live load directly above the 
abutment; and f4) the lateral earth pressure. To find the 
maximum lateral earth pressure, the live-load surcharge should 
be determined, also the surcharge due to ballast, ties, and rails. 
The height of the live-load surcharge may be found by dividing 
the live load per square foot by the weight of a cubic foot of 
earth. The surcharge due to ballast, tics, and rails may be 
found in a similar manner. The horizontal pressure on AC' 
when the live load is acting is thus equal to the difference be¬ 
tween the pressures on AG and C'G, and may be determined by the 
method explained in Art. 3 of Volume II. If we assume an 
equivalent fluid weight of 25 lb. per cubic foot, then this hori¬ 
zontal pressure 

P = i(25)d^32 - = 27201b. 

and acts at a distance of 

+ (3)(6.90)(12.3^ _ o in 
3(6.90 + 2 X T2.33) “ 

above the base. Without the live load, P = 2470 lb. and acts at 
practically the same distance above the base as when the live 
load is included. In this design a lateral pressure of 2700 lb. 
may be considered with sufficient accuracy for all cases. 
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The weight of the prism of earth whose cross-section is BGHC 
and thickness 1 ft. is 


(12.33 + 6.90 - 1.00) + 12.33 
2 


X 9.60 X 120 = 17,500 lb. 


The weight of the prism represented by BKhC = 17,500 — 
(9.50) (1.67) (120) = 15,600 lb. The center of gravity of these 
prisms may be found by the method outlineil in Art. 25. The 
forces representing the weights of the prisms act practically in 
the same vertical line, and for simplicity wo shall use a force of 
17,500 lb. for both cases acting 4.45 ft. from the inner edge of 
abutment. 

The weight of the masonry is readily found by dividing the 
outline of the abutment into a number of triangles and placing 
the weight represented by a given triangle at its center of 
gravity. (The center of gravity of a triangle is at the inter¬ 
section of the medians.) The resultant of all the vertical forces 
acting (including the weight of the i)risrn of earth) may then be 
determined by the principle of moments which is cx[)lained 
fully in Art. 2 of Volume II. The resultant is found to have a 
magnitude of 25,000 lb. and acts 4.94 ft. from the back edge of 
the abutment. 

Designing Sheet No. 8 shows the method of combining forces 
to find the thrusts on the foundation for the three conditions of 
loading. The maximum and minimum pressures for any loading 
may be obtained by using the formulas of Art. 9, Volume II. 
The true maximum equals 


51,200/, , 6 X 0.6.5\ 
= ■ iso-0 + -7.50 ) 


10,4(X) 11). per square foot 


The method of design described above is considerably on the 
safe side. The student should note that in using the reactions 
from the arch ring the assumption is made that the live load of 
200 lb. per square foot extends over the entire 16 ft. width of 
bridge, when, in fact, a load of this intensity covers approximately 
only 12 ft. at the crown, spreading out at other points so that the 
unit live load on the back of the arch ring near the abutment is 
very much less than the maximum. In other words, a much 
more accurate set of reactions could be obtained with which to 
analyze the arch abutment by assuming a live load of 200 lb. 
per square foot at the crown and decreasing this load as the 
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abutment is approached. Some allowance for this condition of 
loading is sometimes ^made in the abutment design, but since 
the elastic theory fails if the foundation is not unyielding, the 
added factor of safety is not usually considered. 

Many engineers believe (the writer included) that in many, if 
not the majority of cases, the dead and live load per linear foot 
of arch on a strip 1 ft. wide may be determined for purposes 
of analysis as equal to the total dead load plus total live load 
divided by the total width of arch. This loading is adopted on 
the assumption that a 1-ft. strip will not fail separately but 
will be assisted by the adjoining strips so as to produce average 
conditions. 

32. Design of Spandrel Walls.—The details of the spandrel 
walls are shown on Plate I which also gives the complete design 
of bridge. Since cantilever retaining walls would bring inde¬ 
terminate stresses in the arch near the edgw? of the ring, which 
would not be at all desirable in such a thin arch, the curtain- 
wall type of construction with cross walls was adopted. The 
method of design is the same as for counterforted retaining walls 
which is explained in Art. 12 of Volume II. 

Expansion joints in the spandrel walla are made at the springing 
lines (in larger arches additional joints should be made through¬ 
out the span) and may be made mere planes of weakness or as 
actual joints filled with one or more laj'-crs of felt or some other 
partially elastic material. Such expansion joints are desirable 
to prevent unsightly cracks due to rise and fall of the arch caused 
by temperature changes. If the arch centers are not struck 
until after the spandrel walls arc constructed, then expansion 
joints are also necessary to prevent cracking due to settlement 
of the crown of the arch when the centers are lowered. 

Since an arch bridge with a level coping will always appear 
to sag in the middle, a camber of 4 in. is provided. This slight 
camber, of course, was not considered in the previous loading 
calculations. 

A batter is given to the back of the cantilever retaining 
walls resting on the abutments so as to give a low compressive 
stress per square inch on the abutment concrete, this concrete 
being only a 1:3:6 mixture. The back of the arch and the 
lower parts of the spandrel and cross walls should be water¬ 
proofed in order to prevent seepage of water through the arch 
ring and to facilitate drainage. 
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Designing Shari' 1 • 
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Designing Sheet E. 


Measured hn^h of i arch axis^ 26.82 
ffods- l^eloc. 

Steel area » 044*2- 088sq in 


Division of Arch Ring ■for Qjnstant | 

A- 7^^ 0.0Q$ts(c 




(aro) 
0 . 8 $ 
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Ka^ - 0.092 


■k yx//x/. 



B 

l-- 

k IB 

f 

2 

1-“'' 

I5q,(i-d'f 
-IS Is 

I-I^-h/Sls 

Division 

Lengths of 
divisions to 
make ^ constant 
(by diagram) 

3 00 

1.23 

.ISS 
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.448 

.019 

. 174 

/ 

8'. 00 

4. SO 

1.07 

.102 
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.368 
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. 114 


3.23 

e 00 

.92 
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.293 

.008 
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2.91 

7. so 
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430 

.263 

.006 

.059 


2.74 

9.00 

.83 

.048 

.415 
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006 

.054 


2 60 

to. SO 
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.410 
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.005 

.051 


2.52 

12.00 

.80 

.043 

.400 
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.005 

.048 


2.44 

IS. 00 
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.040 
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.045 

8 

2.38 
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.77 
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.004 
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.380 
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.004 
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.37S 
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.004 
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Formulas Roquired 


Ossigning Sheet 3* 


Lotidingt 




Z£x‘ 


i4) 

(S) 


At - ^^^y 


(Q 


M" HcX* t^X - /77^ (7) 

Mg ■t‘Hey - VeX-m/f (s) 

At! valurs of m,, m^iX, andy should be substituted as positive- AH summations 
refbn fo one-half ef the arch axis. Positive value of indicates that the line of 
assure slopes upnard towards the left} a negative value, downward towards the 
left. Positive value ofh^ indicates that the thrust l^ acts above the arch axis. Signs 
^weeding terms 4^ and 1(x m -formulas 17} and Ct} ^pend upon the results af(S}ar^(B} 


Temperature: 
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’ % should be' 
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' tor a rise; 

~ for a drop. 

V J 


IV 


do) 


M~Mc*Hey 


(H) 


The value of ^ should be inserted as plus for a rise of temperature} mmusf-} 
for a dr^. Signs preceding Hg in fbrmuka (io) and (tfj depend upon the result of 
farmuhil9j. Sign preceding Mg in ibrmuki (HJ depends upon the result ef formula (H)} 
Thus for fall of temperature, thrust and moment are of opposite sign from those ibr 
a rise. span of arch axis. 


Jfib Shortening} 

* H’V.xi’-nyri 


VZ) 


Mgim — 03) 

% 

M~Mg*l1cy (pt) 

Values of moments and thrusts ibr rib thorfenirg are of Mme s^n asibr" 
temperature fall -fm span of arch axis. 
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Can+llevep Momerrta 

f Algebraic Method) Designing Sheets- 
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Maximum Stresses 


Desiring Sheet 7- 
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Analysis of Abutment 


Designing Sheet 81 


e 

. I^SO 

i 

1 ? ^ 

Surcharge due ID Live Lead 

1 i 

Surchargedue'fo Ballaet,Vis,and arils 

.R i ■§ 

* jf8 
! 

i il 

t y ^ £7' 

TbpafBjrih 

Earth 

Filling 

m 

1 

<-- 06jf 

><•- 069 


f / 

! ■ t 
{ !-ss 

LLT. * 


t'' V V 4 


UkkUe-lhird-- 
fx^nt 


Piacthn fbr DL.*L.L otvr 
f ene-hatf span epposHe to 
•abufmenf « tS.ZOO lb. 

Reaction ibr DL.*LL 
I oyer whole span-34fioo lb. 

\ /' 

\ Reaction Hr RLi- 

^ Layer one-half 
\ ®/W7 adjacent to 

abutment'•vjsoo lb 

J/ , 

f-Skeyybadc 


U-44S- 


r 

{ 


■ Center point 
' base 


?»- 



K --JSC >1 






>7500(44Skl440j&tO)*IS90{7IO)*4030(SeO)*S30(rJO) ^ 
l7SOO+l440Tl590t4030*S30 

MnS., 4'34 

15090 ^ 


15090 





































CHAPTER V 


USE OF INFLUENCE LINES IN ARCH ANALYSIS 

33 . Advantage of Using Influence Lines.—It is common prac¬ 
tice in arch design to consider the live load as extending over 
certain definite portions of the span and to assume that these 
loadings' produce the maximum effects. For example, in the 
design of the arch in the preceding chapter it was assumed that 
by loading either the whole span or the half span the greatest 
possible stresses at any given section were obtained. In general 
this assumption is only a very rough approximation, and con¬ 
siderable inaccuracy may result from such a method of pro¬ 
cedure. In fact, in the case of large and important structures, 
the only satisfactory way to analyze for maximum stresses is 
by what might be called a unit-load or infiuence-line method. 
By this method the arch is first analyzed for a load of unity at 
the sp'^'^eral load points and then influence lines* are drawn for 
either moment and thrust or for fiber stress. 

The position of the live load on an arch to cause maximum 
stress at any given section cannot be determined in advance in 
the common method of analysis. An investigation will show 
that different loadings are required for sections similarly 
located in arches of different proportions. The only accurate 
method, then, is to draw a proper number of influence lines as 
above described. In arches continuously loaded no definite 
load points exist at which to place the load of unity in influence¬ 
line analysis, but in arches of this class points may be chosen for 
this purpose sufficiently close together to give any desired degree 
of accuracy. 

34 . Analysis of an Arch Ring in Open-spandrel Construction.— 
The use of influence lines will be illustrated by giving prac¬ 
tically complete computations for the design of an arch ring in 
open-spandrel construction supporting a series of transverse 
walls. The only computations omitted will be those for divid- 

ing the half arch into ten divisions having constant j. The 

* Influence lines are treated in " The Elementa of Structures,” by the same author. 
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arch to be analyzed is shown in Fig. 20. Loads apply to a longi¬ 
tudinal strip of arch ring 12 in. in width. The notation that 
will be used is given in Art. 13. 

Designing Sheet No. 9 gives the computations needed in deter¬ 
mining the moments and thrusts at the crown for a load of unity 
placed successively at the load points Li, L 2 , L 3 , and L 4 . In a sym¬ 
metrical arch such as the one under analysis, load points need 
be taken only to one side of the center of span. The quantity 
m (cantilever moment) at a given section for a load of unity at 
a given load point is equal to the value of x for the section in 
question minus the value of x for the given load point. For 
example, the value of m for section 1 with a unit load at Li 



equals 31.70 — 30.62 = 1.08 ft.-lb. Also the value of m for 
section 1 with a unit load at L 4 equals 31.70 — 4.37 = 27.33 ft.- 
lb. The values of the moments and thrusts at the crown were 
determined by the formulas given on Designing Sheet No. 3. 

Designing Sheets Nos. 10 and lOA give the computations and 
graphical work required in determining the moments and 
thrusts at the various sections due to the above loadings. The 
moments and thrusts could all be determined algebraically, but 
the graphical method is much the simpler. The method of 
procedufe in constructing Designing Sheet No. 10A will be ex¬ 
plained by considering a unit load at L 4 . 

The values of lie, Ve, and Xe (at crown) for this loading are 
known, having been computed on Designing Sheet No. 9. These 
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values determine the magnitude, direction, and point of appli¬ 
cation of the reaction at the crown. The point of application, 
designated as a on Designing Sheet No. lOA, is 1.06 ft. from 
the arch axis and should be laid off above the same, since the 
sign is plus. The value of Ve is positive and indicates that the 
line of pressure slopes upward toward the left. The force poly¬ 
gon for the unit load at L 4 is designated as AOC. The side OA 
is determined by laying off AB on the vortical side AC equal to 
Ve, and making the horizontal distance BO wiual to lie. With 
AC as one side of the force polygon made equal to the load of 
unity, and with OA equal to the reaction on the right of the 
arch, the reaction to the left of the point Lj must equal OC, or 
the closing side of the polygon. In order for the forces acting 
on the arch to be in equilibrium, the forces must act in order 
around the triangle. This fact shows that OC acts upward 
toward the right, as was to be expected. 

The equilibrium polygon may thus bo determined by drawing a 
line through the point a parallel to OA, and then drawing a line 
on the left portion of the arch parallel to OC, both lines inter¬ 
secting in the load vertical at 6 . The bending moment at any 
section, due to the unit load at Li, is therefore equal to the vertical 
ordinate measured from the arch axis to the equilibrium polygon, 
multiplied by the force //«. If the vertical ordinates be desig¬ 
nated in general .as Va, then, at any section, M = HeVd. The 
thrusts and shears at any section may be fo\ind by resolving the 
proper reaction int,o corapontaits perpendicul.ar and parallel 
respectively to the section in question. The values of the mo¬ 
ments and thrusts .arc; given in the proper columns on Dc.signing 
Sheet No. 10 Moments and thrusts for other loadings may be 
determined in a similar manner. 

Influence lines could now be drawn for moment and thrust, but 
m.aximum fiber stress does not occur in general for either m.axi- 
mum moment or m.aximum thrust. Obviously, the true maxi¬ 
mum stress occurs for the loading th.at makes the algebraic sum 
of the stresses due to moment and thrust a m.aximum. Influence 
lines, therefore, should often be drawn directly for outer fiber 
stress, as such procedure eliminates any necessity for trial 
loadings. 

Before influence lines are plotted, there is no way of telling, 
for a given maximum condition of loading, whether the stress 
analysis of a given section will fall under Case I or under Case II 
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(see Arts. 75 and 76, Volume I)—that is, whether compression 
will be produced over the entire section or whether a tension 
will exist over part of the section greater than the allowable 
tensile strength of the concrete. If the latter condition (Case 
II) should result, an influence line for fiber stress cannot be 
employed to determine the corresponding maximum stress, due 
to the fact that it is impossible, when computing values of the 
fiber stress for a load of unity at separate load points, to take 
properly into consideration the exact amount of tensile stress in 
the concrete that would be neglected if the analysis should bo 
made for the maximum loading using total moment and total 
thrust. This is not serious, however, since no matter whether 
maximum stress is desired at an upper or lower fiber, the loading 
that will produce a maximum value, assuming a Case I distribu- 




Vaiues of ^ 
Diaqram 1. 


Values of £• 
Diagram 2 . 


tion of stress, will always be the same loading that will cause 
maximum stress for Case II distribution. Consequently, the in¬ 
fluence lines should all be drawn assuming Case I distribution, 
and, if tension is found greater than the allowable tensile strength 
of the concrete, the Case II conditions should be separately con¬ 
sidered by drawing influence lines for moment and thrust and 
finding the values of the moments and thrusts that correspond 
to the Case I loadings for maximum stress. 

(If no tension greater than the tensile strength of the concrete 
is likely to result at any section of the arch, then Designing 
Sheet No. It) may be omitted. The values of «« and N may be 
scaled and used directly in Designing Sheets Nos. 11 and llil. 
In fact, even with considerable tension at some sections, not all 
of Designing Sheet No. 10 will be needed and only those values 
should be determined as are later found necessary. The de- 
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signing sheet is given in full here, however, for convenience and 
for instructive purposes.) 

The following formulas refer to Case I; 



NK 

ht 

NK' 

bt 


in which, for reinforcement symmetrical about the center of 
section, 

(K) ^ r_1_(+) 1 

(K') Ll + npo ( — ) + I2npjr^j 

For an embedment of rods equal to one-tenth the depth, and 
n = 15, 

w ^ r j _(+)?£ _i - 

(/C) Li 4- is/io (-) t ’1 + 28.8poJ 

Diagrams 1 and 2 give values of K and K' for various values of 

•C 

Po and and for one-tenth embedment. These diagrams as 
z> 
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presented here are too small for actual use, but illustrate the 
construction of diagrams which should be drawn to a large scale 
in practice for at least three depths of embedment—that is, for 
d' equal to 0.051,0. lOf, and 0.15f. The size of the diagrams should 
be approximately 30 in. square to obtain a reasonable degree of 

accuracy. The few values above -j *= 5.0 may easily be com¬ 
puted directly from the formulas. 
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Since the denominators in the formulas for maximum and 
minimum fiber stress (Case I) remain constant for any given 
section, influence lines drawn for the quantities NK and NK' 
will serve as influence lines for fiber stress. (See Art. 44 for 
another method of determining fiber stresses.) The values of 
K and K' on Designing Sheets Nos. 11 and llA have been de¬ 
termined directly froni the diagrams, making the assumption, for 
simplicity, that d' = 0.1 Of at all sections. The influence lines 
reshlting from multiplying these values by the thrusts are shown 
on Designing Sheet No. 12, making no attempt to obtain smooth 
curves. The full lines are for upper fiber stress and the dot-and- 
dash lines for lower fiber stress. Ordinates above the base line 
indicate compression for both upper and lower fibers. 

The maximum fiber stresses (assuming Case I to apply at all 
sections) are given on Designing Sheet No. 13, considering the 
weight of the arch ring as applied at the centers of the sui)ported 
piers (Fig. 21). The computations arc given on this sheet for the 
maximum stresses at the crown and springing. Notice that 
tension exists at the springing for loading No. 1—that is, the 
loading for maximum compression in upper fiber—and influence 
lines for moment and thrust should be drawn if the stresses due 
to loading only are to be determined. 

The student should note that wh(;rc all the loads on an arch act 
at load points, the actual influence lines need not be drawn. 
In such a case a table as on Designing Sheet No. 14 may be con¬ 
venient, the values being taken directly from Designing Sheets 
Nos. 11 and 11 A. 

The stresses given on Designing Sheet No. 13 are for loading 
only, assuming Case I. When stresses are required including 
temperature and rib shortening, these stresses due to loading 
should be combined with those for temperature and rib .shortening, 
and the resulting stresses computed. When tension exists at any 
section, due to Case I loading combined with temperature and 
rib shortening, then influence lines for moment and thrust should 
be drawn, whether or not such lines arc required for loading alone. 

Designing Sheet No. 15 gives the total maximum stresses for 
the four conditions of loading shown, assuming Case I to apply at 
all sections. The last column gives the sections and loadings 
that need to be considered for a Case II distribution of stress. 
Although the depth of section gradually decreases toward the 
crown, it is obvious that, for Case II conditions, the stresses on 
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Data -for Influence Lines Designing Sheet 11- 

Values of NIC and NK' in-fbrmulas ^ and respectively 
(Unit bsod at Definite Paints) 
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No I Loading Designing Sheet M 

(Urmnhea efcampi/Hng Ht ZlMhng tte baigniiySlftrf 13) 
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the sections shown on Designing Sheet No. 16 will control. In 
fact, section 5 might well be omitted, but is given here with the 
others to show the influence of the depth of section upon the 
resulting fiber stresses. Notice that although the maximum 
stress at the springing, given for loading (6) on Designing Sheet 
No. 1.5, is very much less than at section 9 for loading («), the 
effect of neglecting the tension is much greater for the deeper 
section, and the actual springing stress is not far from the maxi¬ 
mum for the entire arch. 

The formulas for fiber stress for (^-ise II are as follows: 

/ = -- 

Lbi^ 

{le t “* 0 

The value of L may be determined by means of Diagrams 3 to 
6 inclusive. These diagrams are similar to Diagrams 14 and 15 
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of Volume I, but are plotted in such a manner as to give greater 
accuracy. 

Designing Sheet No. 17 gives the influence lines for moment 
and thrust for all sections. Although these lines are not actually 
needed in the problem under consideration, they are presented 
for instructive purposes. In order to show smooth curves, addi¬ 
tional load points have been taken intermediate between the 
first set, and values of moment and thrust have been computed 
and plotted at these points. 

If the dead weight of the arch ring had been considered as 
concentrated at seventeen load points (Fig. 21 A) instead of 
eight as in the preceding analysis, a maximum fiber stress at 
section 9 of 640 lb. per square inch would have been the result. 
This gives some idea of the increased accuracy that may be ob¬ 
tained by doubling the number of load points. A greater number 
of such points, however, than just sufficient to determine ac¬ 
curately smooth curves for the influence lines are entirely un¬ 
necessary. This is due to the fact that, with influence lines 
properly drawn, loads may be placed at any point and the 
values scaled with a reasonable degree of accuracy. Thus for 
continuous loadings, such as occur in earth-filled arches, four to 
eight load points on each half of the arch may be sufficient to 
determine properly the curves of the influence lines, but the 
continuous loading should be broken up into a greater number of 
loads than represented by the number of load points in order to 
obtain accurate values of the maximum fiber stresses at the 
various sections. 

A generjd discussion in regard to the use of influence lines 
for moment and thrust may serve to make this part of the 
subject more clear. Consider influence lines as shown in Fig. 22 
and assume uniform live loading. A load placed anywhere on 
the structure is seen to cause a positive thrust at the given sec¬ 
tion. For this reason it might seem on first thought that 
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'I 

maxii]f||m compression on the upper fiber will be obtained if the 
live load extends from C to F. Loads to the left of C and to the 
right of F, however, will also be found to give compr^sion in 
the upper fiber, although the resultant moment for such loads is 



loading io left of 
this vertical line to be 
considered m abutment 
or Pier design- 


If any considerable hading occurs 
beftveen AA 'and 8B', actual thrust 
on springing section AB should be determTned. 
Th is thrust is the resultant of the force act¬ 
ing betureen planes above mentioned and 
the thrust onAB found ly arch analysis. 

Fk;. 21.-1. 


aegativc. The live load, for example, should extend to points 
such as B and G where a load pla(!cd at such points will be found 
to give a zero stress at the upper fiber. Likewise, for maximum 
compression in the lower fiber, the live loading should extend from 
A to D and from E to H. Thus, the termination of the proper 



steel percentage curve in Diagram 13 of Volume I will give the 

value “ Y which there is no tension or compression at 

the outer fiber, and points B, D, E, and G may be determined 
tiy trial when influence lines are not drawn directly for fiber 





INFLUENCE LINES IN ARCH ANALYSIS 86 

stress. With load points widely separated, as in the preceding 
analysis, it is not often that load points enter the spaces corre¬ 
sponding to BD and EG^ but this sometimes occurs, as at sec¬ 
tions 1 , 2 , 6 ,. 8 , and 9 on Designing Sheets Nos. 11 and llA. 
For the section represented in Fig. 22, maximum tensile stress in 
the lower steel would occur for the live load extending from D 
to E, and for the upper steel from A to B and G to H. This is 
obvious when it is considered that a load anywhere between A^t 
and D and between E and H will cause compression in the lower 
steel, while a load anywhere between D and E will cause com¬ 
pression in the wpper steel. 

llefcrring to Designing Sheet No. 16, it should now be deaf 
that the steel stresses there given are not necessarily the maxi¬ 
mum stresses. For example, a greater steel stress than 2900 lb. 
per square inch may be obtained at section 9 if only the dead load 
is placed at point L 4 on the right half of the arch. Removing the 
live load at this point causes a stress of 640 lb. per square inch 
in the concrete and a tensile stress of 3300 lb. in the steel. Thus 
adding the live load is seen to cause a greater stress in the 
concrete at the upper fiber, but decreases the tensile stress in 
the lov.'cr sttMil. In some analyses, where the steel stress has 
its greatest value under such conditions, it may be necessary to 
consider the exact loading which will give the maximum stress. 

Maximum and minimum pressures on abutment foundations 
are not necessarily obtained for any of the positions of the 
live load which give maximum stresses at the various sections 
in the arch. For abutment design, consideration of live load 
over the half span and the whole span will usually suffice. 



CHAPTER VI 


UNSYMMETRICAL ARCHES 

^ Unsymmetrical arches are sometimes desirable in the end 
spans of a series of two or more arches in order to reduce material 
in abutments and, at the same time, to provide ample waterway 
area over streams. Also, arches of this type are often necessary 
under other conditions, as, for example, when a river in a deep 
ravine is bordered by a railway requiring maximum clearance 
near the abutments. 

36. Method of Analysis.—In the analysis of unsymmetrical 
arches, the entire arch ring should be divided into a sufficient 

number of j divisions to obtain the desired degree of accuracy. 

The origin of coordinates may then be taken at the center of any 




one of the sections occurring between the divisional lengths, but, 
for convenience in scaling the values of x and y, this origin 
should be placed at one of the sections near the crown—which we 
shall call the crown section. The X and Y axes should be drawn 
perpendicular and parallel respectively to this section so as to 
permit the crown thrust to be determined directly without com¬ 
position and resolution of forces. Fig. 23 shows how these axes 
should be drawn. 

The fiexure formulas for He, Ve, and Me for unsymmetrical 
arches, considering the origin of coordinates near the crown, are 
exceedingly complex and inconvenient for use in practice. The 
best* plan is to use formulas similar to those designated as (e), 
(/), and (g). Art. 14, and to solve simultaneously for the above 
> 86 
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values after the numerical values of the coefficients are sub¬ 
stituted. Following are the formulas to be solved in this way 
(see also Designing Sheet No. 18): 

//cSy® -f VcCSxlVl - ^xnun) + iWcSi/ - Swiy = 0 
Hci^ZLVL - '^xrijr) + Vc^x^ 4- Mc(2a;i - Zxr) 

- 4- Sm/jX/j == 0 

Hc2y 4- Fc(2)x/i - 2xr) 4* nMc - Xm = 0 

The subscripts L and R in these formulas refer to summations to 
the left and right of the crown section respectively. No sub¬ 
script indicates that the summation is to be taken for the entire 
arch. 


Crown section 



The three corresponding cciuations for temperature are as 
follows: 

+ V.iXxiv,, - Xxgyg) + Af.Sij - ; ■ UolE, = 0 

Hci^XLVL - ^XrVr) 4- FcSx^ 4- M,{Xxl - Sx«) = 0 

IhXy 4- Vc{Xxl - Xxr) + nMc = 0 

The value of should be inserted as plus (4-) for a rise of 
temperature; minus (—) for a drop. 

Rib shortening causes the same effect as a lowering of the 
temperature. By referring to Art. 14, it should be clear that the 
following formula may be employed to solve for the equivalent 
temperature drop: 
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The writer believes that for unsymraetrical arches it is con¬ 
venient to assume the origin of coordinates at the center of the 
section through the springing. Fig. 24 shows how the coordi- 



Fig. 26. 


nates x and y should be measured. The directions of If i, V i, and 
M\ are shown for values considered as positive in the formulas 
given on Designing Sheet No. 19. Special note should be made of 

Own section i 1 

‘•vv! I 



He"-GOSO lb. He" lb 

Fig. 27 


the fact that values of y measured below the axis X — X should 
always be considered as negative. 

36 . Examples of Computations in nns3rmmetrical Arch 
Analysis. —In order to show the method of analyzing unsyrn- 
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metrical arches, the computations are given on Designing Sheet 
No. 20 for finding the thrust, shear, and moment at the crown 
section of the arch shown in Fig. 25 due to a unit load at L 4 . 
(This unsymmetrical arch was obtained by simply shortening the 
arch of Fig. 20.) Similar computations are given on Designing 
Sheet No. 21 for finding Hi, Fi, and Mi at the springing due to 
the same loading. Fig. 26 shows the agreement between the 
two methods, the equilibrium polygon being drawn for the unit 
load at L4. 

Designing Sheets Nos. 20A and 21A show the temperature 
computations by the two methods for the arch in question, 
assuming a drop of temperature of 40°F. The equilibrium 
polygon for temperature is a straight line, and Fig. 27 shows the 
method of determining this line by the two methods. 
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Designin^l Sheet IS. 


Loading: 


Fbrmulos Required Uneymmetrical Arches 
Origin of Coirdinates near Crown 

Tx^y,) * U^ty-trnym Q 

fi(^3fLyL-^XfyK)*YeZx‘*Mc(i»L-^xit)- Zm^Xt+ZmgXgrnO 
He ly* )i{Zxe - Zx,)+ nMe ^Zm-O 


Ml" Me * Hcye ^Xe -nt^ 

MgmMc+Hcyji - YcXx^ing 

All values of VLt Vr should be substituted as positive. 

The subscripts L and R refer to summations to left and right of the crown 
section respectively. No subscript indicates that summation is for entire 
arch. Positive value of Me indicates that the thrust //« acts above the arch 
axis. Considering the crown section as vertical, a positive value of Ve indi¬ 
cates that the line of pressure slopes upward towards the left; a negative 
value, downward towards the left. Signs preceding terms Afe, VeXj^, and 
VfXj^ in the last two formulas depend upon the signs of Me and Ve resulting 
from the three simultaneous equations. 

lempeTMture. 

Zy^i- yc(zxt,ye - Zx„y^)tMcZy ~ 

-ZX/fy/f}* MciZx^-Ex/f) mO 

He Zy+ YelZx^ - ZXf,)+ nMe « 0 

Mc*HeyL* Vtxt. 

Mft^Mc+Heyx- YeX/t 


The value of Iq should be inserted as plus (4) for a rise of temperature; 
minus ( —) for a drop. Signs preceding terms Me, IIcVl, ^oVRt 
VeXj^ in the last two formulas depend upon the signs of Mg, He, and Ve re¬ 
sulting from the three simultaneous equations. I = span of arch axis 
measured parallel to X axis. 


Rib Shortening I 




Rib shortening causes the same effect os a lowering of the temperature. 
Solving for tj^ gives equivalent temperature drop. 
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Designing Sha«t 19: 


Loading 


Formulas Required Ibr Un^mmetricel Arches 
Origin of Ceordinolw at Left Springing 


H,Zy^- IfZjry-Mily*Ztny» 0 
H,Zxy- Y,tit^-Milx+ tmx • 0 
H,Zy -Y/Xx - pM, * Xm^O 




ab-ed 

ae-'cf 


in which 
O" XxXy-pXxy 
b" ZmxXy-XxXmy 
c» Ix^Xy-XxXxy 


or 

I a 


Thtn M*Mi+Y/x-Hiy-m 


Mi-m ^i^y~ 

XmXy-nXmy 

e^XxXy^-XxyXy 

^•‘PXy^-iXyY 


All values of m and x should be substituted as positive. Values of y 
below the x — x axis should be biken as negative. The summations refer 
to entire areh. Positive value of Mi indieatos that the reaction acts to the 
loft of the arch axis at the springing. Positive values of Ih and Vi indicate 
that the reaction acts upward to the right. Signs preceding terms JV/i, 
Via;, and Hiy in the last formula depend upon the signs of Afi, Vi, and Hi 
resulting from the preceding equations. 


limperoturei 


Ajr/*- Y,Xxy~M,zyf-^ii,^£c 
H,X7ry-y,Xx‘-M,Xx-0 
H,iy- Y,xx-pVIi-0 

or 

in which 


kXx-H,9 


Then 


f(^l%fp4Ec 

M-M,+ Y,x- Hfy 


M ,. 


H,ly-Y,xx 
• ' 'w — 


The 

minus 


value of f/j should be inserted as plus (+) for a rise of temperature; 
minus (-) for a dnip. Signs preceding terms M,, Vi, and Hi the last 
formula depend upon the signs of Afi, Vi, and //i resulting from the pi^ 
Sing eouations. f=spau of arch axis measured horizontally; that is, par¬ 
allel to A axis. 


Rib Shortening* 




Rib shortening causes the same effect as a lowering of the temperature. 
Solving for tp gives equivalent temperature drop. 
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Cetermination of Moment ond Thrust at Crown Section* Unsymmetrical >^reh 
(Temperature FalJof40*F) 


Designing Sheet 20A- 


/izy* YciZx^y^ -Zx^yg) t Mfly - 
Hc(lx^yL - ZXfyg)+ Ye Zx‘ * Mc(Zx^ - IXg) • 0 

He Zy+ i^(Zx^-ZXg) * nMe ■ 0 


t80.76 He+431.73 Yg* 33.0/Me* (.KSX.00(H>06}(4OXSt9SH Z-OOO.OOOH 144) •O (a) 
431.73 He* Z950.6 Ye* 43.60 Me ' 0 (0) 

33.0/ He + 43.60 Yc + /7 Mg* 0 (C} 

Mv/Hpiying (a) by /7 and<c) by 33.0/ 

3066.S He * 7339.4/ Yc *(33.0/Xl7) Me* 7,777.296 - 0 
1099.66 He *1439 24 Ye* (33.0IM/7) Vp - P _ 

/976.46He +5900./7 Yg * 7,777,296 • 0 ~ (d) 


/4uttiplying (b) by /7 and (c) ty 43.69 

7339.4/ He*S0,/60.2 Yg *ff3.60X/7}/Hg "O 
/439.24 He* /900.96 Yc*03.6OX/7) Mg - 0 
Ktm !7 He *49,259.24 Yg = 0 (9) 

Mu/Hp/yiny (d/ /y 49,259.24 and (e) ly 590017 

95,392.457.49 Hg+(49.259 24X5900 /7/ Yc *375,326.394.2/5 •O 

34,612.006.03 Hg* (49,259.24X5900.17/Yc -0 _ 

60.570,451 He • ~ 375.326.394,2/5 
Hg’-' 6.196 lb. 

SubsHfuting va/ue of He fn (d) 

-12,246,146 * 5900.17 Yc * 7,777,296-0 


^ 5900.17 


757 lb. 


Subatifvting valtmof Heond Yg fn(C) 

-204,530* 33,005 *17Mg - Q 

Pte • ^ ^ 

iOgQ^O a jatt JQjL 


V- 



OeteTTnination of MomeniB and Thrusts at Springing - unsymmetrical Arch 
(Unit Load at Definite Ajints) 
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Doterminotion of Moment and Thrust at Springing - Unsyimnetrical Arch 
(■fcmperctturB fall of 40*F ) 


Designing Sheet 21 A* 


^ c 

„ . H,zy-V,zx 
"> -- 


•CizsX- oooooeX-^XstAizfioojxx^m) 

- -4SZ.73B 


. <■ > wy ft, 

' -S8Z.980,e7S ' ' 

{-45ZJ36)(m38) - (e050K-3ej8S.38} _ 

434,933.63 


U,. ±60^)L3^±]2S2MM , . ft to 


(vert,cal!y) ” - 5 /2 «■ 



CHAPTER VII 


ARCHES WITH ELASTIC PIERS 

The necessity for considering relatively thin piers elastic was 
probably brought to public attention by Mr. Daniel B. Luten 
of Indianapolis, as early as the year 1904. Undoubtedly the 
idea came from his experience with the design of the arch bridge 
across the Wabash River at Peru, Ind., in which the conditions 
for a satisfactory design required the balancing of thrusts of 
unequal spans by introducing a moment in the piers.‘ Whether 
or not the idea was brought forward in this way, it is a fact that 
Mr. Luten since the Peru bridge experience has built many arch 
bridges with unusually thin piers, two of the more pronounced 



Courtesy 0/ Mr. Daniel B. Luten, ConauUing Engineer, ledianapolis. 

Fig. 28.—Venorc bridge over Tellicoe River, Venorc, Tenn. 
(Twin spans of 65 ft. each.) 


structures of this class being shown in Figs. 28 and 29. Mr. A. C. 
Janni has also made use of the elastic-pier principle in the Kings- 
highway viaduct, recently constructed at St. Louis, in which the 
arches and piers were analyzed as a continuous clastic body. 

Arches with elastic piers arc undoubtedly somewhat more 
difficult to analyze than single arches extending only from spring¬ 
ing to springing, but this does not change the fact that a great 
number of arch bridges of multiple spans have piers which should 
be considered as elastic if a thorough analysis is to be made. In 
any given structure, good judgment should be exercised in 
determining whether or not the piers are of such slender pro- 

^ Engineering Newe, Mar. 20, 1006. 
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portions that the bending due to unequal arch thrusts should be 
considered. 

Thin piers not only save concrete in most cases but increase the 
area of waterway and, on this account, it is quite likely that clastic 
piers will be much used in the future where architectural ap¬ 
pearance is satisfied with this type of construction. In some 
cases, however, increased thickness of arch rings in elastic-pier 
construction will offset any advantage gained from diminishing 
the cross-sectional area of the piers. 



Courtesy of Mr. Daniel B, Luten, ConatUling Engineer, Indianapolis. 

Fig. 29.—Paint Branch bridge near Washington, D. C. 
(Three spans of 60 ft. each.) 


37. Method of Analysis.—Very few American engineers have 
made any attempt to analyze arches having elastic piers, due 
undoubtedly to a lack of textbook material on the subject. Up 
to the present tinic,^ the method outlined by Mr. A. C. Janni in 
the Journal of the Western Society of Engineers, May, 1913, and 
described in the next chapter, is, as far as the writer knows, 
the only published treatment of arch analysis in this country 
giving some attention to elastic-pier construction. In the 
paper referred to, Mr. Janni presents a graphical treatment for 
the analysis of arches for any and all conditions based on the 
theory of the ellipse of elasticity. The method to be proposed 

* January 1, 1B15. 
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in this article, however, will not differ in principle from the 
analysis previously presented in this text for single symmetrical 
and unsymmetrical arches. 

Consider first the two-span arch structure represented in Fig. 
30. The points indicated as fixed may be the bottoms of the 
pier and abutments, or they may be at intermediate sections, 
depending upon where the designer considers the structure 
fixed. The method proposed is to take a horizontal section 
A — A where arches and pier join and study the movement at that 
section. 


. Fixed 
point ■ 


Fio. 30. 


In Art. 14 the method employed in deriving formulas for the 
thrust, shear, and moment at the crown of a symmetrical arch 
was to cut the arch at the crown and study the horizontal, 

_ - vertical, and angular moments of 

/ cantilever on the left with re- 

/ «?/•—..> spect to similar movements of the 

■ pa/nfcantilever on the right. From the 

30 . formulas for deflection of curved 

beams, three independent equa¬ 
tions were possible and expressions for the three unknowns (Ho, 
V,f and Me) were then derived. 

A similar method may be followed in finding expressions for 
the forces acting at the horizontal section A — A in Fig. 30. The 
thrust from the left arch and the thrust from the right arch com¬ 
bine to produce a resultant thrust on the pier. There are three 
unknowns with respect to each arch—that is, six unknowns in 
all, since there is a known relation between the thrust on the 
pier and the thrusts from the arches. Three independent 
equations may be written by placing the vertical, horizontal, and 
angular movements of the pier end of the left arch algebraically 
equal to similar movements respectively of the pier end of 
the right arch. The other three independent equations re¬ 
quired may be written by placing the vertical, horizontal, and 
angular movements of the pier end of either arch algebraically 
equal to similar movements respectively of the top of the pier. 
These independent equations may be simplified and changed 
somewhat by placing the vertical movement of the section A -- A 
(due ^ loading) equal to zero, since this may be done without any 
appreciable error. 

In Fig. 31 the top of the pier is shown in detail. The horizontal 
section A — A may be regarded as common to the pier and the 
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arches. What may be called the skewbacks of the arches are 
shown. The weight of the material between the skew^ieks 
and the section A — A need be considered only in finding the 
resultant thrusts on the pier sections. The origin of coordi¬ 
nates X and y for each arch may be taken at the middle point 
C of the section A — A instead of at the center of the skew- 
backs. This should be obvious from a study of the derivation 
of the deflection formulas of Chapter II. 



Let 

^L) Vl = coordinates of any point on the axis of the 
left arch referred to the center of the 
section as origin. Values of should 
be considered plus when measured above 
the axis A — A, and as negative when 
measured below that axis. 

x^, yjt = coordinates of any point on the axis of the 
right arch referred to the center of the 
section A — A as origin. Values oiyR should 
be considered plus when measured above 
the axis A — A, and as negative when 
measured below that axis. 
yp ss depth of any point on the vertical axis of the 
pier below the section A — A. 


12 
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niL, ms = moment at any point on axis of left arch 
and right arch respectively of all external 
loads between the point in question and the 
top of the pier. 

Ml, Mjt, Mp = moment at any point on axis of left arch, 
right arch, and pier respectively. 

ni, nji, np = number of j divisions in the left arch, right 
arch, and pier respectively. 

CLt CR) Cp = values of j for left arch, right arch, and pier 
respectively. 

H\, Vi = horizontal and vertical components of the 
thrust from the left arch at the top of pier. 

Ml = moment at section A — A due to thrust 
from left arch = vertical component of 
thrust from left arch nmltiplied by the 
distance from the i)oint C (the center of 
the section) to where this thrust produced 
cuts the section A — A. 

II 2 , Vz = horizontal and vertical components of the 
thrust from the right arch at the top of pier. 

Mi = moment at section A —A due to thrust 
from right arch. 

Hs = resultant shear on section A — A = Ih — 
Hz. 

Va = resultant thrust (normal) on section A — 
A = Fi + Vz. 

Ma — resultant moment on section A — A — 
Ml - Mz. 

Other notation that will be used is given in Art. 13. The arrows 
in Fig. 31 indicate what will be considered positive values of the 
quantities. 

Referring to Chapter II on “Deflection of Curved Beams,” we 
have 

ciZMiyi == — cr'LMrVr 
’ Ci^Mijxi = 0 

Cr'LMrXr - 0 

CiLMi = — cr'SMr 
Cp'SMpyp = Ci'SMiyi 
Cp^Mp * -- ciSMi 
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Designing Sheet S. 

Tbrmulas Required-Arches with Elastic Piers 
Loading: 

MfZx^ -/^/Zx^Yi * ff^*L “ *0 

* »&='*■/ - ZmjfXg. - 0 
Mi-HgZy^*Vltxjf -Zmjf) 

CjfyrMi)Typ * (H,-HitZy‘]- c^^,Zy^ -H,Sy‘*- Y,xx^y^ 

Cp[np(M, - -Hi)ZypJ - »/, -N, Tjt ♦ - ElffJ 

Bending Moment- at anif point* i 

Mt - Ml-H,y^^ * YfXi -mi 
Mpm Mi-Hiyp-f-YiXp -ntp 
Mp-(M,-Mi)*(H,-lti)yp 

Values of and should be considered plus vdien 
measured above the axis A-A, and as negative when measured 
below that axis. The values cf My, Yy, and My may be Attained 
•from the ■fiotiowiry relations • 

Hy- H,-Hi <5 MyM,-Mi 

All tndiie.'s of triL and nin ahoidd he nuhslilvled an posUive. 
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The bending moment at any point may be expressed as 
follows: 

Afi - Ml — HiVl + ViXij — niL 

Mr = Mi — HiVR + ViPCR — Mr 

Mp = M, + HiVp = (Ml - M2) + (Hi - Hi)yp 

Substituting these expressions in the preceding equations and 
combining terms, we have the six simultaneous equations given 
on Designing Sheet No. 22. These six equations may now be 
solved simultaneously for the values of Hi, Vi, Mi, Hi, Vi, and 
M 2 . The values of Hi, Vi, and Ms may then be obtained from 
the following relations: 

Hi = Hi - Hi 

Vi = Vi -V Vi 

Mi = Ml — Mi 

For arch bridges symmetrical about the center line of pier, the 
labor involved in solving the simultaneous equations mentioned 
above will be greatly reduced. 

All the simultaneous equations given above pertain to the 
unknown forces acting at the section A — A. With these com¬ 
pletely determined, however, the moment and thrust at any 
section may be found in the manner described for the single 
symmetrical arch. Each of the three members, of course, must 
be considered separately and each subjected to exactly the same 
force that is found to act upon it at the top of pier in the mono¬ 
lithic structure. 


Consider now the case of a three-span arch bridge, as repre¬ 
sented in Fig. 32. The portion of the structure shown by a solid 
line should be treated first, solving for the unknowns at section 
A. The dotted portion should next be considered, solving for 
the unknowns at section B but placing at A the thrust coming 
from (or acting upon) the left arch for the given loading. The 
process ihay now be repeated by considering the solid portion 
again and solving for the unknowns at A, but placing at B the 
thrust coming from (or acting upon) the right arch for the given 
loading. Likewise in treating the dotted portion the second time, 
more accurate values of the unknowns at B may be determined 
by placing at A the second value obtained for the thrust coming 
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from (or acting upon) the left arch. It will be only in excep¬ 
tional cases that the unknowns at sections A and B will need to 
be solved more than once in order to obtain sufficient accuracy. 
In fact, solving for the unknowns at A twice and at B once is 
usually all that is desired. 


Fig. 33 shows how the method may be applied to four spans 
and Fig. 34 represents its use in five, or any greater number of 
spans., It is very seldom that arch bridges of more than six or 
seven spans are constructed without an intermediate abutment 

Fhi. 32. 





pier. The method for a large number of arches may be simplified 
by the fact that the effect of a load on any one span extends 
principally over the span itself and the two spans immediately 
adjacent. 


In a series of arches with elastic piers, there is seldom, if ever, 
any radical change in span lengths between successive arches. 
On this account the unbalanced thrust acting on any pier due to a 
maximum change in temperature will be relatively small, and 
each arch of a series when analyzed for temperature stresses 
may be considered in nearly all cases as having immovable or 
fixed supports. Of course, if the arch spans are all equal, then 
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this method of analysis will give exact results since the piers are 
not acted upon by any unbalanced thrusts. 

Rib shortening causes the same effect as a lowering of the 
temperature. By referring to Arts. 14 and 34, it should be clear 
that the fallowing formula may be employed to solve for the 
equivalent temperature drop: 


38. Analysis of a Two-span Arch Bridge with Pier Elastic.— 

The earth-filled bridge shown in Designing Sheet No. 23 will be 
partially analyzed for loading only, assuming a live load of 150 
lb. per linear foot over the entire right arch—that is, considering 
a strip of bridge 1 ft. in width—and dead load only on the 
left arch. This loading causes the greatest stresses in the pier 
and also causes the resultant thrust on the base of pier to act at 
the maximum distance from the center line. 

The structure represented is symmetrical about the center lino 
of pier and = Xji, yi — yn. The following values may then 
be determined in the manner described in previous chapters: 


Xx s* 403.85 Xml — 

Xy = 100.00 Xmijx = 

Xxy = 2258.74 Xm^y = 

Xx^ = 11,986.6 Xmr = 
=* 671.65 Xm^x = 

Xyp = 64.99 Xm^y = 

Sl/P*= 867.13 


3,908,000 Cl, = Cji = 9.40 

128.241.600 Cp = 0.41 

19,918,500 riL — Ur = 17 

4,752,100 np = 7 

156.842.600 
24,056,500 


Substituting these values in the six simultaneous equations of 
Designing Sheet No. 22 and solving, we have , 


Hi = 18,400 lb. 

Vi = 13,850 lb. 

Ml = 9250 ft.-lb. 


H 2 = 21,400 lb. 

V 2 = 17,400 lb. 
M 2 = “7500 ft.-lb. 


Thus both arch thrusts act to the right of the center of the section 
A — A (Fig. 35). The thrust from the left arch acts through a 


9250 


point jg = 0.67 ft. from C and the thrust from the right arch 
’ 7500 

acts through a point » 0.43 ft. from the same point, 

both distances measmed to the right. 
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Designing Sheet No. 23 shows the lines of pressure in the 
arches and the pier. The resultant thrust on the base of pier 
is seen to act outside the middle-third point. This should not 
be allowed in good construction and either the shape of the 
arches should be changed or a reinforced-concrete footing should 
be added to the pier to make a more nearly uniform distribu¬ 
tion of pressure over the pier base. If the striKjture should be 
analyzed assuming the arches to have fixed ends, the resultant 
thrust would fall even farther from the middle third point, as 
shown, indicating that the elastic properties of the pier tend 
to prevent failure in so far as that is possible. It should bo 
noted that if the pier should tip due to unequal intensity 
of pressure on its foundation, the thrust from the right arch 
would be somewhat reduced and the thrust from the left arch 
increased. This would cause a certain righting moment at the 
top of pier and would tend to prevent failure. Relying on 
such a possible factor of safety, however, would not bo acting 
according to good practice as unknown stresses miglit bn 
set up in the arch rings which would otherwise endanger the 
structure. Of course, it is possible to determine these stresses 
for any predetermined amount of unequal settling. 

If desired, each arch in the above design may be considered 
as fixed for dead load only. The live-load stresses should then 
be combined with those due to dead load in order to give the 
correct maximum stresses. If the arches had been taken unequal, 
the resultant for dead load should be made to pass through the 
middle third of the pier base if the arches are to be considered 
as fixed for this loading. This may be done by overloading the 
arch having the shorter span. 



CHAPTER VIII 


ARCH ANALYSIS BY THE METHOD OP THE ELLIPSE OF 

ELASTICITY^ 


The ellipse-of-elasticity method of arch analysis is almost 
entirely, graphical and is unique in the fact that by its use in¬ 
fluence lines may be readily constructed for finding the stresses 
at any section. Even arches with clastic piers may be rigor¬ 
ously analyzed by this method without any great difficulty. The 
method is rapid and easily applied, and is likely to be in great 
favor with American engineers as soon as it becomes well known. 
A number of underlying principle.s must bo explained before this 
method can be completely understood. 

39. Preliminary Considerations Pertaining to the Method of 
Treating the Symmetrical Arch.—^Ijct Figs. 13 and 14 in Chapter 
II represent any given element of an arch, and let k' represent the 
angle of rotation of the face he with respect to the face ad which 
would be caused by a bending moment M. From Art. 10 we 
know that 



( 1 ) 


Now if we consider the symmetrical arch shown in Fig. 35A as 
fixed at the right end and free at the left end, each element 

Ms 

will cause a rotation of the left skewback equal to where M 

is the moment acting upon a given element, s its length, and I 
the moment of inertia of its average cross-section. If the ele¬ 
ment considered is abed, then s is the distance between the inter¬ 
sections of the neutral axis of the arch with the faces ad and be, 
and I is the moment of inertia of the cross-section at the center 

of gravity of the element. Since the quantity is a char¬ 
acteristic of the given element and shows the amount of its 

* Method taken by permuBion from a paper presented before the Western Society of 
Bnttineers, January 13, 1913, by Mr. A. C. Janni, C. E. Printed in the Journal of the 
Western Society of EnRinecrs, May, 1913. Most of the data in this chapter otlicr than that 
included in above paper have been supplied directly by Mr, Janni. 
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ability to oause rotation if acted upon by a moment, we may 
treat this quantity as a force acting at the center of gravity of 
the area o&cd. We shall call this quantity the elastic weight of 
the element. 

Suppose the bending moment acting on the element a5cd is due 
to a force P having a leverage of x' about the center of gravity 
of the element. Then the rotation of the left skewback due only 




Cg ■ center of gravity of the ekwenf cDccf, 
which IS also the center of gravity of the f 
forces corresponding to the small element^ 
m,.m^.mj,efc. 

center cf gravity of hv moments of 
the small forces about the oxis^^_^ 


Fia. 35Z?. 


to the bending of this element will be Considering 

(the elastic weight of abed) as a force, this angle of rotation 
may also be determined by multiplying the force P by the 
moment of the elastic weight of abed about an axis through the 
line of action of P, or 


jfc' 



X’ 
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Designating the elastic weight by the letter Cr, we have 

fc' = Pifix!) (2) 

The total angle of rotation of the left skcwback due to the force 
P will equal the sum of all the moments of the elastic weights to 
the right of the line of action of the force P with respect to this 
line of action, or 

k = Ps\v (3) 

p 

In Art. 10 the moment of inertia has been defined as follows: 
“ The moment of inertia of a plane surface with respect to an axis 
is the sum of the products obtained by multiplying each ele¬ 
mentary area by the square of its distance from that axis.” If 
each elementary area is considered a force, then the moment of 
inertia becomes the sum of the products obtained by multiplying 
each force by the square of its distance from the given axis. From 
this interpretation of the definition we may consider the same 
term to apply in the case of the elastic weights of the arch ele¬ 
ments. In other words, whenever we obtain the sum of the 
products mentioned above for a system of elastic weights with 
respect to a given axis, we shall designate such sum as the moment 
of inertia of these weights about the axis in question. Thus if 

B 

each product Gx' in the expression S Gx' in the above formula 

p 

should be multiplied again by x' the result of the expression would 
be the moment of inertia of all the elastic weights to the right of 
the line of action of P with respect to this line of action. If 
any given horizontal sixis is also considered, the expression l^Gx'y, 
or in general SOxy, will be called the product of inertia. If two 
vertical axes are considered, the expression for the product of 
inertia takes the form Wxx'. It should be clear that “moment 
of inertia” is found with respect to one axis only, while “prod¬ 
uct of inertia” is found with respect to two axes at any in¬ 
clination whatever and making any angle with each other. 

In Art. 11 it is shown that the vertical and horizontal dis¬ 
placements (Fig. 15) of the free end of the arch due to the moment 
M acting upon a given element may be expressed respectively by 
the formulas 

» Ms j j Ms 


(4) 
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where x and y refer to coordinate axes with the origin at the free 
end. These formulas if applied to the element abed of Fig. 35A 
may be put in the form 

dy = x-Px'-G and dx = y’Px'-G 

Suppose now that a certain point 0 is assumed to be rigidly con¬ 
nected with the cross-section of the left skewback and let it be 
desired to find the displacements of this point 0 duo only to the 
rotation of the element abed, this rotation being caused by the 
bending moment Px'. 

First of all it should be noted that the angle of rotation of 
the free end {A) of the arch which is determined above by the 
formula k* = P{Gx') refers to the angle of rotation at any point 
to the left of the element abed, and also to the point 0 since this 
point is in rigid connection with A. If we consider Co, the center 
of gravity of the element abed, as the center of rotation (con¬ 
sidered so simply for illustration as the student will find later 
that the center of rotation is not at Co), then the preceding 
statement means that the line C„0 turns through the same 
angle as a line connecting Co and A. Thus the above formulas 
for vertical and horizontal displacements can be applied with 
respect to axes through the point 0 as well as through A or any 
other point which is rigidly connected with the arch and is to 
the left of the given element. We have then the formulas 

dy = P‘Gx''X and dx — P'Gx/'y (5) 

which give the displacements at point 0 provided x and y are 
measured with respect to the axes X — X and Y — Y. 

The total vertical and horizontal displacements of 0 due to 
the force P causing bending in all elements to the right of its 
line of action are 

B B 

Ay = — PS Gx'x' and Ax = PS Gyx' (6) 

p p 

considering positive values of y above the axis X X and posi- 

, B 

tive values of x to the right of F — F. The expression S Gyx' 

p 

represents the product of inertia of the elastic weights at the 
right of P with respect to the axis X — X and to the axis through 

B 

the line of action of P. The expression^ S Gx’x' represents the 

p 
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product of inertia of the same elastic weights above mentioned 
with respect to the axis Y ~~ Y and to the axis through the line 
of action of P. 

Suppose now that a force or reaction Ri acts upon the struc> 
ture so as to' cause equilibrium, and suppose this same reaction 
Ri is applied twice at the point 0 (rigidly connected with left 
skewback), but acting in opposite directions as shown. It will 
be possible to resolve one of these two forces at 0 into two 
components V and H, and then the opposite force Pi can be 
combined with the actual skewback reaction so as to form a 
couple Bie. Thus at the point 0 we have the three Unknowns 
V, H, and Ma = PiC. 

The angle of rotation at the point 0 due to the moment Ma ~ 
Rie is given by the formula 

k = Ma'S^G (7) 

A . N / 

B 

where S G represents the sum of all the elastic weights from A 

A 

to B. This expression comes directly from Formula (1), taking 
into consideration the fact that the moment Pie acts upon the 
entire arch. Therefore 

G = P'LGx' (8) 

A p 

since the angles of rotation at 0 due to the force P and to the 
reaction moment Ma = Pie must be the same. 

It will be convenient to take the point 0 at the center of 
gravity of all the elastic weights. By center of gravity is meant 
the point through which the resultant clastic weight will always 
pass no matter in what parallel direction the weights are supposed 
to act. This point may be readily determined by finding the 
lines of action of the vertical and horizontal resultants. The 
intersection of these two resultants is the center of gravity of 
the system. 

With the point 0 located as above mentioned, the vertical 
displacement of this point due to the vertical reaction V is, by 
Formula (6), 

A|/ « Gx^ (9) 

A 

This means that the vertical displacement of 0 from this cause is 
equal to the product obtained by multiplying the force V by the 
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moment of inertia of the whole elastic system with respect to the 
vertical axis through 0. This displacement must be equal to that 
previously found due to the load P, or 

B B 

FS Gx® = PS Gx-x' (10) 

A p 

The horizontal reaction H does not cause any vertical displace¬ 
ment at the point 0 since it acts at right angles to V and through 
the center of gravity of the system of elastic weights. The 
expression for the vertical displacement of point 0 due to force 

B 

H is as follows: II"Z Gxy. The arch, however, is symmetrical, 
n ^ 

so that S Gxy reduces to zero and no vertical displacement 

A 

results. 

The horizontal displacement of O due to the horizontal reaction 
H is, by Formula (6), 

Ax = HZ^Gy^ (11) 

A 


that is, the horizontal displacement of 0 is equal to the product 
obtained by multiplying the force H by the moment of inertia of 
the elastic weights of the whole elastic system with respect to the 
horizontal axis through 0. Placing this equal to the horizontal 
displacement previously found, we have 

HZ^ Gif = - PZ^Gy • x' (12) 

A p 

With a known force P (which should be considered as unity 
in order to plot influence lines), Formulas (8), (10), and (12) 
may be employed to determine the values of Ma - Rie, V, and 
H. The moments and products of inertia of the elastic weights 
may be found readily by graphical methods. The magnitude of 
the reaction Ri is equal to the resultant of V and H, and its 
actual position may be determined by drawing a tangent parallel 
to this resultant at a distance 






from the point 0. The reaction at the right of the structure may 
be obtained in the manner shown on Designing Sheet No. lOA. 
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Following is another method of deriving Formulas (8), (10), and (12); 
Consider the element ahcd (Fig. 35A) with the forces P and Ri simultaneously 
applied. The bending moment acting on this element will be 

M » - Px' + Ma + Vx - Hy 

If this value of M is inserted in our three fundamental equations for the 
deflection of curved beams, we have 

B 

k = X ( - Px' + 4- Fx - Hy)a = 0 

A 
B 

Ay = S ( - Px' 4- Ma 4- Fx - Hy)Gx = 0 

A 

n 

Ax = S ( - Px' 4- Ma 4- Fx - Hy)Gy = 0 
A 

The arch being symmetrical, and with the coordinate axes at the point 
B u B 

0, we know that S frx = 0, S Gy = 0, and S Gxy = 0. Substitut- 
A A A . 

itig these values, we obtain 

B B 

S MaG - P'S f/x' = 0 

.1 A 

B B 

FS Gx^-PS Gx.x> =0 
A A 

B B 

-HS Gy^ -PS f/yx' = 0 

A A 

Since Px' becomes zero for all elements to the left of the force P, 

B B 

MaS G PS Gx' 

A p 

B B 

rS f/x® = pS Gx-x' 

A p 

B B 

HS Gy^ - PS (?y x' 

A p 

These equations for k, Ay, and Ax are the same as Formulas (8), (10), and (12) 
respectively. 

It should be remembered that each part of a given element 
has an elastic weight of its own. In the element obed (Fig. 35B), 
for example, the elastic weights of the smaller elements should 
be considered at their respective centers of gravity. Let g\, 
Qi, and Qz, etc., represent respectively the elastic weights of the 
small elements mi, ma, and ms, etc., and let Co be the center of 
gravity of all these weights. Consider now the moments of these 
elastic weights about the axis F — F = g\Xi + Q^z + + 
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etc. « Gxo, and the moments about the axis X — X ^ giyi + 
g 2 y% + fiTsj/a + etc. = Gyo. If each small element is now assumed 
to have an elastic weight acting in a vertical direction equal to the 
moment of its real elastic weight about the axis Y — Y, the 
center of gravity of these clastic moments will not fall necessarily 
at the center of gravity (C«) of the element abed, but at some 
point as C y. Likewise the center of gravity of the elastic moments 
with respect to the axis X — X will fall at some point as C//. 
This means that, in finding the moment of inertia of all the 
elastic weights of these smaller elements, the elastic moments 
should not be considered to act at the center of gravity Co of the 
total elastic weight of the element, but at Cy or Cjj as the case 
may be. If the distance from the point Cy to the axis Y — Y 
is designated as Xv, then the moment of inertia of the elastic 
weight of the element abal about this axis is 

Iy = GxoXv 

Similarly, the moment of inertia of the elastic weight of abed 
about the axis X — X is 


Ix “ CyoijH 

The product of inertia of the elastic weight of the same element 
with respect to the axes X — X and the line of action of P is 

Ixp = Gyo • (xu + a) 

and with respect to F — 7 and the line of action of P is 

lyp — GXo ' {Xy “f" u) 

The points Cy and Cn may readily be determined graphically, 
as shown later on. These points will be termed centers in the 
articles which follow. 

The finding of these centers is a refinement over the method 
given in the preceding chapters of this book. It should be noted 
that the elements, as abed (Fig. 35A), may be of any given length 

and the work of dividing the arch into constant j divisions is 

avoided.' 

40. ^Properties of an Ellipse.—In the preceding article the 
reason has been given for finding the points Cy and C// (Fig. 
35B) for each element of the arch. A simple graphical construe* 
tion will suffice to find these points for any given element. Before 
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presenting this method, howevw, it may be desirable to explain 
certain properties of an ellipse. 

If through a fixed point (O', Figs. 36-4 and 36B) any number of 
secants be drawn to an ellipse, and tangents to the latter be 
drawn at the points of intersection of each secant with the ellipse, 
then each pair of tangents will intersect upon a straight lino 
{RS and MiV, Figs. 36A and 36B), called the polar of the fixed 



n- 


Antipole ofMN 

»«•**** ***S*^~**« 

■"‘‘'poleofMlf^Cm, \ 

\ . .! 

i 

\ / I 


I 


Polar of c' 






Anti polar of 
Fia. 36B. 


point {C). Reciprocally the fixed point is called the pole of 
the straight line. The fixed point symmetrical with the pole 
with respect to the center of the ellipse is called the antipole of the 
straight line. 

In Figs. 364 and 36R the pole C' is shown inside the ellipse, 
but the same property holds true for any point outside. The 
meaning of the term antipolar is clearly shown in these figures and 
no definition is necessary. 


.-Minor Axis 



Conju^fe^-^ 
Axes 


''Major Axis 


(center of Blipse) 
Fia. 36C. 


If the pole lies on the ellipse, it follows from the above defini¬ 
tion that the polar is simply the tangent to the ellipse at the pole. 
For such a case the antipole is also on the ellipse since it is 
diametrically opposite the pole and at the same distance from the 
center. 

A diameter is any straight line passing through the center of 
the ellipse, and is the locus of the middle points of a system 
of parallel chords. (See Fig. 36C.) JThe major and minor axes 
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of an ellipse are the only diameters perpendicular to the chords 
they bisect. 

Two diameters are said to be conjugate when each diam¬ 
eter bisects all chords parallel to the other. The tangent 
at the extremity of any diameter is parallel to the conjugate 
diameter. 

If the antipole relative to a polar falls upon another polar, 
the antipole relative to the latter will fall upon the first. Thus in 
Fig. 37A, the antipole of RS falls upon MN. Reciprocally the 



Fia. 37B. 


antipole of MN falls upon RS. Any line as ZZ (or even CmnCo 
which passes through the center of the ellipse) passing through 
C'atVi the antipole of the line MN, will have its antipole some¬ 
where on the line MN. (The above statements hold with re¬ 
spect to poles and polars, as well as antipoles and polars or poles 
and antipblars.) 

The pole and antipole of a diameter fall upon the conjugate 
diameter at infinity (Fig. 37B). In Fig. 37A a line through 
the center Co parallel to MN and the line Cm^Co are conjugate 
axes. * 
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If the lengths of the semi-major and semi-minor axes of an 
ellipse are known, the antipole of any line or axis can be de¬ 
termined by a simple graphical construction. For example, in 
Fig. 38 the antipole {Cmn) of ^ay be found in the following 
manner: 

Lay off CoB' = CoB, and CJ)’ = CM. 

Connect B' with F, and D' with (7. 

Draw JS'B" perpendicular to B'F, and D'D" perpendicular to 
D'G. 

From B" draw a line parallel to CoD, and from D” draw a line 
parallel to AB, 

The intersection of these lines is the antipole Cmn. 



41. Properties of the Center of Gravity of Static Moments.— 

Let Co of Fig. 39 be the center of gravity of the given element, 
which is the center of gravity of all the .small elastic weights. Also 
let Crs be the center (see Art. 39) relative to the axis RS, and 
Cmn the center relative to the axis MN. Then the product of 
inertia of all the small elastic weights of the given element about 
RS and MN is 

CxoyRs — CyoXMN 

This equation shows that if yns should be zero, then also xmn 
would be equal to zero. Thus it follows that if the center relative 
to an axis falls upon another axis, the center relative to the latter 
will fall upon the first. (It should be noted that this is the same 
relation which exists between the poles and polars, or antipoles 
and polars, of an ellipse. Fig. 37.) Also any axis passing through 
the center relative to another axis will have its center somewhere 
on that other axis. For such axes, which are conjugate axes, the 
product of inertia of the small elastic weights is zero. 
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The moment of inertia of the weights about the axis RS may 
be expressed as follows: 

^RS GXoXjts 


or 


Xrs 


Irs 

Gxo 


If the axis should pass through the center of gravity Co, 
then Xo would equal zero and Xrs would equal infinity, which 
is the same relation which exists between the poles and diam¬ 
eters, or antipoles and diameters, 
of an ellipse (Fig. 37B). 

It should now be clear that 
the centers Cy and Cu (Fig. 
35B) for the given element with 
respect to given axes must be 
either the poles or antipoles of 
some ellipse which has its center 
at the center of gravity of the 
element and one axis lying in 
the geometrical axis of the arch. 
The lengths of the major and minor axes of this ellipse, how¬ 
ever, we have not yet determined, 

42. Determination of the BlUpse of Elasticity. —Points Cy 
and Cff in Pig. 355 arc termed centers in Art. 39. ' They are in 
reality centers of rotation of the element abed if forces are con¬ 
sidered to act on the element along the axes Y — Y and X — X 
respectively. For example, a force along F — F causes a bend¬ 
ing moment in each of the small elements wii, ma, ms, etc., and 
the center of gravity of all these bending moments considered 
as forces will be the instantaneous center of rotation of the 
element abed —that is, the point Cy. 

In order to show conclusivcl}’' that this is true, consider the very small 
elements mi and m, of ahed (Fig. 40), with centers of gravity Ci and Cs 
respectively, and assume that bending is caused in these elements by a 
force acting along an axis F - F. The vertical displacement of some point 
A to the left of abed due to the force acting on the small element mi » MiXig 
(see Formula 4, Art. 39), where Aft is the moment acting on this given ele¬ 
ment. likewise, the vertical displacement of A due to the force acting on 
the smafl element mt MtXig. Thus the total vertical displacement of A 
due to the force acting on both mi and m* » MiXig -f *■ giMiXi -|- 

AftZj). In like manner it may be shown that the total horizontal displace¬ 
ment of A due to the bending in the dements mi and pit «* g{Miyi + AfiyO- 
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Suppose wo select a point Ci_* on the straight line joining Ci and Ci, 

such that In other words, we will choose a point Ci-* which 

is the center of gravity of forces equal to Mi and Af* applied at Ci and C* 
respectively. If the point A should rotate about this point due to the force 
acting on the elements mi and mj, the vertical displacement of A would be 

MiZh-^z Q 4" M^i —2 g — (Ml + Mz)xi —2 g 
Since xi_a == x* + have 

(Ml + M»)afi-2 g — g{MiXi -b M^xj) 

In a similar manner, the horizontal displacement of A under the same 
conditions would be 


(Ml + Mi)yi-2 g = fir(Miyi + MiVt) 

But these values are identical with those found above for the sums of the 
components of the two displacements. Thus the rotation caused by the 
force along Y-Y acting on the elements wii and m* is about a*point Ci_j 
which is the center of gravity of the momentes Mi and Mi, when these 



momcnt<s arc considered as forces and applied at the centers of gravity of 
their respective elements. It should be evident that this same proof will 
hold with respect to any number of small elements and we have then the rule 
that the center of gravity of the bending moments of the small elements, 
when these moments arc considered as forces, is the center of rotation of the 
large element abed. 

Now in Art. 41 it is shown that instantaneous centers Cy 
or Ch, Fig. 355, are either poles or antipoles of some ellipse with 
respect, of course, to the lines X — X and Y — Y. If the cen¬ 
ters were the poles of X — X and F — F, there would be posi¬ 
tions of each axis (polar) for which its corresponding center 
(pole) would lie on itself. (A polar is tangent to an ellipse at 
its pole. Art. 40.) This, however, cannot happen since a center 
of rotation can never lie on the line of action of a force. The 
centers, therefore, are the antipoles of the ellipse for the given 
eietnent with respect to the axes in question. 
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In order to determine-the lengths of the major and minor 
axes of the ellipse, consider a force Pi lying in the arch axis 
and acting on the section ad of the clement abed, Fig. 41. Since 
Pi acts through the center of gravity C„ of the element, the 
shortening due to this force will be 


As 


PlS „ s / 
~EcA~^^'EcI'A 


Pi-G‘ 


I 

A 


where A (representing the cross-sectional area) = a,, •+■ na,, 
and / = /c + nia. From Art. 39, we also know that the dis¬ 
placement of the face ad is equal to the product of the force by 
the moment of inertia of the elastic weight G with respect to 
the line of action of the force Pi. If p is the semi-minor axis 
(radius of gyration) of the ellipse of elasticity in question, then 
Gp^ will be the moment of inertia we desire, and PiGp* will be the 
displacement of the section ad with respect to the section be, 
so that 

As = Pi-(?-p- 


It should be clear that this displacement, computed by two 
different methods, must be the same. Hence 

or 

_ fl (of mm'n'n) 

\ A (of mm'n'7i) 

which is the serni-axis of the ellipse of elasticity normal to the 
geometrical axis of the arch, and which also turns out to be the 
radius of gyration of the central cross-section of the element abed. 
In a somewhat similar manner, using force Pa rigidly connected 
with face ad, the semi-axis of the ellipse lying on the arch axis 
may be shown to be 

PI = \/4-r = « \/5 = 0.289s 

\ A (of abed) \12 

The graphical construction in Fig. 38 (Art. 39) may now be 
employed to determine centers or antipoles relative to any given 
axis. 

It should be clear from the above that we may treat the elastic 
weights of the elements (as abed) for the whole arch in the same 
manner as we have the small elastic weights of each element. 
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Then it follows that an ellipse with its center at 0, Fig. 35il (major 
and minor axes horizontal and vertical respectively for a sym¬ 
metrical arch) may be employed to find the “centers” of the 
eniire system of elastic weights with respect to given axes—that 
is, the antipole of such an ellipse, with respect to an axis through 
the line of action of a given force, will be the center of rotation of 
the free end of the arch {A, Fig. 35A) due to this given force. 
The length of the semi-minor axis would be equal to 



where I represents the moment of inertia of all the elastic weights 

B 

about the axis X — Xf and S G represents the sum of all these 

A 

weights. The length of the semi-major axis may be found by 
the same general expression, but I wf>uld be taken about the axis 
Y — Y. Of course, the ellipse for an unsymmetridhl arch would 
not have vertical and horizontal axes as above described. The 
method of determining the position of the ellipse for such arches 
will be given in Arts. 4.5 and 46. 

Foi A symmetrical arch (Fig. 35A), it is shown in Art. 39 
that any verticjil force V acting through the point 0 would cause 
only vertical displacement of this point. This same conclusion is 
reached from the theory of the ellipse of elasticity. For ex¬ 
ample, the force V acts along the minor axis of the ellipse and the 
antipole, or instantaneous center of rotation, falls upon the 
major axis at infinity (Art. 40); which means that this force 
causes a rotation about a point at infinity—that is, a displace¬ 
ment in a straight line perpendicular to the major axis. 

43. Graphical Constructions for Finding Moments and E^od- 
ucts of Inertia of the Elastic Weights.—In Art. 39 the follow¬ 
ing formulas are derived: 

MaZ G = PZ^Gx' 

A p 

S R 

VZ Gx^ = PZ Gx‘x' 

A p 

H D 

HZ Gy^ = - PZ Gyx' 

A p 

by which it is possible to determine the moment and the hori¬ 
zontal and vertical components of the reaction acting at the point 
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Of Fig. 36-4. In order to find Me, V, and H, it is first necessary 
to determine the values of the following expressions: 


B 

B 

S G 

2 Gx' 

A 

p 

B 

B 

S Gx^ 

2 Gx'X* 

A 

V 

B 

B 

2 Gy^ 

A 

2 Gyx' 

p 


This may be done graphically. In fact it will be shown later that 
the graphical constructions for finding moments and products of • 
inertia of the elastic weights will give directly the values of 
Ma, V, and H, if the constructions are made with this result in 
view. 

For the present it will suffice to show the general method 
to be followed in finding the above expressions graphically. ‘ In 
order to gain clearness in the explanation of this method, the 
weights assumed—namely: Gi, Gz, O 3 , Gi, and Gt (Fig. 42)— 
will be considered as the weights of heavy particles concentrated 
at the points 1 , 2 , 3, 4, and 5 respectively. In other words, five 
concentrated weights will be assumed and these will be applied 
at any five selected points, thus eliminating any consideration 
of “centers” or antipoles in this preliminary discussion. The 
method will be shown as perfectly general by choosing coordinate 
axes oblique to each other. 

The first consideration is to find the center of gravity 0 of 
the system and this may be accomplished by means of equilibrium 
polygons/a and/b.^ For example, to determine the axis X — X 
(the inclination of which is previously decided upon), the weights 
are assumed to act parallel to this axis, next the force polygon 
Fa is constructed, and then the corresponding equilibrium polygon 
fa- The line X — X through the intersection p' of the first and 
last sides of the equilibrium polygon fa will contain the center 
of gravity of the system. Also, the sides of the polygon fa will 
determine, on this line, segments proportional to the moments of 
the corresponding weights with respect to this same axis through 
the center of the system. The axis Y — Y may be determined 
in a Mke manner employing the force polygon Fh and the equilib¬ 
rium polygon fh- The intersection of the axes X — X and 
Y — Y determines the center of gravity 0 of the system. 

I See "Elefneat* of Strueturea,*' by the same author. 
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If verticals are drawn through the points of application of 
the weights, the segments cut off on any given vertical by the 



equilibrium polygon fb will be proportional to the moment of all 
the weights to one side of the vertical with respect to this vertical. 

14 
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Fig. 42 shows what intercepts should be considered to give 
desired moments. 

As stated above for polygon /«> the sides of the equilibrium 
polygon /ft intercept, on the axis 7 — F, segments proportional 
to the moments of the weights with respect to this axis. If 
these segments are treated as vertical forces applied at the 
points of application of the original weights, the equilibrium 
polygon fe (constructed by means of the force polygon Fe) will 
intercept, on the axis F — F, a segment which will be pro¬ 
portional to the moment of inertia of the weights with respect to 
this axis. This segment is determined by the first and last 
sides of the polygon fe. As shown in Fig. 42 the intercepts on 
verticals through the points of application of the weights corre¬ 
spond to the general expression 2Gx • x'. If equilibrium polygon 
fd is constructed in a similar manner to polygon fe (only with 
respect to the axis X — X instead of F — F), then the segment 
cut off on the axis X — X, between the first and last sides of the 
polygon fd, is the moment of inertia of the weights about this 
coordinate axis. 

The equilibrium polygon /„ determines the moments of the 
weights with respect to the axis X — X. If these moments are 
considered as forces and applied at the points of application of 
the original weights, but this time acting vertically, the equilib¬ 
rium polygon fe (corresponding to force polygon F«) will intercept 
on a vertical through any weight, a segment proportional to the 
product of inertia of the weights to one side of the given vertical 
with respect to this vertical and the X — X axis. Fig. 42 shows 
what intercepts to consider for momenta of the weights to the 
right and those for moments of the weights to the left of any 
given vertical. 

44. Method of Analyzing Symmetrical Arches for Loading 
Only.—The graphical constructions in Fig. 43 are similar to those 
given in Fig. 42 except that Gx, Gt, etc., apply to the elastic weights 
of arch elements (made of equal lengths for convenience) instead 
of to the weights of concentrated loads. Each part of a given 
element has an elastic weight of its own (Art. 39), consequently 
the centers of each element with respect to axes X — X and F — 
F must be determined. These may be found by means of the 
ellipse of elasticity, as explained in Art. 40. Since the arch is 
symmetrical about a center line, only one-half of the structure 
need be considered. The arch is divided into a small number of 
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elements in order to show the method without any considerable 
duplication of work. 

In finding the moment of inertia of the elastic weights about 


Y 



lY 

Fia. 43. 

the axis F — F, by means of the equilibrium polygon /«, the 
moments of the elastic weights determined by equilibrium poly¬ 
gon fh should be considered as vertical forces acting at the 
centers of the arch elements with respect to the axis F — F 
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(IF, 2V, etc.). Similarly, the moment of inertia of the elastic 
weights about the axis X — X (see equilibrium polygon fa) 
should be determined by assuming the moments of the elastic 
weights, given by equilibrium polygon fa) to act as horizontal 
forces applied at the centers of the arch elements relative to the 
axis X — X. The equilibrium polygon /, should be drawn by 
assuming the forces corresponding to the moments with respect 
to the axis X — X to be placed at the centers relative to the same 
axis, but acting vertically. (The results from equilibrium 
polygons fa and fd should be checked analytically in many cases 
as the intersections are not advantageous and may lead to 
cumulative errors. The force polygon with P* as pole may be 
drawn to a larger scale for convenience in drawing the corre¬ 
sponding equilibrium polygon /*.) 

It should be noted in Fig. 43 that the pole distance h is taken 

equal to SG; that d is made equal to ^ and considered as unity 




in scaling; that e is given a value equal to ; and that the pole 

Pc is taken on the end string of the equilibrium polygon which 
occurs at the right of the entire arch, this string being produced 
backward to the left side of the axis Y — Y, By so doing the 
values of the reactions and the moment Ma for a load unity at 
any given point may be scaled directly. 

The truth of the preceding statement may be proved as 
follows: From the preceding article we know that 


Ma = 


PX Gx' 

p 

B 

S G 

A 


With P — 1 and b = XG, we have 


Ma = - 


n 

S Gx* 

p 


which may be scaled from Fig. 43 in the manner shown for a load 
unity at p. (See also Fig. 42.) Likewise 


Vi = 


PX^ Gx- : 

_ p _ 

B " 

2 Ox^ 

A 


B 

S Gx 

_ p _ 

be 


X 


he 


Xi^Gx^ 

4 


B 

2 Gx 

p 

be 


x' 
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// = 


s s 

PS Gy • x' S Gy • x' 


u 

S Gy^ 

. A 


a6 


X 


ae 


S Gy* 

A 


'L Gy' x' S Gy^ g 

^ (since — — = e, or S Gy^ 

ae ad a 


= ae) 


The student should note that the first and last sides of the equilib¬ 
rium polygon /a in Fig. 43 would coincide if the right-hand half 
of the polygon were completed. This occurrence is due to the 
fact that the directions of the coordinate axes arc conjugated and 
the product of inertia of all the clastic weights with respect to 
these axes must be zero (Art. 41). Thus the values of Ma, Vi, 
Fa, and H due to a load unity at any given point p may be de¬ 
termined by drawing a vertical lino through the point in ques¬ 
tion and, in the manner shown in Fig. 43, scaling the intercepts 
which arc cut off on this line .by the sides of the equilibrium poly¬ 
gons fh, fe, and /*. By laying off H horizontally as in the draw¬ 
ing and joining the point p' to the ends of Vi and Fa, the 
magnitude and directions of the reactions may be determined. 
The actual position of Ri may be found by drawing a tangent 


parallel to p'q at a distance 



from the point 0. 


The right 


reaction Pa may then be drawn from the intersection of Pi 
with the vertical through p parallel to p'm. 

Considering d equal to 1 lb. in scaling, we have, for a 1-lb. 
load at p in Fig. 43, Pi = 1.05 lb. and M = 17.7 ft.-lb. The 

17.7 

lever arm of Pi about 0 = r-~ = 16.9 ft. In a similar manner 

1.U5 


the reactions may be found for a 1-lb. load at other points on the 
arch. The intersection line shown passing through n (Fig. 43) 
is intended to represent the line of intersection of all reactions 
with their corresponding loads. It is shown as horizontal in this 
case in order to save the labor of determining its exact location. 

Influence lines may now be drawn in the manner described in 
Art. 34 and the maximum stresses computed. Another and more 
graphical method, however, of determining values of ordinates to 
influence lines to represent maximum stress is shown in Fig. 44 
with reference to a given section designated as S. It is convenient 
in this method to determine the envelopes of the reactions and the 
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influence line for horizontal thrust (H) which, of course, may be 
plotted directly from the data given in Fig. 43. Seven positions 
of the unit load are shown. 

Assuming no tension at a given section greater than the tensile 
strength of the concrete, we have, from Art. 74, Volume I, that 
the stress on the extreme fiber 

^ N , Nxoxi 
= A ± ~T~ 

where N is the thrust normal to the section, and xo and Xi are the 
distances from the gravity axis to the point of application of the 



thrust and to the extreme fiber respectively. Let p be the letter 
used for the radius of gyration of the section, then 

_ ± *“)** ^(x, ± *") 

Xi 

If the stress in the upper fiber is desired, the numerator in the 
above expression represents the moment about a point a distance 

— below the gravity axis of the section, where Xi is the distance 

Xi , . 

from the gravity axis to the upper fiber. Similarly the moment 

pi 

for the 'tower fiber would be taken about a point a distance — 

above the gravity axis where x\ is the distance from the gravity 
axis to the lower fiber. If we denote these moments by M» 
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and Mij and the maximum fiber stresses by /«and/,* respectively, 
then 

^ Mt Me fc* Ti- A,>\ 

“ 7 ^« “ 

A • — 

^ Mi Mi 

f, “ —= 3^ (See Fig. 46) 

Xi 

Me and Mi are given graphically in Fig. 45 as the products 
R{ae) and R{bi) respectively. It will be more convenient, 
however, to draw vertical lines through the points e and i, and 
to determine the products H{ge) and H(fi). 



With the above discussion in mind, let us consider the influence 
on section S, Fig. 44, of a 1-lb. load at point 5. A vertical 
through this point shows the horizontal thrust to.have a value 
ab = 0.98 lb., and a line drawn from the same point on the inter¬ 
section line, tangent to the envelope of the left reaction, cuts off 
the distances ge and fi on the verticals through points e and i of 
the given section S. ge = 2.00 ft. fi = 0.35 ft. Therefore 
Me = 1.96 ft.-lb. and Mi = 0.34 ft.-lb., and these moments may 
be plotted as the influence lines for fiber stress since the denomi¬ 
nators in the preceding equations are constants. 

45. Method of Analyzing Unsymmetrical Arches for Loading 
Only. —In deriving equations (8), (10), and (12) of Art. 39, the 

B B B 

assumption was made that 2 (rx = 0, 2 Gy = Of and 2) Gxy 

jA jL ^ 
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= 0. The first two assumptions express the condition that the 
origin of coordinates is taken at the center of gravity of the elastic 
weights, while the third assumption is satisfied when the product 
of inertia of these weights referred to the two coordinate axes 
is zero. In Arts. 41 and 42 it is shown that the latter is the case 
when the two axes are conjugate diameters with reference to an 
ellipse for the entire arch with its center at the center of gravity 



of the elastic weights. It will be convenient to assume a vertical 
direction for one of the coordinate axes. In a symmetrical arch 
it is then recognized at once that the horizontal axis is conjugate 
to the vertical, but this is not so for an arch that is unsymmetrical. 
For such an arch the additional problem is presented of finding 
a coordinate axis which will be conjugate to the assumed vertical 
axis. This may readily be accomplished graphically. 

In Fig. 46 let points 1, 2, 3, and 4 be the centers of gravity 
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of elements with elastic weights (ri, G^, Gz^ and G^, r^pectively. 
0 is the center of gravity of all the clastic weights and may be 
found as usual by assuming the clastic tv'eights to act, first 
horizontally, and then vertically, and finding the line of action 
of the resultant in each case. The intersection of these two lines 
locates the center of gravity of all the weights. The construc¬ 
tion to find 0 is all shown by means of force polygon F\ and 
equilibrium polygons/i and/a. 

Now in order to find a conjugate diameter AA' to a vertical 
through 0, take any vertical axis MN and extend all sides of the 
equilibrium polygon /a to intersect this axis at O', 1', 2', 3', and 
4'. The segments, as we know, will be proportional to the 
moments of the elastic weights with respect to MN. Consider 
these segments O'l', 1'2', 2'3', and 3'4' as forces and find their 
center of gravity Mn assuming that they are applied at the same 
points 1 , 2, 3, and 4. The construction is the same as for finding 
0 except that the acting forces are O'l', 1'2', etc., instead of Gi, 
Gi, etc. The force polygon Fa and the equilibrium polygons fz 
and /4 furnish the solution: The vertical passing through the 
intersection c of the first and last sides of fz will contain the point 
Mn. Ilotating by 90® the forces O'l', 1'2', etc., about points 1,2, 
3, and 4, the horizontal through the intersection d of the first 
and last side of /4 will also contain Mn. Thus the meeting point 
of the vertical through c and the horizontal through d will defi¬ 
nitely determine the point Mn which is the antipole of the ellipse of 
the entire arch with respect to the vertical axis MN. As shown 
in Fig. 37A, a line through this point Mn and the center 0 of the 
ellipse is a conjugate diameter to the line MN or to a parallel or 
vertical line through 0. Thus AA' is conjugate to a vertical 
through the center of gravity of the elastic weights—that is, 
A A' is the proper coordinate axis X — X corresponding to a 
vertical axis Y — Y. 

Once the conjugate axes for an unsymmetrical arch have been 
determined, the remainder of the arch analysis is similar in every 
way to the analysis of a symmetrical arch described in the preced¬ 
ing article with the exception, of course, that the entire arch 
must bo considered. The method of analysis should be clear 
from a study of Figs. 42, 43, and 44. 

46. Temperattire and Rib Shortening. —If the left end of the 
unsymmetrical arch AB, Fig. 47, is assumed as free, a variation 
of < 2 > degrees in temperature will change any unit linear dimension 
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to a length 1 + teto} U being the coefficient of linear temperature 
expansion. The length of arch chord, i', will become Z'(l + 
and this will bfe accomplished without any rotation. The 
reaction at the free end of the arch to return the arch axis to its 
original position must be such that no rotation is produced, 
which means that the line of action of such reaction due to tem¬ 
perature must pass through the elastic center 0, and lie in the 
diameter conjugate to the normal to the chord of the arch (see 
Arts. 40 and 41). The method of finding a conjugate axis to 
the normal is the same in principle as the method explained in the 
preceding article for finding a conjugate axis to the vertical. By 



A 

Fia. 47. 


formula (6) Art. 39, the displacement of 0 (rigidly fastened to A) 
is as follows: 

B 


HS Gyx' = l'Uiy 

A 


B 

in which H is the reaction and Gy • a;' is the product of inertia 

of the entire elastic system with respect to the line of action of the 
force H and to the arch chord. If a, Fig. 47, is the antipole of the 
ellipse with respect to the chord AB, then the displacement 

along AJ5 is equal to f/(OG')(r)2J G, or 

A 


H • d' t2jG = I'icto 


H = 


IXtp 


In ordet to determine the antipole a of the ellipse with respect to the chord 
AB using the graphical construction of Fig. 38, the location and lengths of 
the principal axes of the ellipse need to be found. The quantities already 
determined by the graphical constructions for loading, admit drawing tan* 
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gents to the ellipse of elasticity of the system parallel to the conjugate axes 
X and y. For example, in Fig. 43 the normal distance to axis X -> Z is 

H 

, B 

tti* / S o 

A 

where /. represents the moment of inertia of all the elastic weights about 

B 

the axis X — X and Z G represents the mm of all these weights (see Art. 

A 

42). Likewise 



Fio. 48. Fia. 49. 


The lengths of the conjugate diameters being determined in the above 
manner, the graphical construction shown in Fig. 49 may be employed to 
determine the directions and lengths of the principal axes. 

Let AB and CD bo two conjugate diameters of an ellipse. From C draw 
CE normal to AB and upon it, starting from C, lay off CF = OA. Join F 
with O and on FO, as diameter, describe the circle G. Join C with the center 
G obtaining the two intersections H and K. Then OK and OH will deter¬ 
mine the direction of the principal axes. CH will be the length of OY, and 
CK that of OX. (In order to obtain sufficient accuracy it will be necessary 
in many cases to assume an ellipse with the lengths of its conjugate diam¬ 
eters some suitable multiple of the lengths of the conjugate diameters of 
the true ellipse.) 

If the arch is symmetrical, then the force H acts along the 
horizontal or major axis of the ellipse of elasticity and 

Gy^ « lUo 
Uetp 
Gy^ 

A 


or 
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B 

The value of 2! Gy^ is easily found from the graphical construc- 

A 

tion of Pig. 43—that is, from the equilibrium polygon (If Ee 

has been considered as unity in calculating the elastic weights for 
Fig. 43, then the above value of H should be multiplied by the 
actual value of Ec. It is permissible to assume Eg as unity in 
analyzing for loading since equations 8, 10, and 12, Art. 39, 
contain the value of Ee on each side of the equality sign.) 

Rib shortening causes the same effect as a lowering of the 
temperature. By referring to Arts. 14 and 34, it should be clear 
that the following formula may be employed to solve for the 
equivalent temperature drop: 

EX 

where Ca is the average unit compression in concrete of arch ring 
due to thrust. 

47. Analysis of a Symmetrical Arch—^By A. C. Janni, Consult¬ 
ing Engineer, New York City, Designer of the Carondelet Park 
Bridge, St. Louis, Mo.—The arch of the Carondelet Park bridge 
(see Plates XII, XIII, and XIV of Chapter XIII) is a rcinforced- 
concrete hingeless arch of the solid barrel type, with segmental 
intrados and extrados. Its principal dimensions are as follows: 


Span. 95.00 ft. 

Rise. 7.50 ft. 

Thickness at key. 1.50 ft. 

Thickness at springing. 2.50 ft. 

Intrados radius. 154.00 ft. 

Extrados radius. 179.00 ft. 


A longitudinal section of the barrel of the arch 1 ft. in width 
was considered, and the graphical constructions were confined to 
one-half the arch on account of its symmetry. 

Since the length of the geometrical axis of one-half the arch 
was found to be 48.80 ft., the dividing of the arch into eight equal 
parts (made equal for convenience) gave each element a length 
of 6.10 ft., and the semi-axes of all the ellipses of elasticity of the 
various elements lying in the arch axis had the same value, 
namely:’ 

PI = 6.10 X * 6.10 X 0.289 » 1.76 ft. 
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a. 


Taking into account the steel reinforcement in the various 
cross-scctions of the elements, the area, A, and moments of inertia, 
If were found to be as follows: 


' 

A 


I 

1. 

.2.48 sq. ft. .. 


.0.46 

2. 



.0.46 

3. 

.1.03 sq. ft. .. 


.0.46 

4. 

.2.03 sq. ft. .. 


.0.65 

5. 

.2.13 sq. ft. .. 


.0.64 

6. 



.0.87 

7. 

.3.18 sq. ft. .. 


. 1.48 

8. 

.3.38 sq. ft. .. 


. 1.92 

The elastic weights of the elements 

(As 

\PJ 

= , assuming Ee = l 

for the sake of simplicity, were found to have the following values: 


G 


G * 

1. 

. 13.26 5.. 

• • • • • 

.9.53 

2. 

. 13.26 6.. 

. 

. 7.01 

3.. 

. 13.26 7.. 


.4.12 

4. 

. 11.09 8.. 


. 3.18 

The ncmi-axes 

of the ellipses of elasticity 

normal to the 

axis of the arch. 

were us follows: 


1. 

.0.43 ft. 5.. 


.0.55 ft. 

2. 

.0.43 ft. 6.. 


.0.61 ft. 

3. 

.0.49 ft. 7.. 


.0.68 ft. 

4. 

.0.52 ft. 8.. 


.0.76 ft. 


The graphical constructions on Designing Sheet No. 24 were 
made in the following manner: 

Polygon pi .—The clastic weights given above were considered 
as vertical forces applied at the corresponding centers of gravity 
of the elements. The static moments of these forces with respect 
to center line Y were then found by means of the force polygon 
with the pole distance SO, and the corresponding equilibrium 
polygon pi. The sides of Pi, produced, cut on the vertical 
through O the static moments required. 

Polygon p ^.—The same elastic weights given above were next 
assumed as applied horizontally at the centers of the elements, and 
the polygon pa was constructed to find the position of the center 
of gravity 0 of the elastic weights, as well as the static moments 
of these weights with respect to the horizontal passing through 0. 
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Polygon pa .—Knowing the semi-axes of the ellipses of elasticity 
of the various elements of the arch, the next step was to locate the 
antipoles 0\. . . . 0'% of the vertical through 0 with respect to 
each one of these ellipses. The static moments obtained by 
polygon pi were then regarded as vertical forces applied at the 
corresponding antipoles of the elements, and the equilibrium poly¬ 
gon Pa constructed. It should be clear that this polygon gave 
the moment of inertia of the whole arch with respect to the 
vertical Y. (The pole Pa was chosen arbitrarily.) 

Polygon p ^.—The antipoles of the horizontal OX were next 
located with respect to the various ellipses, and these points 

designated as 0"i. O”a. The static moments, obtained 

by polygon pa, were regarded as horizontal forces applied re¬ 
spectively at the points 0'\. ..... 0"%. (The pole or center 
Pi was selected at a distance below OX equal to the vertical dis¬ 
tance between the first and the last sides of the polygon pa.) 
The corresponding equilibrium polygon pi gave the moment 
of inertia of the elastiq system with respect to OX, 

Polygon pa .—The polygon pa was constructed by considering 
the same static moments as were used in determining the polygon 
Pi, assuming also these moments to act as forces at the same points 

0"i . 0"a, but this time in a vertical direction. (The pole 

distance of the force polygon Pa was made equal to e. In De¬ 
signing Sheet No. 24 this distance is shown as 2e, but this is be¬ 
cause the entire force polygon was made twice the usual size for 
convenience in drawing the corresponding equilibrium polygon pa.) 

Polygons pi. Pa, and pa are the only polygons necessary for 
the study of the arch. They are, so to speak, characteristics 
peculiar to the arch, by means of which moments, vertical 
reactions, and horizontal thrusts can be determined immediately 
for any hypothesis of loading. 

Dead Load .—For 1-ft. width the following loads were computed: 



Weight of 

Weight of fill 


elements 

over elements 

1. 


.... 0.457 ton 

2. 


- 0.457 ton 

3. 

. 0.732 ton_ 

.... 0.518 ton 

.4. 

. 0.778 ton.... 

_ 0.670 ton 

5 . 


- 0.854 ton 

6. 


.... 1.110 tons 

7 . 

. 1,006 tons ... 

.... 1.386 tons 

8 . 


_ 1.590 tons 
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The verticals of these loads, applied at the respective centers of 
gravity, cut the polygons pi, ps, and ps. The intercepts on these 
verticals with polygon pi, measured to the scale of the drawing 
and multiplied each by its corresponding load, gave in each in¬ 
stance the amount of the moment at the point 0 for the load in 
question. Adding together all these partial moments, the total 
moment at 0 was obtained due to the dead load of the entire 
arch. 

Similarly, the intercepts on these verticals with polygon pe 
(measured on a scale having as a unit the vertical distance 
between the first and last side of polygon pa) multiplied each by 
its corresponding load, gave in each instance the amount of 
horizontal thrust due to the load under consideration. Adding 
together all these partial horizontal thrusts, the total horizontal 
thrust was obtained. 

The results were as follows: 

SM = 442.816 ft.-tons 
S// = 33.458 tons 


Knowing tlie total dead load of the arch = 13.766 tons, the 
points where the resultant reaction crossed the axes X and Y 
were found in the following manner, the values of x and y being 
given with respect to the center 0: 


X 


442.816 

13.766 


= 32.16 ft. 


y 


U2.SW 

33.'458 


= 13.20 ft. 


The exact position of the polygon of pressure, therefore, was 
located, and the maximum stresses (tons per square foot) in the 
four sections Si, S 2 , S 3 , and Si due to dead load were found to be 
as follows: 


Section 

Intrados 

Extrados 

-Si. 

11.354 

17.034 

Si . 

8.663 

26.447 

Si . 

11.686 

19.481 

Si . 

33.400 

-105.000 (steel) 
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A short graphical method of analyzing an arch for dead load 
(including temperature and rib shortening) is shown in De¬ 
signing Sheet No. 25. Since dead load usually controls in 
the shape of an arch ring, this method should be used for 
making preliminary investigations with a view to determine 
the probable adequacy of the arch dimensions assumed. Proof 
of the correctness of the graphical construction may be found in 
the Journal of the Western Society of Engineers, issue of May, 
1913. The method in detail is as follows: Construct equilibrium 
polygons p8 and p 4 as in Designing Sheet No. 24. On an arbi¬ 
trary vertical ab lay off the dead loads and assume the pole Po on the 
horizontal through a. Draw the corresponding equilibrium 
polygon Po intersecting with the verticals through the points of 
application of the loads. Now load the polygon po horizontally 
with the same elastic weights as determined for the arch, at the 
points where the verticals through the centers of gravity of the 
elements meet the polygon po. Then intersecting these hori¬ 
zontals with an equilibrium polygon p\, corresponding to the 
force polygon P 2 , the center of gravity O' of this new elastic sys¬ 
tem is determined. Again load the polygon po with the static 
moments found for the construction of polygon pt, but this time 
assume them applied at the meeting point of the verticals through 
the antipoles with the sides of the polygon po. The equilibrium 
polygon p'4, corresponding to the force polygon Pa, determines a 

distance ^e' between its first and last sides. This distance is 

proportional to the moment of inertia of the elastic weights 

acting on this new elastic system, in the same manner that 

is proportional to the moment of inertia of the system of clastic 
weights with respect to the horizontal passing through 0. 

Between the polygon po and the true pressure polygon p there 
is a geometrical relation. For example, the distance of any point 
on the true pressure polygon p from the horizontal through 0 can 

be obtained by multiplying by the ratio — the distance from the 

s 

horizontal through 0' to the point of the polygon po on the same 
vertical with the point in question. Thus any distance as kk 

equals k'k' multiplied by The horizontal thrust aP, likewise, 

may be found by multiplying the assumed thrust oPo by the in- 

verse of the ratio, or -. 
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e' 0.59 

In the arch in question — = = 1.34 and the assumed 

horizontal thrust = 25 tons. The true thrust^ therefore, was 

1.34 X 25 = 33.5 tons. The ratio = 0.746, and the 

vertical distance between O' and the polygon po = 0.70. Then 
0.745 X 0.70 = 0.52 determined the exact point where the true 
horizontal thrust intersected the key of the arch. 

Note that the coordinates of the resultant obtained by the 
method of Designing Sheet No. 24 checked exactly with tho.se 
obtained by this method. The horizontal thrust alsb checked 
by the two methods. 

Temperature. —The horizontal thrust, due to temperature 
changes, passed through 0 and its intensity was given by the 
formula: 

jj ItcEe 

where 

tc = coeffieient of expansion = 0.0000066. 

I = span of the geometrical axis = 95.7 ft. 

Ee = modulus of elasticity of concrete =- 144,000 tons per 
sq. ft.- 

= moment of inertia of the arch with respect to the hori¬ 
zontal passing through O = e X 14.16 X 11.76 = 
2.64 X 14.16 X 11.76 = 439.61. 

(e was measured to the same scale as the elastic weights— 
that is, 1 in. = 6 units. ' The polar distances were 
measured to the same scale as the drawing, namely: 
1 in. = 3 ft.) 

Substituting these values 

_ 0.0000066 X 95.7 X 144,000 _ . 

" “ 439.6 r “ " 

for 1® change of temperature. For a change of 30®F. 

H = 6.00 tons. 

For a drop of temperature of 30®, which was the only case need¬ 
ing consideration, the following stresses were obtained in tons 
per square foot: 

IntradoB Extrados 

At spring (section Si).. 8.90 (concrete) 279.00 (steel) 

At key (section Sa) . 45.00 (steel) 6.10 (concrete) 

16 
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Shortening of Arch Due to Dead Load and Shrinkage. —The 
shortening of the geometrical axis of the arch due to dead load, 
at the time when the arch is allowed to bear upon its supports, 
may be considered as a shortening due to a drop in temperature. 

Knowing, by means of the pressure polygon, the amount of 
compression on each cross-section, and knowing also the modulus 
Ecf the shortening of the arch was calculated and found to corre¬ 
spond to a drop in temperature of 23.4°F. 

The arch was concreted by the alternate block method (see 
Art. 53) and the shrinkage of the arch was confined to the shrink¬ 


age of its keys only. 


The total key space was 6 ft., and was 


considered the ratio of shrinkage in a 1:2:4 concrete. The 
shortening of the arch axis, using these values, was found to 
correspond to a drop of 4.6°F. in the arch. 

The total drop of temperature due to the above two causes was 
assumed at 28°F. The corresponding horizontal thrust which, 
of course, passed through 0, induced the following stresses (tons 
per square foot) in sections S\ and S\ of the arch. 


Intrados 

At spring (section S\). 8.30 (concrete) 

At key (section /S^). —42.00 (steel) 


Extrados 
-315.00 (steel) 
5.80 (concrete) 


It might be interesting to note that had the arch been concreted 
by longitudinal sections from springing to springing in one opera¬ 
tion, the shrinkage in the concrete would have induced in the 
arch, stresses equivalent to a drop of temperature of 75°F. 

Stresses Due to Live Load. —From Designing Sheet No. 24 it 
should be clear how the envelope lines and the intersection line 
can be constructed, the construction being fully indicated for 
position 4 of the load. 

In Designing Sheet No, 26, which represents the whole arch, 
the envelope lines, the intersection line, and the polygon ps have 
been redrawn. 

By means of the above lines, the various reactions correspond¬ 
ing to the several positions of the unit live load, together with 
the corresponding horizontal thrust in each case, have been 
deternfined. Moments have been determined, likewise, for the 
kern points i and e of each section and the results obtained are 
given in the following table: 

Influence lines for kern moments have been plotted in Design- 



Positions 
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46.85 - 42.90 — 4.22 - 3.861 4-02 4.75 0.36 0.43 0.15 0-80 0.01 
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ing Sheet No. 26. These influence lines have no direct importance 
in a design of a reinforced-concrcte arch section where the tension 
in concrete is omitted, and the intention in showing them in this 
case is to demonstrate how careful a designer should be in apply¬ 
ing certain empirical rules of loading in order, as he thinks, to 
find the maximum stresses in the arch. These lines show clearly 
that the maximum stresses at intrados and extrados for the same 
section do not happen with the same hypothesis of loading. 

The stresses at section Si due to the live load of 100 lb. per 
square foot were found to be as follows in tons per square foot: 

Intrados Extrados 

10.60 (concrete) —243.0 (steel) 

Total stresses in section Si of the arch were finally determined 
and found to be: 

/e = 12,750 lb. per square inch (steel) 
fi = 850 lb. per square inch (concrete) 

The computations of the stresses in the sections S 2 , S 3 , and *^4 
have been omitted, as they would have shown smaller stresses 
than those found above for section Si. 

Design of Abutment .—The resultant due to the dead load of the 
arch was found to be 36.2 tons (per 1-ft. length of abutment) 
and the vertical dead load on the abutnidit itself, 45.00 tons. 
The resultant of thc'se two forces was 67.5(K) tons, and its vertical 
component 58.7 tons. (See Designing Sheet No. 27.) The result¬ 
ant dead load intersected the base at point E which is not the 
center of the base. Using formulas for bending and direct stress 
for compression over the whole section, there resulted a pressure 
of 2.5 tons per square foot at C and a pressure of 0.38 ton per 
square foot at D. 

Ki and Ki are shown as the middle third points of the rectangu¬ 
lar base CD X 1 ft. If from Ki we draw the tangent KiB to the 
left envelope line, all positions of the live load to the right of B 
will cause compression at C. Also if we draw from Ki the 
vertical KiF, and from C the vertical CG, all positions of the 
live load between G and F will affect the point C in the same 
mannerso that the most prejudicial hypothesis of loading, as far 
as pressure at C is concerned, is when it is assumed that all arch 
and abutment is loaded except the space FB. 

Assuming, as for the arch, a live load of 100 lb. per square foot. 
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the maximum compression at C was found to be 0.50 ton per 
square foot. 

On account of a rise in temperature, an additional pressure at 
C was taken into account. Assuming that there would be a rise 
of 30°F., which corresponds to a horizontal thrust of 6.0 tons, 
the corresponding pressure at C was found to be 0.48 ton per 
square foot. 

The total maximum pressure at C was found to be as follows: 

2.50 + 0.50 + 0.48 = 3.48 tons per square foot 

The part PD of the footing slab was designed as a slab sup¬ 
ported on two sides (counterforts) and loaded as shown by the 
pressure diagram. 

The part CP was reinforced to stand a deflection indicated by 
the arrow. 

For shear, it was necessary only to ascertain the intensity at P, 
whore it was 22.5 tons per 1-ft. depth of slab, safely absorbed 
by the sections of concrete, longitudinal upper reinforcement, 
and stirrups. 

Of course the shear (likewise the moment) increased going 
from P to. E, where it reached the maximum; but it is not neces¬ 
sary to go into details for the sections on the right of the section 
PQ, since the shape and area of these sections preclude any possi¬ 
bility of maximum conditions. The maximum compression at Q 
was found to be 601 lb. per square inch. 

The front wall of the pier (2 ft. thick) was found to safely sup¬ 
port the vertical component of the total reaction, or 13.76 tons 
-f- 4.70 tons. 

Concerning now the horizontal component of the above reac¬ 
tion, two sections were considered for shear—namely: sections 
HL and MN. The maximum shear in concrete at section HL was 
found to be 52 lb. per square inch (considering the steel reinforce¬ 
ment to bo 12.5 sq. in. per linear foot depth), and at section iVfjV, 
04 lb. per square inch. Considering that a good vertical com¬ 
pression acted on these two sections, it will be seen that the above 
stresses were quite legitimate. 

Finally, the counterforts were designed as solids under combined 
action of direct compression and bending with regard to the thrust 
of the arch. Kg. 50 on Designing Sheet No. 27 gives an idea 
of how the problem was solved by means of the formula for bend¬ 
ing and direct stress. F is the re-sultant acting upon the counter- 
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Designing Sheet 25. 
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fort, and AB is a section taken normally to MN, F* is the com¬ 
pressive force on the section and F" the shear. O is the center 
of gravity of the cross-section AB, 

48. Method of Analyzing a Series of Arches with Deformable 
Supports.—Consider first a three-span symmetrical arch struc¬ 
ture as shown in Fig. 61, whose piers Pi and Pj are of such di¬ 
mensions that they can be regarded as deformable. If the arches 
Ai, A 2 , and As were equal, then, as far as the dead load is con¬ 
cerned, each of them could be regarded as a fixed arch. If they 
are unequal as shown, then, with the overloading of the short 
spans, it is usually possible to drive the resultant to the center 
or near the center of the base of the pier. This result being 
accomplished, it is then permissible to consider each arch as 
fixed. 

The live load, in every case, requires a totally different treat- 




Fia. 51. 


ment from that mentioned above. It is evident that the middle 
arch As is supported by two clastic systems—AiPi on the left 
and A 3 P 2 on the right. The method is to construct the ellipse of 
elasticity for the arch Ai and for the pier Pi (Fig. 52)—that is to 
say, to construct the ellipse Oa (ellipse of elasticity of the arch with 
respect to its terminal section A — A) and the ellipse Op (ellipse 
of elasticity of the pier with respect to its terminal section A — A) 
—and then to construct the ellipse of elasticity with respect to 
the same section A — A when this section is regarded as a sec¬ 
tion of the entire system AiPi. 

A horizontal displacement without rotation of section A — A, 
regarded as the terminal section of Pi, cannot happen but for 
the action of a horizontal force Fp passing through 0,, and 
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if TXxp is the elastic weight of the pier Pi, this displacement of 
A — A will be given by (see Art. 42) 

Fp • 'LGp • pp* 

This same displacement of A — A, when A — A is regarded as a 
terminal section of Ai, is given by (see Fig. 62) 

Fa • • p«2 

where SGa is the elastic weight of the arch Ai. 



which gives the position of the horizontal passing through the 
center 0. In fact, if we regard A — A as a section of the elastic 
system AiPi, its horizontal displacement must be caused by a 
horizontal force P« -f Fp -passing through 0. If we designate 





150 REINFORCED CONCRETE CONSTRUCTION 


dx and ^2 as the perpendicular distances from 0 to Fp and Fa 
respectively, then 


d, ^ 

dz ±Ga • pJ 


or 


dx = - 


d, + da 


1 + 


sr?, 


■ pa 


20 


'p ’ Pp~ 


( 2 ) 


In exactly the same way, we obtain 

n _ sOp • (p'p)2 _ d'^ 

F'p ~ nia • WaY d'a 

or 

„ d'l + d'a 

1 72 o;-(pO^ (3) 

^ 2Gp • {p'pY 

This expression gives the position of the vertical through 0. 

The point 0 being located, the elastic weight of the combined 
arch and pier must now be determined. Since 0 is the center of 
the ellipse, any rotation of section — .4 (as belonging to AxP^ 
about 0 cannot bo caused but by a couple. (A force of which 0 
is the antipole must lie at infinity—that is, will act along the 
antipolar of 0 —which is the same thing as saying that the rota¬ 
tion is caused by that of a couple.) On the other hand, the same 
rotation of A — A, regarded as terminal section of Ax, is caused 
by a force Ra acting along the antipolar of 0 with respect to the 
ellipse 0„; also the same rotation of A — A, regarded as terminal 
of Px, is caused by a force Rp acting along the antipolar of 0 with 
respect to the ellipse Op. Hence the forces Ra and Rp will con¬ 
stitute a couple, or Ra = Rp = R. The angle of rotation is given 
by the formula (Art. 39) 

&*= M2G = /ed2G 


and considering the section A — A as belonging first to Ax and 
then to Pi, we have 


or 


k = Rfa'SGa = Rrp2Gp 


TalXIa _ TpWp 

d ~ "d ■ 


( 4 ) 


which determines the total elastic weight of arch and pier. 
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The horizontal displacement of A — as belonging to AiPi is 

(Fa + Fp)S(7-p* 


This displacernent must be the same as that due to the force Fp, or 



(P„ + Pp)2(? 

•p^ = Fp‘ Wp • p,* 



P® = 







Substituting 

the value of 

Fa 

from Equation ( 1 ) 

V p 




S(7p • pp2 



p2 = 



or 


-p,,® 



P* = 


(5) 

Similarly 

(pT = 


( 6 ) 


Equations (5) and (G) determine the lengths of the semi-minor and 
semi-major axes of the ellipse at 0. 

The ellipse of elasticity for the systerniliPi (Fig. 51) is now fully 
determined. In a like manner the ellipse may be drawn for the 
system AiPiAz by combining the ellipse for AiPi with the ellipse 
for A 2 , and so on. The same operation can be carried out start¬ 
ing from the right abutment. 

Suppose the effect of loads on the arch ^ 4.2 is to be determined. 
The method of doing this is to find the ellipse of elasticity for the 
system A iPi and for the .system A 3 P 2 . (If the entire arch system 
is symmetrical about the center line between piers Pi and P 2 , 
there is a great deal of work saved.) The arch A 2 is then studied 
in the usual way, with the only variation that it is assumed that 
the arch is constituted by its elements plus two ideal elements, 
one on each side of the arch A 2 (Fig. 53), each having the ellipse 
of elasticity as above determined. These ellipses of the ideal 
elements are considered as any other of the ellipses of the arch 
elements. 

Having found by the above method the reactions Rl and Rg due 
to the actions of the elastic systems AiPi and P 2 A 3 respectively 
against the arch A 2 , it becomes necessary to determine wliich com- 
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ponent of Rl belongs to the arch Ai and which belongs to the 
pier Pi. (In Fig. 61 consider Ri the component acting upon Ai, 
and Ri the component acting upon the pier.) This is most 
easily accomplished by means of the three ellipses Oo, Op, and 0, 
already found (Fig. 62). Consider the section A — A as a sec¬ 
tion of the system A iPi under the action of the force Rl. A rota¬ 
tion of this section will be performed about a certain point D 
(not shown), which is the antipole of Ri with respect to the 
ellipse 0. The same rotation of A — A, if we regard A — A as 
the terminal section of Pi, will be caused by a force Ri acting 

along the antipolar line of the same 
point D with respect to the ellipse 
Op. Similarly, if A — A is regarded 
as the terminal section of Ai, then 
the same rotation of this section 
will be caused by a force Ri acting 
Pio. 53 . along the antipolar of D with re¬ 

spect to Oa. With the usual con¬ 
struction for finding polar and antipole, or, what is the same 
thing, for finding antipolar and pole, the lines of action of Ri and 
Ri can bo located. Of course, as a check, the two components 
as found above must meet on R^. A similar method of finding 
components can be applied to the system P 2 A 3 for finding the 
forces acting on Pi and A 3. 

In the case of a bridge of two spans, each arch could bo regarded 
as fixed at one end and supported at the other end by the elastic 
system, including arch and pier. The end arch of a three-span 
structure could be regarded in a similar manner except that the 
elastic system would consist of two arches and two piers. 

It can be readily appreciated that the analysis of a large series 
of arches in the manner above suggested would be exceedingly 
laborious on account of the large number of ellipses of elasticity 
which would need to be determined and the consequent resolving 
of reactions into components. The method may be greatly sim¬ 
plified by the fact that the effect of a load on any one span extends 
principally over the span itself and the two spans immediately 
adjacent. For example, if Ai in Fig. 61 is assumed as an arch of a 
large series of arches, it is permissible for all practical purposes 
to consider the arches Ai and As as fixed at Bi and Bs and to 
analyze arch A* with its supports AiPi and AsPs without regard 
to any of the remaining arches of the system. If the arches are 


/dea/ Element 
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all equal, then the same calculations will serve for any three 
arches of the series. 


It is possible to take into account the stresses in an arch result¬ 
ing from the yielding of the soil beneath the piers due to an eccen¬ 
tricity of the resultant thrust on the base. Knowing E of the 
ground, which is the same thing as knowing the load necessary 
to have the soil yield 1 in., and neglecting the even or horizontal 
displacements of the soil, an ellipse of elasticity may be deter- 


E!I ipse of 
Einsticify due' 
to yielding 






:rr 


Ellipse of E/asticily 
’ of the whole pier 
with respect to fhe 
terminal section A-A 

"Sectional partial 
Ellipses of Elasticity 


Fuj. r>4. 


mined due to yielding. If we call 1 the moment of inertia of the 
supporting surface in contact with the footing of the pier, and Qp the 
amount of yielding found as above, then the expression 

will be the elastic weight to be applied at the center of gravity of 
that section. The ellipse of elasticity of this point (Fig. 54) 
will have only the horizontal axis, since the vertical one will be 
zero on account of tlie assumption that the horizontal displace¬ 
ments may be neglected. 


The method of analyzing a series of unsyminetrical arches with 
elastic piers is the same in principle as the method already ex¬ 
plained for symmetrical arches. A graphical construction is 
convenient, however, to find the lengths and directions of the prin¬ 
cipal axes of an ellipse when two pairs of conjugate axes are known. 
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These principal axes are required in order to use the construction 
of Fig. 38 to find antipoles from polars or antipolars from poles. 
A brief description of the method of combining ellipses for un- 
symmetrical arches will be given. 

Referring to Fig. 55, consider first the arch AB, and let us 
determine a force Fa which will cause the point A to undergo a 
horizontal displacement, without rotation. The line of action of 
this force Fa will be along the conjugate diameter of the vertical 



through the center of the ellipse Oa. The horizontal displace¬ 
ment is equal to 

Fa • K7a- r' • d' 

considering a the antipole of the horizontal through the point 
A, (See Art. 46.) The horizontal displacement of the point A 
due to force Fp is, as before, 

Fp • S(?p • Pp^ 

Fp • • pp^ =-Fa' lGa‘r'-d^ 

Fa • Pp* 


Then 

or 



ARCH ANALYSIS 


165 


If Fa and Fp are prolonged until they intersect, then the resultant 
F of these two forces, the direction of which may be determined 
by means of the above equation, will cause A of the system BAP 
to move, without rotation, through the same horizontal distance 
as the force Fa acting on the system AB or the force Fp acting on 
the system AP. 

Considering the vertical displacement of A, we obtain a simi¬ 
lar equation to the above. The resultant F' of the forces F'a and 
F'p will cause point A of the system BAP to move through the 
same vertical displacement without rotation. 

The two forces F and P'' will cause point A to be displaced along 
a line passing through the center of the ellipse of elasticity of the 
system. Consequently the center of the ellipse is at the inter¬ 



section of the forces. The clastic weight of the system BAP 
may be found in the identical manner previously explained for 
the symmetrical arch and pier. 

The graphical construction of Fig. 55A ^ serves to determine the 
principal axes of the ellipse 0. Considering ellipse 0, the line 
of action of the force F and a vertical (F) through 0 on the one 
hand, and the line of action of the force F' and a horizontal 
(H) through 0 on the other hand, constitute two pairs of conju¬ 
gate elements of the ellipse by means of which the principal axes 
may be determined. 

To find the major and minor axes, describe an arbitrary circle 

‘ Taken from an article by Prof. H. Lossicr of the University of Lausanne in the “Genie 
Civ^’’ volume of 1003. Translation by Mr. Samuel Murcell, Jr., Bridge DesiRninK Engineer 
for City of Chicago. 

16 
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(with center C) passing through 0. This circle will int^sect 
the straight lines F, F, F\ and H in the points A, A\ B, and B' 
respectively. The point of intersection K of the straight lines JL A' 
and BB' will be the center of the figure AA'BB'. Connect points 
C and K and prolong to intersections M and N on the circumfer¬ 
ence of the circle. The two conjugate diameters OM and ON will 
be perpendicular and determine the direction of the principal 
axes of the ellipse. The length of the axes required may be found 
by drawing the tangent t to the ellipse 0, parallel to F. The point 
of contact T of t lies on the vertical F at a distance OT from 0 


equal to i 



1 

la.Ho 


, where H„ is the horizontal projection of 


the force F which causes a horizontal displacement of the point 
O equal to unity without rotation. Let Ti be the point of inter¬ 
section of the tangent t with the axis ON and let T'l b6 the pro¬ 
jection of T on this axis. Then the length of the semi-axis is 


OD = ViPT'MOTi) 


that is, OD may be measured by the length ODi of the tangent 
passing through 0 to the circle described on TiT\ as a diameter. 
The length of the other principal axis may be found in a like 
manner. 

The statements made in the preceding chapter in regard to 
temperature and rib shortening in a series of arches with elastic 
piers should be noted. 



CHAPTER IX 


DETAILS OF ARCH BRIDGES 

49. Spandrel Details in Earth-filled Bridges.—^As stated in 
Art. 3, the filling material in solid-spandrel bridges is held in place 
laterally by retaining walls which rest upon the arch ring. These 
retaining walls may be of either the gravity or the reinforced type, 
or they may consist of thin vertical slabs tied together by rc- 
inforced-concrete cross walls as employed in the design of the 
arch bridge of Chapter IV. In the usual type of solid-spandrel 
construction the sidewalk rests upon the earth filling, which is 
the type shown in Fig. 56. Where the counterforted type of 
spandrel wall is employed, sidewalks are sometimes cantilevered 
beyond the faces of the arch ring, as illustrated in Figs. 57, 58, 



Fia. 56.—^Leonard Street'bridge over Grand River, Grand Rapids, Michigan. 


and 59. The faces of spandrel walls may be entirely plain (Fig. 
57), or panels of approximately a triangular shape may be formed 
either by indenting the portion above the arch ring or by nailing 
beveled strips to the form work with the result shown in Fig. 60. 
Brick and stone are used in some cases as a facing for arch rings 
and spandrel walls. 

Figs. 61A and 6 IB show a portion of a flat arch bridge designed 
for the city of Lima, Ohio. The spandrel walls are of the rein¬ 
forced cantilever type. Other examples of this form of spandrel 
wall and sidewalk construction may be found in Chapter XIII. 

A bridge with gravity spandrel walls is shown in Fig. 62. The 
17 167 
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brick facing for the arch ring and the ^ cast concrete and brick 
belt courses should be noted. The spandrel walls rest partly 
on the brick facing and partly on the concrete portion of the arch, 



Courtmi of Mr. Daniel B. Lulen, ContaUing Bngineer, Indianapolis. 

Fig. 57.—Bridge at La Junta, Colorado. 


and are keyed into the concrete portion by means of a projection 
which fits into a 6 in. by 12-in. groove in the arch. 

Engineering and Contracting, issue of Oct. 7, 1914, describes 
the character of the cast concrete and brick masonry as follows: 
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“The cast concrete blocks for the belt courses and copings are com¬ 
posed of 1 part cement and 3 parts crushed stone chips, the chips being of 



Courtesy of Mr. Daniel B. Luten, ConauUing Engineer, Indianapolia. 

Fig. 58. —Washington Avenue bridge, Elyria, Ohio. 


such sizes as to pass through a |-in. mesh screen. Waterproofing 
material is incorporated in the concrete of the cast stone. After being 



Fig. 69.—Adams Street bridge, Troy, Ohio. 

cast from 40 to 60 days, all exposed surfaces of the stones were dressed 
with six-cut bush hammeih. The cast concrete blocks are laid in 1:2 
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Courtesv of Mr. Daniel B. Luten, VonauUing Engineer, Indianapolis. 


Fia. 60.—Georgetown bridge over Wabash River, Georgetown, Indiana. 
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Portland ccmont mortar, with joints of not more than 1 in. Before 
the mortar had set the joints were raked out for a depth of 3 in. and 
pointed with 1:1 Portland cement mortar. 

“The bricks used for facing the arch rings and for the ornamental 
courses are up-and-down, hard-burned, dark, water-struck bricks. They 
are laid in 1:3 Portland cement mortar, except the outer 4-in. faces 
where “ Puzzolan" cement is used. One pail of lime putty was allowed 
to be added for each barrel of cement.” 

A counterforted type of spandrel wall is shown in Fig. 63. 
These walls are 12 in. thick and arc reinforced on both faces with 
a double system of rods. The counterforts occur at about 9-ft. 




Qnd Kolf Lon^i'tudinol Ssetton of TG-S** Cfintraf Span * and Half Longitudinal Section 



Half CroM Section ot Crown o# 7iS'-*d^C«ntrat Spon 

Fio. 62.—Details of Ijarz Anderson bridge over the Charles lliver, Cam¬ 
bridge and Boston, Mass. 


intervals, and cantilever brackets are placed at these counterforts 
to support the sidewalks. The following description is taken 
from Engineering Record, issue of February 22, 1913. 

“The entire width of the arch ring between outside faces of spandrel 
walls is 35 ft., and the roadway above is 39 ft. wide, thus giving an 
overhang of 2 ft. on each side of the bridge between the curb lines. This 
2-ft. ovefhang constitutes the concrete gutter of the roadway and, as 
such, will be subject to heavy concentrated wheel loads coming upon the 
cantilever section. It was, therefore, built as a heavily-reinforced 
concrete beam. This beam is 2 ft. 9 in. wide, having a depth of 16 in. 
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at the spandrel wall and 10 in. at the curb, and is reinforced with four¬ 
teen J-in. rods, with additional reinforcement at the brackets. 
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Fig. 63.—Countcrforted spandrel wall, highw'ay bridge at Aiisonia, Conn. 



Elevation 

Fig. 644.—^Elcvation of west end of Olentangy River bridge on King 

Avenue, Columbus, Ohio. 


“The bridge is designed for trolley traffic, and provision is made for 
the trolley poles by anchoring sections of 10-in. cast-iron waterpipo in the 
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Fia. 64C.—Details of Olcntangy River bridge on King Avenue, 

Columbus, Ohio. 
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Fig. 66.—Details of stone facing of Michigan Street bridge over St. Joseph 

River, South Bend, Ind. 
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brackets of the piers and abutments. Drainage is provided by means 
Qjf 6-in. cast-iron drains in the gutters over the piers.” 

Details of the arch bridge over the Olentangy River on King 
Avenue, Columbus, Ohio, is shown in Figs. 64^, 64R, and 64C. 
The type of spandrel walls without pilasters over piers should be 
noted. Since the space beneath each sidewalk is hollow, the 
inner wall was designed as a slab with the principal steel placed 
horizontally between cross walls. The longitudinal walls under 



Section B-B 

Fia. 66.—Details of expansion joint in liigliway areli 1)ridgc over Chatta¬ 
hoochee River at Columbus, Georgia. 


the car track were employed to prevent the usual settlement of 
the track when laid on a new fill. The tics were laid directly on 
top of these walls and earth filling was dumped both sides of, 
and also between, the longitudinal walls. 

An earth-filled arch faced entirely with stone is shown in Fig. 
65. The bonding irons should be noted. 

Drains should be placed on each side of the roadway of a con¬ 
crete bridge at intervals of 30 to 40 ft. when the roadway is level 
and about every 100 ft. when on a grade. These drains should 
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Section D-D 

Fia. 68-A.—Details of the Dallas-Oak Cliff viaduct, Dallas, Texas. 
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have a diameter of not less than 3 in. The minimum area of a 
drain in square inches may be computed by the formula 

_ A 
~ 200 

where A — area of the surface drained irj square feet. 







io-e"Fol. 


2^ Grade 


. .. no'-o’~ . 

r ^ M.L.yK £/ey. 177.68 __ 

Longitudinal Section 



Half Section through Crown of IlO-tbot Arch 
Fia. 69.—Details of Penn Street viaduct, Reading, Pa. 


For remarks concerning expansion joints, sec Art. 32. One 
type of expansion joint in a simple cantilever wall is shown 
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Fia. 70.—Bridge over Saskatchewan River at Saskatoon, Canada. 
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Fia. 72.—Bridge over ravine on Mississippi River Boulevard, 

St. Paul, Minn. 
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Fig. 73.—^Highway bridge at Covington, Ohio. 



Fia. 74.-^Third Street bridge, Dayton, Ohio* 
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in Fig, 66. Other types of expansion joints may be found in 
Chapter XIII. 



Fig 75 —BndRe over Great Miami River at Dayton, Ohio. 





Courtem of Mr W C Qtffdt 

Fig 76—Interurban railway bridge over Grand River, Grand Rapids, 

Miehigan. 

60, Spandrel Details in Open-spandrel Bridges.—^The general 
types of open-spandrel bridges have been described in Art. 3. 
Figs. 67 to 72 inclusive will serve to illustrate details of some of 
these types. Other details may be found m Chapter XIII. 
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Fig. 67 shows a full-barrelled arch reinforced with typical Melan 
trusses made up of 3 in. by 3 in. by yVin* angles and 2\ in. by i-m. 
lattice bars. The floor system is carried on a series of transverse 
spandrel walls and the floor slab is provided with expansion joints 
as shown. The sidewalks leave an overhang of about 3 ft. and 
are supported on cantilever brackets. The cantilever section of 
the sidewalk is cast in units 5 ft. long and laid in place. Tile 
conduits are provided under each sidewalk for the necessary wires, 
and a 4-in. gas pipe and 12-in. water main are laid in specially- 
designed reinforccd-concrete troughs beneath the roadway. 

Transverse spandrel walls with openings to save material are 
shown in Figs. C8A and 685. The method of carrying the side¬ 
walk should be noted. 



I’ld. 77.—Abutment of causeway arch construction, Galveston, Te.\as. 

The details of the ribbed arches in Figs. 69, 70, 71, and 72 
should n(.‘ed no explanation. Fig. 73 shows a ribbed tirch struc¬ 
ture in which the ribs extend up to the floor level throughout each 
entire span. 

The curtain walls between columns in Fig. 70 were considered 
simply as a bracing system. The columns were designed to carry 
all loads, but doubtless the curtain walls help to distribute the 
total loading. In taking the loading for the arch rings, it was 
assumed that the loading from columns was equally distributed 
over 12 ft. of arch ring instead of having two loads concentrated 
on an arch ring 16 ft. wide. 
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61. Piers and Abutments.—The resistance offered by piers 
to the passage of water varies with the type of starling. Ex¬ 
periments show that the value in this respect of the different 
shapes of piers is in the following order: first, elliptical hori¬ 
zontal sections; second, rectangular body with starlings formed 
by two circular arcs, tangent to the sides and described on the 
sides of an equilateral triangle; third, rectangular body with 
semicircular starlings; fourth, rectangular body with triangular 
starlings, the angle at the nose being 90°; and fifth, rectangular 
body without starlings. Kers of the third t 3 rpe mentioned are 
shown in Figs. 74, 75, and 76. Other types may be found in the 
many illustrations scattered throughout the book. 



Fig. 78. 


The ordinary type of abutment in earth-filled arches is shown 
in Plate I, Chapter IV. What might be called a buttressed abut¬ 
ment is shown in detail in Fig. 645. Fig. 77 represents a very 
wide abutment in which a network of rods has been employed to 
make the entire abutment act as a unit. Hollow piers for 
ribbed-areh structures are shown in Figs. 69 and 70. See Chapter 
XIII for other examples of cellular construction. 

62. Railing and Ornamental Details.—common type of spin¬ 
dle balustrade is shown in Fig. 78. In such railings the spindles or 
balusters are usually the only members which are not cast in place. 
Expansion joints should be provided each side of the posts and 
also over the spandrel joints. Railing and ornamental details 
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of various kinds are shown in Figs. 61fi, 64C, 67, 685, and in 
Chapter XIIL 

A typical unit-built handrail is shown in Figs. 79 and 80. 
This particular design was used on the viaducts of the Kansas 
City Terminal Railway Company. The following description 
of the design and construction of this railing is taken from the 
Engineering Record, issue of Dec. 19, 1914: 

“The railing consists of a top and bottom rail set parallel to the pave¬ 
ment and grooved to receive the 3f in. by 5-in. spindles, which are set 



Courteay of Horton Concrete ConHruetion Co,, Kansas City. 


Fio. 80.—Unit-built handrail on Kansas City viaduct. 

truly vertical, regardless of the grade of the rails. For this purpose the 
tops and bottoms of the spindles are shaped to the required angle. 

“The panels between the hollow posts are usually 20 ft. long, but 
vary from 10 to 22 ft. The bottom rail rests on blocks 3 in. above the 
floor to give a detached appearance. Both rails extend into the post 
beyond the post shell. Projecting reinforcing rods in the rails entering 
from the high side, bond with the green concrete subsequently filled into 
the posts, but an expansion joint has been secured on the opposite and 
lower side of the post by wrapping the rail ends in tar paper. 

“A basket reinforcement of four J-in. rods wrapped with No. 2 wire 
cloth has been provided for the post shells, which are covered with a cap 
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j 

held down by a wire embedded in the cap during its construction. This 
wire was forced down into the soft concrete after the shell was filled. 

“Separate members were cast near the slab plant used to construct 
the large units for the subways, as described in the Engineering Record 
of Aug. 30, 1913, page 288. A pug mill, steam house, and gantry crane 
comprised the equipment. The pug mill was used to obtain uniformity 
of mixture, as mortar in it could be observed and the foreman was relied 
upon to obtain the proper consistency. Wood forms were employed to 
prevent craze and sand marks. In cold weather the steam house facili¬ 
tated setting, while in summer 45 minutes in the steam retarded setting 
a sulficicnt amount to avoid crazing. The aggregate consisted of 1 part 
cement, 2^ parts Kaw River sand, considered exceptionally good, and 1 
part of crusher-run soft native limestone passing a |-in. mesh. All 
measurements were made by hand in a 1-cu. ft. box. 

“The rails were turned upon a sand cusliion 24 hours after being 
poured. The ix)ats were cast at three separate pourings so .that shrink¬ 
age would not crack them at the points of top and bottom enlargement.” 



CHAPTER X 


CONSTRUCTION OF ARCH BRIDGES 

No attempt will be made in this chapter to describe at length 
the character of the materials required for concrete; the kind of 
lumber to use for forms; the types of forms for ordinary column, 
beam, and slab construction; the methods of bending and placing 
reinforcement; the proportioning, mixing, and placing of con¬ 
crete; the finishing of concrete surfaces; or the various methods of 



Courteiy of Mr. Daniel B. LtUen, Conirultino Engineer, Indianapolie. 


Fig. 81.—Harford Avenue bridge over Herin^ Run, Baltimore, Md. Showing 
method of constniction of arch ring m longitudinal sections. 

waterproofing. These subjects are all treated in detail in Volume 
II. Special consideration, however, must be given in this volume 
to the methods of arch construction; the centering for arches; 
and the forms for spandrd walls, piers, and abutments. 

63. ^rch-ring Construction.—Arch rings with span lengths less 
than about 90 ft. are usually constructed in longitudinal ribs 3 or 
4 ft. wide (Figs. 81 and 82), or in fact of such width that one 
entire rib can be poured in approximately 1 day’s time. In 
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ComUty of Mr Damd B Luten, Conaulttny Enotneor, Indianapolu < • i -x j* i • 

Fio. 82.—^Elizabeth Avwiue bridge, Charlotte, North Carolina. View showing arch wncreted in lo^tudinal nn^; rein- 
forcement in place for one 12-ft concentric ni^. Forms constructed for spandrel wall. 
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4 



Ceurtety a/ Mr, N, 8. Sprague, SupenrUmdeni, Board of PubUe Work.*, PitUburgh. ^ n 

Fig. 83.—Construction view of the Haights Run bridge, Pittsburgh, Pa. 
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narrow arches the entire a^ ring is sometimes poured at one 
operation. This method of construction has been successfully 
used for much greater spans than 90 ft. but, unless special care 




is taken to make the centering very stiff, the construction of any 
one rib may deform the arch center to such an extent aiS practi¬ 
cally to strike the center under the completed ribs. Of course, 



the ribs should be poured continuously from each abutment to¬ 
ward the crown so as to obtain a symmetrical loading on the false¬ 
work and thus eliminate distortion of the centering as far as 
possible. 
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Courtesy of Mr, Charles W. Cole, City Engineer, Mishawaka, Ind. 

Fia, 87.—Construction view of North Michigan Street bridge, South Bend, 

Indiana. 



Courtesy </ Mr. Charles W. Cote, City Engineer, Mishawaka, Ind. 

Fia. 88.—Construction view of North Michigan Street bridge, South Bend, 

bidiana. 
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For spans of 90 ft. or over it is usually preferable to construct 
an arch ring or arch rib by what is known as the alternate block 
or voussoir method. The arch is constructed in transverse blocks 
(Mg. 83) of such size that each block can be completed at one 
pouring, or with about a day’s work. Obviously this method 
reduces shrinkage stresses in the arch ring to a minimum. 



CourUay of Mr CheurUa W. Cole, C\ty Engineer, Muhavxika, Tnd 
Fig 89 —Construction view of North Michigan Street bridge, 

South Bend, Indiana. 

For the best results the blocks should be poured in such order as 
to give a uniform settlement of the centering, and also prevent the 
crown of the arch from rising as the lower arch loads are placed. 
If blocks close to the crown section are not placed before the blocks 
at the haunch and springing sections, the centering will rise at the 
crown and the placing of the crown loads will be likely to cause 
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cracks at the middle of the haunch. Even in the construction 
of an arch by the loi^itudinal rib method, a temporary loading 
of the crown is often necessary. 

The order followed in the construction of the Philadelphia and 
Reading R. R. bridge across the Delaware River at Yardley, Pa.— 
an earth-filled bridge with dear span of 90 ft. 9-in.—is shown in 
Fig. 84, the sections being concreted in the alphabetical order 
shown. The section D is the keying section, and the section E 
a haunching section (quite unusual construction) which was added 
after the lower portion of the arch ring was completed. The part 
of the arch ring close to the sprii^ng lines was placed monolithic 



Courtuy of Mr. CharUa W CoU, City Engineer, Mxahawaha, Ind. 

Fia. 90.—North Michigan Street bridge. South Bend, Indiana. Reinforce¬ 
ment bupportect in place. 


with the piers and abutments, making what is called an umbrella 
form for the piers. In large arches this umbrella type of con¬ 
struction is frequently adopted. The pier forms in such cases 
are more expensive, but this increase in expense for the piers is 
usually more than offset by the saving in the falsework for the 
arch ring: 

Fig. 86 showrf the method of constructing the Larimer Ave. 
bridge at Pittsburgh—a bridge of the open-spandrel type, with 
two ribs, having a clear span of approximately 300 ft. The 
blocks were placed in alphabetical order and later the keys be¬ 
tween them were concreted to make the closure. 
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CONSTRUCTION OF ARCH BRIDGES. 

In conducting an arch rib or arch ring by the alternate block 
method the individual sections or block spaces are closed off 
at the ends by timber bulkheads. On the steepest slopes of the 
lagging these bulkheads adjoining keying sections are held in 
place by temporary struts between voussoirs. A top form is 
usually needed for the block sections near the piers and abut¬ 
ments. This top form should be laid up as the concreting 
progresses. Mg. 86 shows a top form being used in the con¬ 
struction of an arch ring by the longitudinal rib method. 

If arch reinforcement for large arches is put in place in long 












Courtety of Mr. Charles W. Cole, City Engineer, Mishawaka, Ind, 

Fia. 91.—North Michigan Street bridge, South Bend, li 


Michigan Street bridge. South Bend, Indiana, 
ment in placo held by overhead timbers. 


Beinforce- 


lengths, the settlement and deformation of the centering during 
the pouring of the concrete will cause buckling of the steel which 
will prevent the reinforcement from lying in its theoretical posi¬ 
tion. For this reason steel lengths should not exceed about 30 ft. 
and the splicing should occur in the key ways. An effort should 
be made to stagger the splices of adjacent rods and to locate 
the splices where the tension in the steel is a minimum. 

Figs. 87 to 92 inclusive show the reinforcement in place in the 

North Michigan Street bridge at South Bend, Ind. The lower 

steel was wired together and blocked up as shown in Fig. 87; 

props were then erected for the upper steel (Figs. 88, 89, and 90); 

after which the diagonal rods were placed. Instead of knocking 
10 
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out these blocks and spacing boards as the concrete was brought 
up (a method sometimes followed), all the wood used in erection 



Courtesy of Mr, Charles W. Cole, CUy Engineer, Michawalca, Ind. 

Fia. 92.—North Michigan Street bridge, South Bend, Indiana. Concrete 

being put in place. 



^ Fia. 93.—^Arch reinforcement held in place by being wired to transverse 
timbers supported above the surface of the finished concrete. Bridge of 
Luten Design. 


was removed before concreting was started and the system of rods 
was held in place by being wired to transverse timbers supported 
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r 

above the surface of the finished concrete (Fig. 91). By this 
method the likelihood of disturbing the steel during the pouring 


4 ' / 





CourUay of Mr. Danid B. Luten, Consu^ng Engineer, Indianapolia. 

Fig. 01.—Bridge over Saskatchewan River at Saskatoon, Canada. 

reinforcement in arch ribs. 


Placing 








Courteey of Mr. Daniel B. Luten, Consulting Engineer, IndianapoHs. 

Fta. 05.—Bridge over Saskatchewan River at Saskatoon, Canada. Rein¬ 
forcement in place on one of the arch ribs. 


of the concrete was reduced to a minimum and, of course, there 
was no chance of trouble arising from failure to remove all the 
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spacing blocks. Tbe bridge in question has a stone facing. 
Some of the stone work may bo seen in place in Figs. 87,88, and 



Courttsy of Mr Daniel B Luten, ConsttUiTig Engineer, Indianapolis 
ria. 96.—Bridge over Saskatchewan River at Saskatoon, Canada Arch 

rib ready for concreting. 


89. Narrow gauge distributing track should be noted, also 
longitudinal bulkheads used in the longitudinal rib method of 
arch-ring construction. Fig. 93 shows a similar method of hold- 



1 

j 

I_ 


CowrUsy of Mr Daniel B LiUm, Consulting Engineer, Indtanapolu 

Fio 97 —Construction view of bridge over Soskatchewen River at Saska¬ 
toon, Canada. 

t 

ing steel in position employed in a Luten Design bridge (see 
Chapter XII) at Collinsville, Ohio. 

Figs. 94,95, and 96 jihow the placing of reinforcement in a two- 
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ribbed open-spandrel arch bridge at ^katodn, Saskatchewan, 
Canada. Two tracks were used for distributing materials, one 


CowUty of Mr, Danid B. Jjutm, ConaulHng Enginwr, IndianapeHa. 

Fia. 98.—Bridge over Saskatchewan River at Saskatoon, Canada. Placing 

concrete by hoist and chutes. 



Cowrteou of Mr. A. P. Linton, Aftt. Chief Engineer, Board of Highway CommUsionera, Saak. 


Fia. 99A .—Pneumatic mixing plant at bridge over Saskatchewan River, 
Saskatoon, Canada. View showing hopper for measuring gravel; tank for 
measuring water; method used in handling cement; pneumatic mixing 
machine; and pipes leading to discharge box. 

just above the spring line shown in Fig. 94, and another on top of 
the arches (Mg. 97). ^The major part of the concrete for this 
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Courteny of Mr. A. P. lAnlon, Aas't, Chief Engineer, Board of Highway Commimiioners, Saak. 
Fig. 99B.—Pipe liae from pneumatic mixer at bridge over Saskatchewan 
River, Saskatoon, Canada. Notice discharge box. (Trouglis are not 
shown in tliis view.) 



Courteay of Mr. Daniel B. LiUen, ComvJting Engineer, IndiampoUa. 

Fig.' 100,—Bridge over Saskatchewan River at Saskatoon, Canada. 

General construction view. 
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bridge was placed by compressed air; the remainder by hoist and 
chutes (Fig. 98). In Fig. 99A is shown the pneumatic mixing 
plant used in the construction of this bridge with pipes leading to 
discharge box on the upper material track (Figs. 97 and 995). 
Troughs leading from the discharge box to the work are shown 
in Fig. 97 but not in Fig. 995. In Fig. 99A should be noted 


Form'. 


Concrete 
Spacing 
Block \ 


d "Extrados Ifeimbrcemenf 
wired to etirrvp 

''‘"Stirrup bent as ^own 

- i^^^infrados keinibreemerrt 

wired to stirrQp 


Fig. 101. 



Form-’ 


the hopper for measuring gravel, tank for measuring water, and 
method of handling cement. A general view of the Saskatoon 
bridge during construction is shown in Fig. 100. 

The short radial rods in the arch ring, shown in Figs. 95, 96, 
and 101 were not looped around either upper or lower steel, 



Covaiety of Mr. Daniel B. LiUen, ConaulHng Enyineer, Indianapolis. 

Fig. 102. —^Timber falsework and centering for arches. Bridge over 
Saskatchewan River at Saskatoon, Canada. 


but simply wired thereto. They were intended simply for 
framing. 

When steel ribs (either rolled sections or built-up lattice girders) 
are used as arch reinforcement, great care should be taken to fix 
the ribs in the proper position, and in this position they should be 
braced until the concrete is placed. The use of such ribs is known 
as the Melan system. . 
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64. Centering.—^The bent type of timber fakework (Figs. 102, 
103,104, and 105) is the type of centering generally employed in 













. ■* t. ; * 


VouTtety of Mr. Daniet B. Luten, ConsuHmg Engineer, Indkmapiloa. 

Fig. 103,—^View of upper part of centering. Bridge over Saskatchewan 

River at Saskatoon, Canada. 


arch construction except where a deep gorge is to be spanned or 
where a large clearance under the arch is necessary while the 



Courtety of Mr. N. S. Spragtu, Superintendenit Dep’t. of Public Worka, PiU^rgh. 

Fig. 104.—Centering for Meadow Street bridge, Pittsburgh, Pa. 


bridge is under erection. Timber arches, Howe trusses, and bow¬ 
string trusses arc sometimes employed when it is impossible to use 
the bent type of centering, but these forms are expensive to build, 
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deform badly under loading, and have but small salvage value* 
(Fig. 106 shows a combination of the bent and Howe-truss types 
of centering.) Before using any of these types, consideration 
should be given to the use of steel centers (Fig. 107); or, in some 



Courtesv of MarmetU Cement lifg. Co. 

PiQ. 105.—Centering for Grand Avenue viaduct, Milwaukee, Wis. 


cases, to the use of suspended centering (Figs. 108, 109, and 
110), if the writer may be permitted to refer in this manner to 
patented methods of arch construction. In some special cases 
the arch reinforcement may, with economy, be built as an arch 
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to carry a suspended arch form together with the dead load of the 
wet concrete (Fig. 111). 




Courtety of Mr. N. S. Sprague, Superintendent, DepH. of Public Works, Pittsburgh. 

Fia. 106.—Centering for Atherton Avenue bridge over Kttaburgh Junction 

R. R., Pittsburgh, Pa. 



CourlMV of Mr. AT. S. Sprague, Superintendent, Dep't. of Public Works, Pittsburgh. 

Fig. 107.—^Stecl centering for North Side Point bridge, Pittsburgh, Pa. 


** 

Timber Centers .—A simple and common form of timber center¬ 
ing for arches of low rise is shown in Fig. 112. The lagging had 
not been placed at the time this photograph was taken, but some 
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of the joists for supporting the lagging were already in place. 
The joists, of course, extended from abutment to abutment and 
were supported by transverse bents of round timber resting on sills 
the full length of each bent. The falsework rested on the con¬ 
crete floor of a spillway channel so that mud sills, piles, or special¬ 
ly-constructed concrete footings were not necessary. Wedges 







Courieay of Mr. Philip AyleU, Civil Stxgineer, St. Louia. 

Fig. 108.—Construction view of Chickahominy River bridge near Rich¬ 
mond, Va. Suspended centering in place. 

were placed at the bottom of the posts so that the center might be 
lowered conveniently after the arch ring was completed and ready 
to bear its load. Fig. 113 shows a similar type of centering partly 
removed. In the constructing of this bridge, however, the wedges 
were placed at the top of the posts, as can be plainly seen in the 
illustration. 
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Timber centering varies so greatly in design to meet different 
conditions, that plans and photographs of a number of centers 
which have actually been built, with a/ew statements (quoted or 
otherwise) concerning each, will do more to give the reader a 
clear idea of this type of construction than any general descrip¬ 
tions which might be given. 

The centering used in the Third Avenue bridge at Cedar 
Rapids, Iowa is shown in Fig. 114. In a paper presented before 
the Western Society of Engineers, April 13, 1914, Mr. Barton J. 
Sweatt described the construction of this centering as follows: 

‘^The falsework for supporting the arches consisted of pile bents, the 
first bent being 6 ft. 6 in. from the face of piers and abutments, the 



CowlMy of Mr. Philip Aylett, Civil Ertyineer, St. Louxa, 

Fig. 109.—Pro-casted voussoir method of arch construction. 


second bent 12 ft. 6 in. from the first, and the intermediate bents were 
14 ft. 6 in. centers. Oak piles were used and as a rule were driven to bed 
rock, the spacing was 6 ft. 0 in. for the three outside piles and 8 ft. 0 in. 
for the intermediate. The caps used were 12 in. by 12-in. yellow pine, 
false caps 6 in. by 10 in., joints 4 in. by 14 in., spaced 24 in. on centers 
and the lagging was 2 in. by 8 in. The proper curve for the intrados was 
obtained by the use of 2-in. strips cut to the proper curve and tacked to 
the regular joists. Oak wedges were used between the main and false 
caps, 'l^ese wedges were placed in pairs and spaced about 4 ft. apart. 
Small wedges were used under the ends of the joists to bring them to the 
proper height. 

“In constructing the centering, an allowance of in. was made for 













CavfUtjt of the Straum BaoaUt Bndoe Co, Ckxeogo 

Fig. 110.—Strauas system of bridge construction 
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camber and in. for settlement after the centering was removed. The 
actual settlement of the crown after removing the centering was ^ in.” 

An article in Cement Age, March, 1*912, describes the construc¬ 
tion of the centering shown in Fig. 115 in the following manner: 



Conrlenv of Mr, John P, Skinner, Prin. Aaa’t. Engineer, DepH. of Engineering, CUy of 
Roeheeler. 

Fio. 111.—Bridge at Central Avenue, Rochester, N. Y. Structural rein¬ 
forcement and arch-rib forms in place. 

“The centering for the arch consisted of four pile bents of four piles 
each, and two center pile bents of five piles each. These bents were 
capped, top of caps being elevation of spring line of arch, and four lines 
of 6 in. by 8-in. stringers were placed continuous from abutment to abut¬ 
ment, the ends, at elevation of the spring line bearing 4 in. on the concrete 
abutments. At completion the ends of stringers were bored out and the 
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holes in the abutments filled with concrete. On these four fines of 
stringers were placed a set of pine wedges over each pile, there being 
four and five sets of wedges to each bent; 3 in. by 12-in. timber was laid 
on the wedges over each berit through the width of the arch. On these 
3 in. by 12-in. timbers, the arch bents were erected, each having four and 
five 6 in. by 8-in. vertical posts V-braced, with 6 in. by 8-in. caps set edge¬ 
ways, top of caps 12 in. below intrados of arch. On these caps were placed 
2 in. by 12-in. ribs, dapped to take square bearing on caps. These ribs 
v/ere placed 18 in. centers across the arch and were cut from timb^ of 



Fio. 112.—Common form of timber centering for arches of low rise. 


sufficient dimensions to make them lap over alternate caps. The ribs 
were covered with 2-in. planking to form the intrados of the arch. 

“A very simple and accurate method of laying out the ribs was used 
which consisted of laying out the full-size arch intrados radii on a level 
place near the bridge site. The timber for the ribs was, therefore, 
marked by a full-size drawing. Probably the most interesting feature 
of this arch centering was the simple straight work giving maximum 
strength and maximum safety in every respect at the lowest cost. The 
five steel floor beams of the old bridge were utilized to make an 18-ft. 
clear opening of maximum height in the centering. This was econom¬ 
ical, as it saved one pile bent and one centering bent, but its main 
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purpose was to allow drift to pass through in case of high water during 
construction.” 

Figs. 116, 117, 118, and 119 show timber centers similar to the 
one just described. 

A patented type of centering is shown in Fjgs. 120il, 120B, 120C, 
and 120D, known as the Luten arch centering (see Chapter XII). 
The idea in this center is to dispense with the usual wedges em¬ 
ployed in lowering the falsework. The top part of the uprights 
consist of two thin members with major dimensions transverse 



Courtesy of Maryuette Cement Mfg. Co. 

Fi«. 113.—Centering for arches of low rise, Grand Avenue viaduct, 

Milwaukee, Wis. 


to each other. These are arranged in the form of a T-column, 
and wired together at frequent intervals. Each member sepa¬ 
rately is made too light to carry its loading so that clipping the 
wires permits each member to buckle, which lowers the center. 
Fig. 120B' shows the first stage in construction. The joists are 
nailed Jbo the uprights which consist originally of only one 
member each. The transverse members of the uprights are then 
added to form the T-colurans. The V-bracing is put in posi¬ 
tion after all the joists and uprights are in place. 
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Mr. W. W. Washburn in an article in Concrete-cement Age, 
August, 1914, writes as follows in regard to the centering shown 
in't’ig. 121: 



AH lumber io be Yellow Pine unless 
otherwise stated ■ AH bolts, ^"’wHh 
two standard C. / washers ■ Lading to be 
matched and dressed to a uniform thickness 
so as to form a smooth and frtx surface 
^1 taking to be k‘*4* longue and groore 
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I 
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Fit 4* Lagging 


wedge 
(^White Oak) 
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avjif1irTinpininMnnoM:iiniriir^^ 


efx s'ki-6'' 
WhtreOak 



'8x4\l'0^ 
White Oak 
wedges 


* Section a-a 

Fig. 117.—Details of arch centers for Center Street bridge, 

PhilUpsburg, N. J. 

“Since Buffalo Bayou is a navigable stream, it was necessary to 
leave an opening in the arch centering for the passage of tugs and boats 
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during construction. This opening was 24 ft. vertically above average 
water level and 38 ft. wide. Protection piles on each side of the passage¬ 
way were necessary, consequently the total span of the opening in the 
arch centering was 49 ft. To carry the load over this opening nine 
30-in., 2()0-lb. I-beams were used. These I-beams will be used in the 
construction of other bridges. 

“Ijongitudinal bracing was arranged so as to counter, as much as 
possible, the ‘bucking up’ tendency of the centering at the crown as the 
arch was concreted. On account of the arch being skewed, special 
study was given during the placing of braces, etc,, so as to take care of all 
side thrusts. Struts were placed diagonally between bents at right 



jf aair, cn 

Fia. 119,—Falsework for bridge over Big Muddy River, I. C. R. R. 


angles. Spacing of centering piles was such that no pile received a load 
of over 12 tons.” 

Tiralicr centering for a bridge over railroad tracks at Fall River, 
Mass., is shown in Fig. 122 and described in Engineering Record, 
issue of April 26, 1913, as follows: 

“In building the arch centering it was necessary to provide for 
certain requirements that necessitated a design similar to the one shown 
in the accompanying drawing. 

“These requirements called for an overhead clearance of 18 ft. at a 
point 11 ft. 3 in. from the property line, a clear span of 40 ft. between 
inside vertical posts, and a minimum clearance of 16 ft. from the top of 
rail to the under side of the truss. The work had to be conducted with¬ 
out interruption of train service. The uprights supporting the centering 
were carried on concrete mud sills and 2-iu. tongue-and-groove laiqi^ing 





















I 


REINFORCED CONCRETE CONSTRUCTION 



Fig. 120A.—Centers, of Luten Design for Cicott Street bridge over Wabash River, 
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Pig. 120B.—^Luten arch centering. 
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was used over the entire arch ring. The centering was designed for a 
deflection equal to one eight-hundredth of the span.” 

In the construction of the Haights Run bridge shown in Fig. 
83 the'two arch ribs were constructed in sections and each section 
cast at one operation. The false work consisted of braced timber 
posts suppqrting I-beams which carried the lagging for the arch 
ribs. All adjustments for the arch rib were made by wedges 
immediately under the I-beams. Two bents of posts of the false 



Pig. 1201).—^Luten arch centering. 


work were located under each section of the arch rib, and located 
so that the center of gravity of the section fell bctw'een the posts 
which were braced together like a single tower; thus each section 
of the rib was, independently supported and adjusted. In de¬ 
signing the falsework no soft lumber was subjected to cross-grain 
fX)mpression, hard wood being used for sills and caps. Posts and 
bracing were of yellow pine. 

Figs. 123il and 12313 show the type of arch centering used in 
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constructing a three-ribbed arch on the Mississippi River Boule¬ 
vard, St. Paul, Minn. Boxing for the ribs is also shown. 

In Figs. 124A and 124B a bent type of centering is shown, but it 
should be noted that the portion of the center above the post 
caps (which were placed at about the level of the springing line) 
was framed and erected in a similar manner to a trussed center. 
The additional carpenter work required on this type of centering 
over the ordinary bent type is likely to make this form uneconom¬ 
ical, except perhaps in special cases. 

Posts in timber centering have sometimes been placed approxi¬ 
mately normal to the arch soffit, but such instances are quite 
rare. Since specially-constructed footings are necessary for 
inclined members, this form of center may be used economically 



Fio. 122.—Highway bridge at South Park, Fall River, Mass, over traeks 
and right-of-way of the N. Y., N. H. & 11. R. R. 


only when rock or other suitable foundation lies near the ground 
surface. 

Sand boxes have been used to a very limited extent in this 
country in place of wedges for the striking or lowering of arch 
centers. These boxes have given satisfaction in most instances, 
but great care must be taken to keep the sand dry while the arch 
ring is being constructed. This type of lowering device is ex¬ 
pensive, but the extra first cost may be offset in large arches by 
the high cost of striking wooden wedges. 

The chief disadvantage of using sand boxes lies in the fact that 
the sand will compress as the weight on the centering increases. 
The amount of this compressibility is considerable, greatly in¬ 
creasing deflection unless the sand is put under an initial com¬ 
pression, which is seldom feasible. 
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Elevation Section on Center Line 

Fig. 123a .—Centering for bridge over ravine on Mississippi River Boulevard, St. Paul, Minn. 
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A sand box used in the main arch of the Edmondson Avenue 
bridge, Baltimore, is shown in Fig. 125. The center was lowered 
by allowing the sand to run out through a 1-in. circular hole in 
the oak bottom of the steel-plate cylinder. This hole was closed 
by a wooden plug while the centering supported its load. A dis¬ 
advantage in the use of sand boxes lies in the fact that the cen¬ 
tering cannot be raised before the arch ring is poured in order to 
adjust the top members to the curve of the arch intrados. 

In the design of large arch centers an uncertainty exists regard¬ 
ing the pressures from voussoirs placed on the steepest portions 
of the lagging. Either of two assumptions are usually made as to 
the forces acting on the centering due to the weight of such vous¬ 
soirs. In the common method of design, the assumption is made 


2^x4* 



that the centering sustains only the radial components of the 
voussoir weights, the tangential components being resisted by 
temporary struts between voussoirs so as to be transferred to 
the abutments. The more accurate method is to assume that 
tangential pressures (in addition to the radial pressures) act on 
the centering which, from any voussoir, may be as great as the 
product of the radial component and the coefficient of friction 
between the voussoirs and lagging. The original tangential com¬ 
ponent is then reduced by this amount. 

Since a timber center is only a temporary structure and has a 
high salvage value, great accuracy in the design of the separate 
members is not necessary. The method of design need only be 
such that the size of each member is well on the safe side. Then, 
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too, rigidity is quite as important as strength, so that all things 
considered, close figuring is out of the question. Obviously the 
weight of centering may be omitted except for high arches. For 



Fio. 124.4.—OenterinR for High Street bridge, Hamilton, Ohio. 


the method of designing lagging, joists, and posts see Art. 88, 
Volume II. 

As a rule, only hard wood should be used for caps and sills. 



Fio. 124cB .—Centering for High Street bridge, Hamilton, Ohio. 


although long-leaf pine may be sufficiently hard in many cases. 
Wedges, however, should be made of hard wood without exception. 
It is always advisable to reduce the number of joints in side-grain 
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compression to a minimum on account of the low bearing value of 
timber across the grain. Steel distributing plates are of advan- 
ta^ in this connection. 

Care should be taken to prevent lateral displacement of ver¬ 
tical posts due to radial pressure from the arch ring. This may 
be avoided either by proper longitudinal bracing or by notching 
out the joists and shimming them tight against the caps. 

Many practical notes on the design and erection of falsework 
may be found in Section 7 of the American Civil Engineers' 
Pocket Book. 

In striking arch centers, wedges should be lowered gradually 
beginning at the crown and working toward the springing lines. 
The lowering should be done symmetrically with respect to the 
center of the arch ring. In a series of arches, centers between 



Felt Paper 
_.IifSieel Plale 
Cylinder 


Oak Cylinder 

Fig. 125.—Sand box. 


abutments or abutment piers should be struck simultaneously. 
As a rule, centers should not be struck from arches in less than 
28 days under favorable weather conditions, and it is desirable 
that a longer period should elapse if possible. 

• Steel Centers .—Steel centers of the arch-trussed type (Fig. 126) 
should receive consideration when arches are to be built in series 
or where the character of the stream or crossing renders timber 
and pile falsework impossible or expensive. Undoubtedly the 
cost of a steel center is usually high, but if it can be used a number 
of times^ as in a large series of arches, it may not prove any more 
costly than timber. Mention should be made of the fact that in 
the Gummings-Watson system, to be described later on, the steel 
arch centering consists of triangular units which can be adapted 
to any shape and can be used for any span or curve by connecting 
and adjusting the units to fit. It is quite likely that with these 
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units as part of a regular contractor’s equipment, the steel center 
may be used with economy even in ordinary construction. 

It is generally recognized that there are some well-defined ad¬ 
vantages, in using three-hinged arch centers. In the first place, 
the crown deflection using steel centers is usually much less than 
that obtained by employing timber falsework. Furthermore, 
it is possible to compute the deflection of each point of a steel 
center with some degree of accuracy while, in the case of a wooden 
center, the probable settlement at each bent is pretty much a 
matter of guesswork. Steel centers also have the additional ad- 



Courtesf/ of Mr. N. S. Sprague, Superintendent, Dep’t. of Public Works, Pittsburgh. 

Fia. 126.—Steel centers for North Side Point bridge, Pittsburgh, Pa. 


vantages of allowing an obstructed opening for railroad or othtr 
traffic and of eliminating danger from flood and ice in the con¬ 
struction of arches over streams. The advantage of allowing the 
deflection to be quite accurately computed makes it possible 
to give the centers a preliminary camber so that when the con¬ 
crete is in place and the centering withdrawn, the arch ring will 
assume its true position. 

One disadvantage of using steel in arch centering lies in the fact 
that it is materially affected by temperature changes. For this 
reason, in constructing large arches, only the alternate block 
method should be employed. 
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The steel centering used in constructing the three-^pan earth- 
filled arch structure which carries Atherton Avenue in the city of 
Pittsburgh across the four tracks of the Pennsylvania Railroad 
is shown in Fig. 127. This centering, fabricated by the Blaw 
Steel Construction Company, consisted of steel arch trusses spaced 
5 ft. 5| in. on centers. The trusses carried timbers and lagging, 
and were supported on framed trestle bents placed close to the 
pier faces. Sufficient trusses were at first erected to concrete one- 
half the width of each arch ring, then the centers were shifted 
transversely to themselves and the concrete placed for the second 
half of the structure. The method used in construction and the 
details of the arcli centering are described in Engineering and Con¬ 
tracting, issue of February 19, 1913, as follows: 

“A six-post bent was erected on the footing shelf of the pier, the 
idea being to have a bent-post under each arch rib. On the bent caps 
over each post was placed a block and double wedge and on these 
supports a 12 in. by 12-in. plate on which rested the ribs. Between each 
pair of ribs a dolly was fastened to the bent-caps. 

“The shifting of the center to construct the second half of the arch 
was accomplished as follows: Jacks were set up on the bent-caps 
alongside the dollies, and a strain taken on them until the wedges were 
loosened sufficiently to be easily removed. The jacks were then lowered 
until the weight of the centers rested on the dollies. To prevent the 
lagging and croas timbers from being lifted off the ribs by sticking to the 
soffit of the arch ring, one end of the center was lowered ahead of the 
other so as to give a stripping action in freeing the lagging. When 
dowered into the dollies the whole center was shifted sidewise rubbing 
Von the dollies, until it rested on the six-post bents under the second 
half of the arch. The jacks were then pheed on the caps of the second 
bents and the center raised and the blocks ami wedges inserted. A 
steamboat ratchet was used to pull the center on the dollies. Four 
men working 8 hours shifted a center. Incidentally the tie rods 
connecting the opposite ends of the ribs were found, when planked 
across, to provide a most convenient bridge for the workmen engaged in 
shifting and adjusting the centers. 

“The lateral thrust on the centers due to their skewed position was 
taken care of by suitable lateral bracing of the ribs. In anticipation of 
the center rising at the crown in concreting from the haunches upward, 
the ribs were anchored back to the pier masonry as shown in Fig. 41, 
The joifoing carried by the ribs consisted of cross-timbers over which were 
notched stringers with curved top edges. The stringers were spaced 
Hi in. apart and were lagged with J-in. boards. The bearings of the 
stringer ends against the piers were formed by wedges.” 
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Supporting Bent- fo- Steel Truss Centering 

Fig 127 —Steel centering for Atherton Avenue bndge, Pittsburgh, Pa. 
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Steel centering employed in the construction of the South 
Eighth St. Viaduct, Allentown, Pa. (a two-ribbed arch structure 
of nine 120-ft. spans) is shown in Fig. 128. The Enginleying 
News, issue of April 17,1913, describes this centering as follows: 

“For the nine 120-ft. arches three full sets of steel arch centers were 
used, using each set for three of the arches. Each set of centers con¬ 
sisted of two independent-trussed arches of tlie outlines shown in Fig. 128, 
each arch supporting one of the twin concrete aich ribs and being itself 
made up of two steel arch ribs interbraced with steel struts. Across 


Lagging 1x> be securely 
bolted to fop chord of arches 
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Details of 
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Fio. 128.—Details of steel centonng for South Eijt,hth Street viailuct, 

Allentown, Pa. 


the upper chords of these steel nbs, which were curved to the curve of the 
concrete arch, was bolted the wooden lagging on which the concrete was 
deposited. The twin centering arches were held together by a timber 
cross-beam and diagonal steel rods. 

“The arch trusses were fabricated in six sections and riveted on the 
ground into serai-arches, which were lifted by derricks into place, to be 
bolted at the base to the supporting columns. At the crown it was 
riveted solidly in the bottom chord, but bolted through slotted holes 
at the upper chord, to insure the stress passing through the lower chord. 

“The centers were supported on inclined steel columns which footed 
on concrete steps purposely projected from the main section of the piei 





CONSTRUCTION OF ARCH BRIDG\ 


2^3 


and cut off after thq centers wore struck. The basq|:plates of the 
columns rest on cast-iron wedges which in turn rest on I-^am grillages, 
footing on the afore-mentioned concrete projection. Between the 
column base and the projection, 10-ton screw jacks are interposed to 
aid in the alignment and leveling of the centers; they are allowed to 
remain in place, though the load passes directly to the wedges which 
are used for striking centers. A U-shaped clamp, made of a 1-in. bolt 
(not shown in the drawing), is passed around each pair of wedges to 
prevent any possible lateral motion. A similar bolt is used for the 
same purpose higher up on the main column.” 



Court «y of Mr. PhUip Aylelt, Civil Engtnecr, St. Louiv, 

Fro. 130.—^View of Chickahominy River brulgc during construction. 
Key spaces have just been filled with concrete. Forms are being taken off 
rib in order to hasten setting of concrete. 


The unique feature in the steel centering used in constructing 
the Tunkhannock Creek viaduct on the relocation of the Dela- 
wai*c, Lackawanna, and Western Railroad was an adjustable 
panel at the crown of the steel arch trusses. A detailed descripn- 
tion of these trusses and their erection may be found in Chapter 
XXXII. 

The Cummings-Watson system of steel arch centering is shown 
in Fig. 129. The centering consists of triangular units, pin- 
connected at their apices, and with extra adjustable members 
which serve to connect the units and at the same time serve to 
form the lower chords of the arch trusses. 
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Suspended Systems .—Suspended systems of arch construction 
refer only to arches of the ribbed type. 

The Aylett System (patented)* of suspended centering, pre- 



Courteav of Mr. Philip Aylett, Civil Engineer, St. Louie. 

Fig. 131.—View of Chickahominy River bridge during construction. One 
rib conipleted and suspended centering ready to be removed. 

viously illustrated in Fig. 108, is shown in detail in Figs. 130 and 
131, which are construction views of the Chickahominy River 
bridge, Richmond, Va. (Fig. 132 is a view of the completed 

> See Eneineering and ContractinR, June 21,1011, or Cement Age for June, July, and Sep¬ 
tember, 1911, for detailed account of tbia method of conatruction. 
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arch structure.) Another Aylett method of arch construction is 
shown in Fig. 133, known as the pre-casted voussoir method. 

A patented system of arch erection without falsework, origi¬ 
nated by- Mr. J. B. Strauss and tried out in the construction of a 
bridge over the Kiswaukee River near Belvidcre, Ill., in 1906, is 
illustrated in Fig. 110. Voussoir forms are made of reinforced 
concrete in sheet-metal molds (Fig. 134). After these forms are 
raised to position they are held in place by suspension rods which 
pass over A-frames supported on top of the piers and anchored by 
means of steel rods. The concrete forms when self-supporting 
form an arch trough in which the reinforcing steel and concrete 



Courtesy of Mr. Philip Aylett, Civil Enyirieer, St. Louis. 

Fig. 132. —View of completed Chickahominy River bridge near 

Richmond, Va. 


are placed. The concrete forms are designed to safely carry 
their own weight and the weight of the concrete deposited therein. 
(Fig. 135 shows the completed Belviderc bridge.) Fig. 110, pre¬ 
viously referred to, shows a traveller on falsework used in con¬ 
nection with the construction of the Belviderc bridge. This is not 
the way, however, that the Strauss System is intended to be used, 
since the particular object of the construction is to avoid any 
falsework whatever in the stream. In the erection of the Belvi- 
dere structure it was impossible to procure a cableway in time to 
start the work, and the traveller method was used on that 
account. 

Reinforcement in the form of steel arch trusses to carry the 
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arch rib forms are shown in Figs. Ill and 136. These trusses 
were designed to carry the weight of the arch forms together 
with the dead load of the wet concrete, both as to tension and 
compression, the result being that the steel reinforcement of the 
arches was stressed by the weight of the forms and wet concrete 


Hii/sso/rs orv suspended and coupled fogetfien at f/oot /evat on both 
abutments, L and P, simultaneously. Ps the resulting “roussoir- chains groa 
In length, link fy Unk, they descend to junction at crovm of arch 
Final adjustment and keying of entire arch-rib then proceeds 




Cast- Steel 
Cable Band " 


Spool 


Detachable 

Screw 

Anchor 



Joint at A Section B-B 

Fio. 133.—Pre-casted voussoir method of arch erection. 


before the concrete obtained its set. In the finished structure the 
reinforcement was also considered to do its share in carrying the 
live load. 

In Fig. Ill a wire mesh is shown on the outside of the outer line 
of arch ribs. This was stiffened by means of small vertical rods 
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and supported from the steel arch trusses at a distance of 2 
in. from the face form. The white Portland cement and 
crushed granite aggregate were carried up next the form and 



Courteay of the Slrauaa.Baacule Bridge Co., Chicago. 

Fio. 134.—Voussoir forms used in the Strauss system of bridge construction. 


outside of this mesh, a little ahead of the gray Portland cement 
concrete in the body of the arch. The mesh of the wire screen 
was large enough to admit stones from the granite aggregate 
passing through, but tob small to allow the gray limestone of 
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the main aggregate from passing outward toward the face. 
The advantage of this construction was, of course, the carrying 
up of the two masses simultaneously, and did not require the 
pulling of an intermediate form with the consequent dislodg- 
ment of material and breaking of the bond between them. 

Figs. 136 and 137 show that the upper chords at the ends of 
the arches were each connected by two tension rods. Boxes 
of clay were arranged back of the nuts of these rods, so that in 
case of any lengthening of the arches the rods would slide through 
their bearings, but would come into action in tension under 
heavy loads. 

Figs. Ill and 136 show also working platforms suspended from 



Courtesy of the Strauss Bascule Bridye Co., Chicago. 

Fio. 135.—Bridge over the Kiswaukee River near IVlvidcre, 111. Built by 

the Strau88 Hysteni. 


the steel arch ribs. The reason for suspending these platforms 
rather than building up falsework may be seen in Fig. Ill, where 
high water is passing under the bridge and a low power dam 
crosses the river 10 ft. upstream. A 98-ft. fall also occurs a 
few hundred feet downstream. Fig. 138 is a view of the com¬ 
pleted structure. Incidentally it might be stated that the 
floor has a 2-ft. camber in its entire length, the ends of the 
structure being at the same elevation. 

66. Forms. —Forms for piers and walls are usually con¬ 
structed of either 1-in. or 2-in. plank nailed to studs and held 
by horisontal waling pieces, with tie bolts extending across the 
pier or wall between opposite wales. The wales, which consist 
generally of two plaiflsis fastened together but separated by 









Courteay of Mr. Jckn F. Skinner, Prin. AeaU. Engineer, DepX of Engineering, City ofRacheeUr. 

Fio. 136.—Bridge at Central Avenue, Rochester, N. Y. under construction. 
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spacing blocks, are set edgewise against the form studs and the 
tie bolts are carried through the openings which occur in the 
waling pieces. Wire is sometimes used for bracing and is 
tightened either by wedges or by twisting. The wire pulls 
against spreaders which are inserted between forms and which 
are removed as the concrete level rises. As in most form work, 
bridge forms are either erected in sections of a size for easy 



Courtety of Mr. John F. Skinner, Prtn. Aat*t. Engineer, Dep’t, of Engineering, dig of 
Rochester, 

Fig. 137. —Bridge at Central Avenue. Rochester, N. Y. under construction. 


handling or built in place (Fig. 139). Forms of small height 
may be braced by only battered posts outeide. 

Where bolts are employed in pier and wall construction, a 
number of different methods are used for withdrawing the bolts. 
One method is to cover each bolt with old pipe cut somewhat 
shorter than the inside dimensions of the forms, and to place a 
wood! washer at each end of the pipe. When the forms are 
taken down, the bolts are easily drawn out of the pipes, the 
wood washers are then cut out of the face of the concrete, and 
the holes pointed up. Another method is to make the bolts 
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Courteatl </ jifr* P- 'Shinntr, Prin. Aat't. Engineer, Dep’t. of Engineering, City of SoeheHer. 

Tia. 138.—of completed bridge at Central Avenue, Rochester, N. Y, 
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in three pieces, with the middle piece occupying the same ppsi- 
tion between the forms as the pipe above described. This middle 
section is connected with the end pieces by means of ordinary 
unions. When the concrete has set sufficiently, one turn re¬ 
leases the end sections and the holes left in the work are plugged 
with mortar. 

The following specification for the construction of forms is 



Fig. 139, —Constructing pier of Main and High Street bridge, 

Hamilton, Ohio. 

taken from the “Specifications of the Piney Creek concrete 
bridge, Washington, D. C.” 

“All forms for all classes of concrete shall be closely laid and strongly 
braced. The contractor shall, before proceeding with the work, submit 
drawings of the forms to the engineer for his approval. All lagging shall 
be tongue-and-grooved, and the studding for all the work shall be 
dressed or sawed to an even thickness. All forms, except by the consent 
of the engineer, shall be held in place by means of bolts, so made that 
the outer 3 in. of the bolts can be removed after the forms are taken down 
and the remaining holes shall be filled with mortar. If ^-in. lagging is 
used, the studs shall not exceed 18 in. on centers; and, if 2 in. by 8-in. 
studs are used, the wales shall not be less than 8 in. by 8 in. These 
wales on a basis of 2 in. by 8-in. studs shall not be farther apart than 
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8 ft., nor shall the bolts which hold them ajid which have diameters of 
f in. be farther apart than 8 ft. 

"If lagging, studs, wales, or bolts are proposed by the contractor other 
than those described herein before, they shall be such as to make a form 
of equal strength and stiffness to that described. 



Courtesy of Lehigh Portland Cement Co. 

Fio. 140.—Construction view of Eighth Street viaduct, Allentown, Pa. 

“Washers shall be used under all bolt heads and nuts, and, before 
proceeding with the concrete work, forms shall be brought true to line 
and grade, and all bolts shall be taut.” 

Where especially good work is desired, forms are lined with 
galvanized iron. For high piers or walls, the forms are con¬ 
structed in large panels. After the concrete has been con¬ 
structed to a proper height and the last course has set several 
days, the panels are disconnected and hoisted to a higher posi- 









234 REINFORCED CONCRETE CONSTRUCTION 


tion and then reassembled for concreting, and so on. The same 
practice is followed in pilaster construction (Fig. 140). 



When the ends of piers are rounding, special forms are nec¬ 
essary. In the construction of the Atherton Ave. bridge over 
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the Pennsylvania R. R. tracks in Pittsburgh, the forms for the 
curved eni of the piers were built of 1 in. by 2-in. strips nailed to 
horizontal segmental wales. These wales were nailed to the 
wales of the side forms. The rounding forms were kept in place 
by wiring to dowels set in the foundation concrete. Before 
starting the erection of the form work, a flexible panel was made 
by nailing galvanized-iron sheets to the 1 in. by 2-in. strips. 
This panel was bent against the wales, which acted like hoops. 



Fio. 143.—Detail view of curved pier forms. 


Curved pier forms used in bridges of Luten Design are shown 
in Figs. 141, 142, and 143. Fig. 144 shows the wiring of the 
forms to prevent spreading. F^. 145 shows the pier form re¬ 
moved,, and Fig. 146 shows it set in place for use in construct¬ 
ing another pier end. 

IiP the bridge shown in Fig. 147 the pier starlings were con¬ 
structed. of granite from an old bridge. Pilaster forms are seen 
resting on the upper course of stone. 

The common form of longitudinal bulkhead used in arch ring 
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Courtesy of Mr. W. C. Qiffela. 

Fw. 144.—Wiring of curved pier forms to foundation concrete. 



Fio. 145.—Curved pier form removed, 
as 
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construction is shown in Fig. 148. Spandrel walls for earth-filled 
arches are either built on top of the arch ring (Fig. 149), or 



ComUay of Ur. Edward Hayes of the Hackedorn Cons. Co. 

Fia. 146.—Curved pier form re-erected. 



«/ Htr, John F. Shinnor, Prin. Aas’t. Engineer, Dep’t. of Engineering, City of 


Pia. 147.—Pilaster forms. Bridge at Central Avenue, Rochester, N. Y. 

include a portion of the arch, the bottom inner edge of the 
spandrel retaining wall lapping a short distance over the com- 
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pleted arch ring (Fig. 150). Forms for spandrel walls of the 
latfcer class are shown in Figs. 151 and 152. 

Prepared sheet metal forms are often employed for special 



Fig, 148.—^Longitudinal bulkhead used in arch-ring construction. 


work such as cantilever beams, capitals on spandrel columns, and 
other small projections. These sheet metal forms are fastened 
to the wood forms at successive positions. 



Fig. 149.—Spandrel wall forms used in constructing the Yardley bridge, 

Philadelphia & Reading lly. Co. 

The railing or balustrade of Greek cross panels shown in 
Fig. 153 was cast in units on a horizontal plane. Cement Age, 
issue of March, 1912 describes the construction of the panels of 
this balustrade as follows: 
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. 1 )>« 



Courtesv of Mr, W, C. OiffeU. 

Fia. 150,—^Arch ready for the building of spandrel walls. 



Courluy of Mr, W. C. OifeU, 

l^Q. 151,—Spandrel-wall forms. 
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ComUty of Mr. W. C. QifftHa. 

Fia, 152.—Spandtel-wall forma. 


Cowtety of WoMeCl & Harrington, Conmlting Sngineen, Kanwu CUg. 

Pia. 153.—Cleveland Avenue bri^, Kansas Ci^, Mo. 



Fia. 154. 
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“The forms consisted of a wooden base 6 in. wider and longer than 
the concrete panel. A wooden rail the thickness of the panel was bolted 
around the outer edges of this base, the measurements between the rails 
being the size of the panel. On this base were also bolted triangular 



Fia. 156. 



Fig. 156. 


blocks,' split in half horizontally, with a slight bevel or draw to each 
half. These blocks were bolted together, and, bolted to the base in 
place, form the triangular openings of the Greek cross design of the panel. 
After the forms were bolted together the base was laid level horizontally 
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on two horses or bents, about 3 ft. above the work floor level. The form 
was then filled with water and allowed to soak over 1 night. The 
following morning the water was let out; the form cleaned and re¬ 
levelled; ^ in. of concrete was put in bottom and well tamped with small 
hand tampers; one set of reinforcing wires were placed; 3 in. more 
concrete was put in, well tamped; a second set of reinforcing wires was 
then placed; concrete finally finished to the top and struck off with a 



Fig. 157. 


straight edge run over top of outer railing and triangular blocks, all of 
which were made the exact thickness of the panel. After the concrete 
was sufficiently set the top was finished with smoothing trowel. Conr 
Crete in the panel was allowed to stay in the form undisturbed 3 
days; the outer railing of the form was theii removed and the base to 
which the triangular blocks were bolted and on which the concrete was 
resting, was set up on edge, the panel resting on a piece of timber on the 
ground. The blocks were then unbolted from the base and the base 
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removed. Forty-eight hours from the time the base was removed, the 
triangular blocks were withdrawn from the concrete panel by taking 
onohalf of the block out from one side and the other half from the 
opposite side, the slight bevel and shrinkage of the blocks allowed them 
to be removed without injury to the edges of the concrete.” 



Fig. 168. 


Railing of the type shown in Fig. 154 may be either constructed 
entirely in separate units and afterward erected, or the spindles 
or balusters may be poured separately in wooden or cast-iron 
molds and the top and bottom rails and posts cast in place. 
Figs. 155 to 158 inclusive show the construction of a railing of this 
balustrade type. 







CHAPTER XI 


THREE-HINGED ARCHES 

66. Genial Discussion. —^An arch with three hinges is static¬ 
ally determinate and consequently can be analyzed much more 
re^idily for a given loading than is possible in the case of a fixed- 
ended or solid arch. Furthermore, three-hinged arches do not 
need to be analyzed for temperature changes, the hinges allowing 
contraction and expansion of the ribs without causing any stress 
throughout the arch. Obviously this statement does not take 
into account the effect which results from friction on the hinges, 
but such effect is usually considered to be negligible. Whether 
or not hinge friction is likely to cause appreciable error in the 
analysis of three-hinged arches is still a matter, however, in 
regard to which there seems to be a decided difference of opinion. 

Three-hinged arches are especially adapted to sites where 
abutments and piers must be founded on compressible soil or on 
piles. The hinges permit of considerable settlement without 
failure of the arch or without causing the huge cracks which are 
sure to develop in a fixed-ended structure under like conditions. 
Of course, a solid arch may be designed on the assumption that 
the abutments are yielding, but this is rarely done and such 
computations in any event could not take into account such 
settlement as might come from an unexpected source. 

Hinges in arch-bridge construction arc likely to be an expensive 
detail, especially in short-span structures. The claim is made, 
however, that in arches of large span, the saving in concrete as 
compared with the fixed-ended type much more than pays for 
the hinges. 

It is generally admitted that the three-hinged arch is usually 
awkward in appearance and has not the graceful form that is 
characteristic of the majority of the solid arch structures. This 
lack of artistic proportions is caused by the increased thickness 
at the haunches, and cannot be avoided in economical design. 

67. Methods of Analysis. —^Three-hinged arches should be 
analyzed for at least the same conditions of loading that are 

m 246 
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recommended in Art. 16 for arches with fixed ends. It should be 
stated, however, that, for large arches, an analysis by influence 
lines for the exact maximum loadings is much to be preferred to 
the common method referred to in the above article, by reason 
of the fact that the common method assumes the live loads as 
fixed at only a few definite locations on the span. 

Common Method .—^Consider first the general case of an un- 
symmetrical three-hinged arch subjected to a number of vertical 
concentrated loads. By referring to Fig. 159, it is seen that there 
are four unknown quantities—namely: the horizontal and verti¬ 
cal components of each reaction—and four independent equa¬ 



tions are necessary to solve for those unknowns. We have the 
following three equations from statics: 

SF = algebraic sum of the vertical components — 0. 

XH = algebraic sum of the horizontal components = 0. 

XM = algebraic sum of moments of all the forces about any 
point = 0. 

The additional equation may be obtained from the fact that the 
bending moment is zero at the crown hinge. Thus we have the 
following four equations with respect to the arch of Fig. 159: 

+ Fb - SP = 0 
Ha-H n = 0 

Taking moments about the left hinge 

Hb6 - VbI + SPa = 0 
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Since the moment at the crown hinge is zero 

VaU - HaS - So* PQi - a) - 0 

These four equations may be solved simultaneously to obtain the 
horizontal and vertical components of the two reactions. 

The calculations may be simplified by resolving each reaction 
into a vertical force and a force in the direction of the closing 
chord (Fig. 160). The four equations in this case are as follows 
(since H^ = Hg from Fig. 159): 

Fi + 7s - SP = 0 
Hi- Hi = 0 
-Vil + SPo = 0 
- Z‘o'P{li - a) - = 0 

or Yih - Sj‘ P(li - o) - = 0 



Flu. 1(50. 


(The values of V' have not been considered in the first equation 
as they are equal and opposite in direction.) With the com¬ 
ponents of either reaction determined by these equations, the 
line of thrust may be drawn throughout the arch as described in 
Art. 12 for the arch with fixed ends. 

It should be noted that the values of 7i and Vi may be ob¬ 
tained from the above equations (or by using 2Af = 0 at both 
points A and B) in the following form: 


Vt - I XP{1 - a) 

(1) 

” 12^0 

(2) 
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These forces are thus identical with the reactions of a simple beam 
of the same span and similarly loaded. 

The bending moment at any point K (Fig. 160) may be ex¬ 
pressed as follows: 

M =^ViX- XlPix - a) - H^y 
= Mg- Hgy 

where ilf a' js the bending moment at the point if of a similarly 
loaded beam. At the crown hinge, letting Me denote the moment 
of the vertical forces about the point C, we have 


or 


M = Me- HaC = 0 



( 4 ) 


Equations (1) to (4) inclusive are the formulas commonly em¬ 
ployed in the analysis of three-hinged arches—supplemented, of 
course, with the force and equilibrium polygons as in the case of 
arches with fixed ends. 

For symmetrical arches, Hi and Hi are horizontal and the line- 
of thrust need be drawn for only one-half the arch when the 
loading is symmetrical about the crown hinge. In such a case 
of loading, the thrust at the crown hinge is horizontal and the 
line of thrust may be determined by trial in the manner de¬ 
scribed in Art. 26. This trial method gives exact results when 
applied to a three-hinged symmetrical arch on account of there 
being two known points (hinge points) on the line of thrust for 
each half of arch. 

The computations for uniform live loading are extremely simple 
and should be made separately from those for dead load or con¬ 
centrated live loads. For full loading, with the crown-hinge at 
mid-span. Formula (4) gives: 



wP 

c 


( 5 ) 


where \v is the uniform load per foot. The following equation, 
determined by substituting in Formula (3) gives the bending 
moment at any point (coordinates x and y): 
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(For an arch of parabolic form, M « 0, and only axial stress 
occurs throughout the arch for full uniform loading.) With 
only one-half of the span loaded 


Ha 


1 ^ 
16 ‘ c 


(7) 


or one-half that due to full loading. The bending moment at 
any point in the loaded half equals 

JW = i wx{3l - 4a;) - “ . ^ . y (8) 

and in the unloaded half 

M = g . y (9) 

(In Equations (8) and (9), the value of x is measured from that 
end of the arch which is nearer to the point in question.) 


No B 



A three-hinged arch is commonly analyzed for (1) dead and 
uniform live load over the entire span, (2) for dead and uniform 
live load over the right half of span, and (3) for dead and uniform 
live load over the left half of span. Full loading gives maximum 
stresses for the sections near the hinges, while the half-span load¬ 
ings give the greatest stresses near the quarter points of the span. 
The usual method of design is to locate the hinges at the proper 
points and to draw the force lines representing the load concen¬ 
trations. These loads can be determined quite accurately by 
making a complete design of the spandrels prior to the arch 
design and by approximating the weight of the arch ring—the 
arch ring, however, need not be drawn. The lines of thrust for 
the three conditions of loading stated above are then drawn as 
shown in Fig. 161. With the lin^s of thrust known, it then 
becomes possible to determine the correct thickness of the arch 
at any point and decide upon a suitable arch ring which, of 
course, should not differ appreciably in weight or position from 
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the arch ring previously assumed or else a second analysis should 
be made. 

Influence-line Method ,—^The method of analyzing arches by the 
use of influence lines is explained at length in Chapter V for 
fixed arches. (See also Chapter VIII.) The method is the same 
for three-hinged arches but is simplified by the fact that for a 
single concentration—as, for example, a load of unity at the 
point L 2 in Fig. 162—the direction of one of the reaction lines is 
given by the line connecting the two hinges to one side of the 
load. The direction of the other reaction is then known. Thus, 
designing sheets similar to Designing Sheets Nos. 11 and llA 



■for unit load at Li ■ 

Fio. 162. 

may be readily prepared and the remainder of the analysis 
followed in exactly the same manner as for the fixed arch. 

68. Types of Hinges.—The most common form of arch hinge 
consists of a structural or cast-steel pin bearing on two steel 
castings. Hinges of this type are shown in Figs. 174 to 177 
inclusive. A form similar to the one above mentioned consists 
of two steel castings with ball-and-socket joints. Details of this 
type of hinge are given on Plate XL, Chapter XIII. 

A ps^tcnted method of hinge construction is shown in Fig. 198, 
Chapter XII. The reinforcement of each section of arch rib is 
connected at the crown end to cylindrical plates of steel having 
a ball joint mated into a cup in the opposite rib. The lower 
hinge (see also Fig. 163) consists of a semicircular plate attached 
to the rib and a cast-iron shoe bolted to the pier or abutment. 
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A flat lead plate has been used to a limited extent in three- 
hinged arch construction. A plate of this kind cannot be truly 



Courtesy of Mr. Wm. M. Thomas, Coasrdtiny Eitgineer, Los AnyeUs, Cal. 


Fio. 163.—^Thomas Method of arch construction. 



Longitudinal Section 
Fio. 164.—Details of stone hinge. 

called a hinge, but does limit the line of thrust to a definite area. 
It should be used only for arches which are to be erected as three- 
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hinged (due to a possible excessive settlement of the centering), 
but which are afterward to be converted into solid arches by 
encasing the hinges in mortar or concrete. 

A type of stone hinge which has been used in a few bridges 
is shown in Fig. 164. The details of an unusual hinge are 
given in Fig. 178. 

It should bo evident that all types of hinges are not equally 
effective in definitely locating the line of thrust. 

69. Methods of Construction.—^Three distinct methods of 
construction have been employed in the erection of three-hinged 
arches: (1) casting the concrete ribs in forms on the ground and 
then hoisting them into place; (2) erecting structural steel rein- 



Courteay of Mr. Wm. M. Thomaa, ConauUing Engineer, Loe Angelea, Cal, 


Fia, 165.—Thomas Method of arch construction. 

forcement to be employed in the arch ribs and using this rein¬ 
forcement to support the weight of the forms and plastic concrete 
during construction; and (3) employing the usual type of center¬ 
ing and casting the ribs in place. The first method is the one 
usually followed. Method No. 2 is of advantage when a stream 
to be spanned is subject to sudden freshets and a minimum 
of falsework is required. (See Fig. 175 and Plate XL of Chapter 
XIII.) Method No. 3 is necessary only under unusual conditions. 

The cheapest type of the three-hinged arch and also the type 
that is lightest and best adapted to the use of hinges is one of 
detached ribs supporting spandrel columns. Such a type of 
arch lends itself readily to the unit method of construction should 
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this form of erection be desired, and also eliminates the necessity 
for waterproofing which is a serious problem in the case of a 
solid filled arch. 



' 

i : 


CourUay of Mr. Wm M. Thonuu, ConauUing EngineeTt Loa AngOea, Cal 
Fia, 166.—^Thomas Method of arch construction. 



Courteay of Mr, Wm M. Thomaa, ConavUvng Engineer, Loa AngeUa, CaL 
Fip. 167.—^Thomas Method of arch construction. 


The Thomas Method of unit construction is shown in Figs. 
165 to 172 inclusive and the designing details in Fig. 178. The 
illustrations are self-explanatory. 
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60. Details of Design.—Figs 174 to 178 inclusive give typical 
details of threc-hinged arches. 



Courteay of Mr Wm M Thomas, ConavUing Engineer, Loa AngcUa, Cal 
Fia. 168.—Thomas Method of arch construrtion. 


The arch shown in Figs. 173 and 174 is founded on Ohio River 
mud, Raymond concrete piles being used for the foundations. 



Courlfsv of Mr. Wm M. Thomas, ConauUtng Engineer, 
Loa Angelea, Cal 

Fig. 169.—^Thomas Method of arch construction. 


The reason for the use of the cast hinges in this case is thus 
apparent, as settlement of foundations was anticipated. No ap¬ 
preciable settlement, however, has ever taken place. 
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Canrli '.y of Mr Wm M Thomas, Consuhiny JBrt* 
ffitietr, Los Angeles, Cal 

Fi(]. 170.—^Thomas Method of arch construction. 


Courtesy of Mr Wm M. Thomas, Consulting Engineer, Los Angeles, Cal. 

Fiq. 171.—Thomas Method of arch construction. 
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The two halves of each rib of the bridge shown in Fig. 176 
were designed to be erected simultaneously, without falsework, 
by derricks on opposite sides of the stream, and to be rfclf-sup- 
porting as soon as the crown hinge connection was made. Tem- 



CouHeay of Mr. Wm, M. Thomaa, ConaiiUino Engineer, Loa Angeka, Cal. 


Fia. 172 .—^Thomas Method of arch construction. 

porary sway bracing was provided to insure lateral stability 
while the forms were being built and filled with eoncrcte. 

The three-hinged arch construction with cantilever ends, shown 
in Mg. 176, is unusual, but .was found to be more economical for 
an arch of this type and dimensions than a hingeless structure. 



Courteay of Mr. Wtlbur /. TFaficm, ConauUing Engineer, Cleveland, Ohio. 

Fio. 173.—Fourth Street bridge over Island Creek, Paducah, Ky. 


The cantilever ends were rendered necessary on account of the 
fact that there were no stable foundations for abutments at the 
top of, the fill at the ends of the bridge. The cantilever ends 
decreased the dead load thrust on the center hinges about one- 
quarter and decreased considerably the angle which the resultant 
thrust on the lower hinges made with the vertical, thus decreasing 
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the size of abutment required. The cost of the hinges necessary 
for the three-hinged arch was very considerably less than the 
cost of the additional steel reinforcing in the arch ring required 



Abutment Hinge 


Cast Steel Rib Hinge 


Fig. 175.—Pratt Street bridge over Jones’ Falls, Baltimore, Md. 


to take care of the additional bending moments in the hingeless 
arch. No connection whatever was needed between the ends of 
the cantilevers and the abutments on account of the extremely 
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small amount of vertical motion at these points. A common 
type of centering was used in constructing the arch ribs in place. 
The cast-steel hinges were entirely encased in concrete after the 
centers were struck, a i-in. plate of sheet lead having been placed 
at the center of each hinge to allow the necessary motion of the 


:-£yiPK 33 Etev. zessis:. 



Fia. 176.—Bridge over the Vermillion River at Wakeman, Ohio 


arch rib under live load and temperature stresses. In this way 
all possibility of corrosion of the steel 'hinges was avoided. 

What is believed will be the longest three-hinged concrete 
arch ever built is shown in Fig. 177. When completed it will 
be one of the show bridges of the United States. 

Fig. 178 gives details of the Thomas Method of arch con¬ 
struction already referred to in Arts. 68 and 59. 
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61. Design of a Three-hinged Arch.—^By S. W. Bowen, M. 
Am. Soc. C. E., Designer of the Main Street Viaduct, Fort 
Worth, Texas.—^To illustrate the methods employed in the 
design of the three-hinged arches of the Main Street viaduct. 
Fort Worth, Texas, the following account is given of the design 
of the 225-ft. arch span shown in Fig. 179. The reinforcement 
consisted of structural shapes which were designed to support 
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Assumptions as to the dimensions of the arch ribs and braces 
were then made to determine the dead load from these portions 
of the structure. 

The next step was to draw the lines of thrust in the arch ribs, 
for full live and dead load and for dead load combined with live 
load on each half of the span. This gave the position of the 
neutral axis, or center line of the arch rib, which was taken 
midway between the extreme lines of thrust, and coincided 
closely with the line of thrust for full live and dead load. It 
might be mentioned that the center line of the arch rib, thus 
determined, agreed closely with a parabola, with its vertex at 
the crown of the arch. 

The general outline and approximate dimensions of the arch 



Courtesy of Mr. B. IV. Bowen of Brenneke and Fay, Consulting Engineers, St. Louis, 

Fia, 179.—225>ft. arch span of tho Main Street viaduct, Fort Worth, Texas. 


ribs being determined, the next step was to design the structural 
steel reinforcement of the ribs. This reinforcement consisted of 
curved lattice girders, three in each inner, and two in each outer 
rib. These girders were laced together in the plane of the top and 
bottom flanges. They were also connected under each post by 
vertical cross frames. The weight of the concrete in the arch 
ribs and braces was computed, and also the weight of the forms. 
An allowance was also made for the weight of tho structural 
reinforcefnent. Concrete was assumed to be placed simultane¬ 
ously in each half of the span, from the haunches to the crown. 
The stresses in the structural reinforcement were then found for 
each successive stage of the concreting—that is, for the forms of 
the ribs and braces filled with concrete up to the first, second. 
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etc., panel points, counting from the haunches. All of these 
stresses were found graphically, and the members proportioned 
for the maximum conditions. The unit stresses used were 12,500 
lb. per square inch in compression, and 16,000 lb. per square 
inch in tension. No stress whatever was assumed to be taken 
by the concrete, as it was unlikely that the concrete near the 
haunches would be sufficiently set to take stress, by the time 
the ribs were finished. 

In the design of the arch ribs, which was next undertaken, 
the stresses caused by the construction of the columns and 
deck were considered as well as those due to live and dead loads 
on the finished structure. The columns were assumed to be 
built out from each pier, panel by panel, until the crown was 
reached; then the deck was assumed to be concreted; panel by 
panel, working from the crown toward the haunches. The stresses 
in the rib were found for each stage of the construction. For 
live-load stresses, five conditions were considered, as follows: 
First, live load on entire span; then each half of span loaded; next 
the two end quarters loaded; and finally the live load on the two 
middle quarters of the span. A maximum unit stress of 500 
lb. per square inch was used in the extreme fiber of the rib, and 
sufficient reinforcement was provided to keep the stress in the 
concrete down to this figure. In case the structural reinforce¬ 
ment at any point was not sufficient for this purpose, additional 
metal in the shape of bars was provided. The stresses and 
reinforcement required were computed at each panel point, 
and these bars were stopped off when not required. In case 
the computed amount of steel at any point exceeded 5 per cent 
of the gross area of the rib at that point, a redesign was made. 
It will be seen from the above that the structural steel rein¬ 
forcement takes stress in two ways: (1) that due to the weight 
of the plastic concrete in the ribs and braces, together with their 
forms; and (2) that due to the construction of the columns and 
deck, and to the loads on the finished structure. The first of 
these may be called an initial stress, which remains in the steel 
as the concrete sets. The second must be added to the first to 
get the total compressive stress in the steel. In this case the 
maximum possible compressive unit stress in the structural steel 
would be 12,500 lb., plus 15 X 500 lb., or a total of 20,000 lb. 
per square inch. As a matter of fact, the total unit stress was 
about 16,000 lb. per square inch. 
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Transverse forces had to be given considerable attention, 
because of the fact that the high-water line comes part way up on 
the arch ribs. The pressure due to the water was taken at 200 lb. 
per square foot of each arch rib and column, and that due to wind 
at 30 lb. per square foot of vertical projection of the structure 
between high-water line and a line 10 ft. above the crown of the 
roadway. The braces were placed in vertical planes at the foot 
of each column, and were made as deep as the arch ribs allowed. 
A rigid analysis of the stresses in these braces would be diflScult 
and tedious, as well as unnecessarily refined, considering the 
assumptions which had to be made as to the transverse forces. 
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A method of computation was adopted which was comparatively 
simple, and which it is believed gives results reasonably close to 
the true ones. In order to be on the safe side, the braces and their 
reinforcement were matle heavier than the calculations required, 
as this added but little to the cost of the structure. 

Fig. 180 shows the general arrangement of ribs and braces 
and the .points at which the transverse forces were assumed to be 
applied. 

The transverse forces on the portion of the structure above the 
arch ribs was assumed to be transferred down the columns to the 
ribs and braces directly under them. None of these forces was 
assumed to be carried to the piers through the deck, because of the 
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expansion joints in the deck at each pier and near the center of 
the span. There is no doubt, however, that a very considerable 
portion of these forces pass directly through the deck to the piers, 
which correspondingly relieves the bracing system. 

While the arch ribs were assumed to be hinged at the haunches 
and crown, rods were provided at these 
points which tended to fix them trans¬ 
versely. In other words, the arch ribs 
are three-hinged in vertical planes but arc 
hingeless, or practically so, transversely. 

Fig. 181 shows half of the bracing 
system developed. The similarity to 
the columns and girders of an office 
building is apparent. 

Fig. 182 shows a portion of Fig. 

181 enlarged with the various forces 
acting on it, and the points of inflection 
indicated. 

From the three conditions of equilibrium—namely: (1) the 
sum of the horizontal forces must equal zero, (2) the sum of the 
vertical forces must equal zero, and (3) the sum of the moments 
about any point must equal zero—and knowing the external 
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forces Fi and Fi and all dimensions, the thrusts, shears, and 
bending moments in the various members are readily calculated. 

For example, the horizontal force F\ is the total of the trans¬ 
verse forces acting on the structure above the plane X — X 
where the forces Fx arc shown. Fa is the total transverse force 
acting on one panel of the structure, and Ft is the total shear at 
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the plane Y — Y. Then from the first condition of equilibrium, 

Ft = Fi -\r Fz (1) 

The vertical forces 3Fi, Fi, V'l, and 3F'i are those produced 
by the action of the horizontal forces acting above the plane 
X — X. Similarly, the forces 3 Fa, Fa, F'a, and SF'a are those 
produced by the action of all horizontal forces above the plane 
Y — Y. The term “vertical” has been applied to the forces 
indicated in the figure as acting at right angles to the forces Fi, 
etc. These forces are, of course, not vertical in the structure, but 
act in the direction of the axis of the arch rib. 

For the sake of simplicity, let Fa — Fi = Fa. Then from the 
second condition of equilibrium, 

3F, + Fa = F'a + SF'a 

or Fa = F'a (2) 

From the third condition of equilibrium, taking moments about 
point Zf 


Fihi + Fsha = 2 X SFa X 3a + 2 X Fa X a 



Fig. 183. Fig. 184. 


Fig. 183 shows a portion of Fig. 182. As before 
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Fig. 184 shows the remaining portion of half of Fig. 182. 
The same equations apply here: 


7 7*^ 7 

2d^> + 20^*= 20^’ 
or 

Fa = F, + Fa d") 

SFa -f (Fa - Fi) = 4Fa 

or 

Fa - Fi = Fa (2") 

20 Fifei + ^ Fa6a = SFaa + 4F3a 
or 

y. _ Fifti + Fafta 


The maximum bending moment in the upper portion of the 
3 3 

outer rib is the lower portion 2 q^ 3 ^ 2 > the upper 

7 7 

portion of the inner rib 20 lower portion ^Fafea. 


Tbr* maximum bending moment in the outer brace is SFao, and 
in the inner brace 4F3a. 

The hinge castings were designed in much the same manner as a 
cast column base. The area in contact with the concrete was 
determined by dividing the total load by 800 lb. per square inch. 
The diameter of the ball-and-socket joint was determined by 
dividing the total load by 20,000 lb. per square inch, which gave 
the projected area of the ball. 

The shears and moments on the ribs were then computed, and 
their thickness and that of the base determined. 

In the design of the piers, several stages in the construction of 
the spans were considered, as well as the conditions existing in 
the finished structure. 

For example, with the pier finished up to the roadway, the 
arch ribs and braces of one span (the longer) were considered 
as finished, but nothing was done on the adjoining span. Next 
the full dead load, exclusive of paving but including forms, was 
considered on the long span, and only the ribs and braces of the 
adjoining span finished. Then the finished structure was con¬ 
sidered, first with live load on the long span only, and second 
with live load on both spans. In each case the resultant force 
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was kept within the middle third of the base. The uplift of 
the water was considered in each case, the stage being taken as 
the top of the levee. 

No impact was considered in the design of the piers. 

Pier No. 2 was supported on timber piles driven into a mixture 
of sand and gravel overlying bed rock. This method was used 
instead of founding the pier on bed rock in order to reduce 
the cost, the amount of the appropriation being limited. The 
piles were not driven to rock in order to take advantage of the 
bearing of the pier base on the stratum of gravel, and also to take 
advantage of the friction to help resist sliding. The pier was 
protected against scour by sheet piling and rip-rap. 

Piles were assumed to take 20,000 lb. each and the remainder 
of the load was assumed to be carried by bearing on the soil at 
about 5000 lb. per square foot. 



CHAPTER XII 
PATENTS 

The number of patents that have been granted by the United 
States Government for improvements in reinfor'ced-concreto 
construction has increased from a yearly average of three or four 
between the years 1890 and 1900 to about 150 per year at the 
present time—that is, not considering patents on concrete mixers, 
fence posts, and other minor structures. Undoubtedly some 
of these patents are worthless, impractical, and possibly invalid, 
but others unquestionably are of considerable importance. 
The mere granting of a patent does not establish its validity 
under the United States patent law, and many of these patents 
may be invalidated by litigation. In spite of this fact, however, 
the engineer has no right to consider any patent invalid unless 
he has positive proof to that effect. 

62. Patents in General.—The Constitution of the United 
States contains the following clause: 

“The Congress shall have power to promote the progress of science 
and useful arts, by securing for a limited time for authors and inventors 
the exclusive right to their respective writings and discoveries.” 

Under this provision of the Constitution, Federal statutes have 
been passed authorizing the issue of a patent to the original 
inventor of any new and useful improvement and granting to 
him the exclusive right to make, to sell, or to use the patented 
improvement for a period of 17 years after date of issue of 
the patent. The patent is, in effect, an agreement between the 
United States Government and the inventor of a new and useful 
improvement, whereby the Government grants to the inventor 
the righi to exclude others from making, using, or selling his 

269 
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invention for 17 years from the, date of issue of the patent, 
in return for complete publicity (d the invention. Under this 
agreement the inventor’s reward is valuable or worthless as the 
invention proves valuable or worthless to others. If the inven¬ 
tion is one desired by the general public, the exclusion of others 
may enable the patentee to reap a rich reward; or if the inven¬ 
tion is worthless, the reward will be equally valueless. 

By means of patents, publicity for new ideas is encouraged; 
for the owner of a valid patent is secure for 17 years, 
after that the subject of the patent becomes public property. 
It is for this reason that the patent consists of drawings and 
specifications to make a complete disclosure of the invention, 
so that anyone skilled in that particular industry may reproduce 
it. In addition to the drawings and specifications there are what 
are called claims. These claims define the actual limits to the 
patentee's rights to exclude others. Without adequate protec¬ 
tion, there would be a tendency to suppress public information 
regarding new inventions, the inventor relying upon secrecy 
instead to gain his reward. The patent actually withdraws 
nothing from the public, but merely withholds for a limited time 
what otherwise might have been kept secret and perhaps lost 
forever. It must add to the sum of human knowledge, for in 
so far as it does not do that, it is to that extent invalid. All that 
is necessary to establish invalidity is to prove that nothing has 
been added to the sum of human knowledge by the patent. 
If it is plainly apparent to an engineer that a patent is invalid, 
the engineer should be able to so convince the court. 

Patents pertaining to reinforced concrete may be divided 
into two classes: (1) those that apply to improvements in manu¬ 
factured details, such as reinforcements, and which have been 
described in Art. 18 of Volume I and in Chapter V of Volume 
II; and (2) those which may more properly be called engineering 
patents and which relate to improvements in the structure 
itself as, for example, the location of reinforcement, or the 
processes of erection. Patents on manufactured details develop 
a field "for the sale of special types of reinforcement, the royalty 
being included in an enhanced selling price. In other words, 
this^cla^ of patents is used to promote the business of the manu¬ 
facturer rather than that of the engineer. The second class above 
mentioned is used more often by the engineer as a support for 
specialization in engineering, and the royalty is ordinarily 
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collected in the same way as engineering fees—that is, as a 
certain percentage of the contract price. If the patents are of 
value, they enable the engineer to charge a higher percentage 
for his services. 

63. Patents Pertaining to Arch Bridges.—Although various 
types of patented reinforcement are applicable to arch bridges, 
the most of the patents that have had to do with arch bridge 
development are of the engineering class. The most important 
of these engineering patents are included in the following list, 
a few of which will be briefly described: 


Arnold. 

749,771 

Jan. 

19, 

1004. 

Luten. 

... 1,060,920 

May 

6, 191.3. 






Luten. 

... 1,060,921 

May 

6, 1913. 

Aylett. 

. g65..1.'>7 

July 

26, 

1910. 

Luten. 

... 1,060,922 

May 

6, 1913. 

Aylett. 

. 965,358 

July 

26, 

1910. 

Luten. 

... 1,089,488 

Mar. 

10, 1914. 

Aylett. 

, 984,878 

Feb. 

21, 

1911. 

Luten. 

... 1,090,081 

Mar. 

10, 1914. 






Luten. 

... 1,106,880 

Aug. 

11, 1914. 

Cummings... 

. 978,361 

Dec. 

13, 

1910; 










Mclbcr. 

... 660,518 

Oct. 

23, 1900. 

Luten. 

. 649,643 

May 15, 

1900. 

Melber. 

... 672,175 

Apr. 

16, 1901. 

T.uten. 

. 785,678 

Mar. 

21, 

1905. 





l.uton. 

. 802,004 

Oct. 

17, 

1905. 

M oiler. 

... 776,252 

Nov. 

29, 1904. 

Luton. 

. 818,386 

Apr, 

17, 

1906. 





Luten. 

. 830,483 

Sept. 

6, 

1906. 

Parmley. 

... 690,838 

Apr. 

1, 1902. 

Luten. 

840,224 

Jan. 

1. 

1907. 

Parmlcy. 

... 709,794 

Sept. 

23, 1902. 

Luten. 

852,970 

May 

7, 

1907. 

Parmley. .,. 

... 712,841 

Nov. 

4, 1002. 

Luten. 

. 852,971 

May 

7, 

1907. 

Parmley. 

... 764,302 

July 

5, 1904. 

Luten. 

. 853,183 

May 

7, 

1907. 

Parmley. 

... 764,303 

July 

5, 1904 

Luten. 

. 853,202 

May 

7, 

1907. 





Luten. 

. 853,203 

May 

7, 

1907. 

Strauss. 

... 702,361 

June 

14. 1904. 

Luten. 

. 923,058 

May 

25, 

1909. 





Luten. 

933,771 

Sept. 14, 

1909. 

Thacher. 

... 617,615 

Jan. 

10. 1899. 

Luten. 

998,704 

July 

25, 

1911. 





Luten. 

. 1,004,051 

Sept. 26, 

1911. 

Thomas. 

.. . 805,762 

Nov. 

28. 1905. 

Luten. 

. 1,005,051 

Oet, 

3, 

1911. 

Thomas. 

... 886,660 

May 

5, 1908. 

Luten. 

. 1,009,676 

Nov. 

21, 1011. 

Thomas. 

... 915,316 

Mar. 

16, 1900. 

Luten. 

. 1,027,742 

May 28, 

1912. 

Thomas. 

... 1,097,269 

May 

19, 1914. 

Luten. 

. 1,048,843 

Dec. 

31, 1912. 





Luten. 

. 1,060,917 

May 

6, 

191,3. 

Watson. 

... 1,071,118 

Aug. 

20, 1913. 

Lut cn. 

. 1,060,918 

May 

6, 

1913. 






(Copies of patents may be obtained from the Commissioner of 
Patents, Washington, D C. at 5 cents each.) ' 

The earliest of the United States patents on concrete arches, 
was the Melan patent for steel ribs (either rolled sections or 
built-up lattice girders) embedded in concrete arch rings. This 
patent expired Sept. 12, 1910. 

The Thacher patent, No. 617,615, issued Jan. 10, 1899, on an 
application filed Oct. 17,1896, is illustrated in Fig. 185, together 
with one of the claims which is typical. 

(The sketches shown in this chapter are all taken directly from 
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the patent drawings and include more than is covered by the 
claims cited. The reason for this is due to the fact that a claim 
is for an improvement while the patent drawings must show how 
to construct a complete working structure.) 



Claim 3. —The combination with abutments, and a concrete arch Bpannins the space be¬ 
tween the abutments, of a secies of metal bars in pairs, one bar of each pair ^ove the other 
bar, near the uatrados and intrados of the arch, each bar of a pair beinit independent of the 
other, and one bar of each pair extending well into the abutment, substantially as described. 

Fiu. 186.—Thacher patent. 


A somewhat similar reinforcement is shown in the patent to 
Arnold, No. 749,771, issued, Jan. 19, 1904, on an application 
filed Sept. 13, 1902. The bars are arranged in pairs, but bonded 



^ Claim 2.—In a bridge, an arch of conorete or other masonry, having embedded therein 
ribs, arranged one above but separated from each other and by the masonry and composed 
of railroad rails or other iron, said riba being bonded together by metallic straps wound 
around them and at intervals of the length thereof, substantially as described. 

Fio. 186.—Arnold patent. 

togetj^er by metallic straps as indicated in Fig. 186, thus differing 
from the Thacher patent in which the bars are claimed as inde¬ 
pendent of one another. 

Another modification of the Thacher patent is shown in Melber, 
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No. 660,518, issued Oct. 23, 1900, on an application filed' 
August 24, 1899, in which shear members cross diagonally from 
one reinforcing member to another (Fig. 187). 

The P^mley patent. No. 696,838, issued April 1, 1902, on an 



CuAiM ].—In cement or other concrete construction metal reinforcintc bars, unattached at 
their ends to other metal reinforcing bars, embedded therein transverse to the calculated 
shearing strains. 

Fio. 187.—Melber patent. 

application filed June 4,1901, differs from the Thacher patent in 
having the bars near intrados and extrados alternating with one 
another instead of being arranged in pairs (Fig. 188). 

A materially different form of arch reinforcement is shown in 
the patent to Luten, No. 1,009,676, Nov. 21, 1911; application 


C 

Claim 3.—A concrete arch having bars embedded therein, both in intrados and extrados 
at the regions of tension and extending continuously through the rejiions of tension and 
sufficiently into the abutments to obtain a secure anchorage, the bars in the oxtrados being 
opposite the spaces between those in the intrados. 

PiQ. 188.—Parmley patent. 

filed April 29, 1901. This patent shows the arch reinforced 
with but a single series of reinforcing members (Fig. 189) instead 
of the double row of the Thacher, Arnold, Melber, and Parmley 
patents. A modification of this device is shown in another patent 
to Luten, No. 818,386, April 17, 1906; application filed May 17, 
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1902. In this patent the points of crossing the arch ring for 
various rods of the single series have been displaced laterally 
along the arch ring, so that the arch is reinforced on both sides 
through a short region where there is doubt as to whether the 



Claim 2. —In an arched Btructure of concrete the combination with a curved or arched 
member and abutments to support the same, of a series^ of tension members embedded in 
said curved or arched member, and passing close to the interior face of the abutments. 

Fio. 189.—^Luten patent. 

bending moments will be positive or negative (Fig. 190). The 
reason for placing the reinforcement in this way is based on the 
theory that tension will occur at alternately opposite regions of 
an arch in limited regions only, and that steel is located in those 
regions and extends continuously from one to the other for 



Claim 7. —An arch having embedded therein rods, bars, or other tension members in 
two or more series following one face of the arch rib, thence across and following the other 
face of the rib, the points of crossing for the different series being angularly or laterally dis¬ 
placed with respect to each other, substantially as described. 

Fia. 190.—Luten patent. 

convenience in placing. A similar object may be accomplished 
with ^non-continuous rods as shown in patent to Luten No. 
852,971, May 7,1907; application filed June 30,1906. (See Fig. 
191.) The difficulty of placing this form of reinforcement probably 
offsets the saving in metal. 
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almost any type patented or non-patented, but usually consists 
of round rods. However, there is no reason why any of the types 
of reinforcement described in Art. 18 of Vol. I and in Chapter V 
of Yol- II may not be applied in accordance with the claims of the 
above patents which, as far as the writer knows, arc all the patents 
that apply specifically to arch ribs. 

A patent that has nothing to do with reinforcement is that to 
Moller, No. 776,252, Nov. 29, 1904; application filed July 6, 
1904. This patent pertains to an abutment for an arch, in which 
a horizontal plate is used to resist the horizontal thrust (Fig. 193). 

The converse of this is shown in the patent to Luton No. 840,- 



CbAiM 1.—An abutment member for arches, consisting of a plate placed in a substan* 
tially horisontal position in contact with the end of the aich adjacent to its prossure-line. 


Fxa. 193.—Moller patent. 


224, issued Jan. 1, 1907; on an application filed Aug. 23, 1905. 
In this patent the horizontal thrust of the arch on the abutment is 
resisted by a metal tie from abutment to abutment embedded 
in a concrete pavement across the bed of the stream (Fig. 194). 
This pavement also serves as a support for the falsework in 
erecting the bridge and is intended to render the bridge flood 
proof by preventing scour under the foundations. 

The application of process patents to arches is illustrated in a 
typical manner in the patent to Luten No. 923,058, issued March 
25, 1909, on an application filed April 1, 1907, for a method 
of building a bridge in which the stiffening effect of the spandrel is 
applied to produce what is considered a more efficient structure 
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with elimination of possible settlement cracks. The old method 
was to remove the centers from beneath an arch before the span¬ 
drels, fill, and railings were added, the arch thus assuming its 
settlement stresses before their addition; but the erection, of 
spandrels or fill after centers are removed is dangerous unless the 
arch ring is made excessively heavy. The process of the Luten 



Claim 0. —An arch or btitige having the bed of atream paved with concrete with tension 
members embedded transverse to the course of the stream. 

Fig. 194. — Luten patent. 

patent referred to covers the building of the arch and part of the 
spandrel before striking centers, and the addition of the coping 
and railings after striking centers. The addition of the lower 
part of the spandrel walls before striking centers permits the 
addition of the earth fill supported by these walls and this applies 



Claim 4.—A falsework centcrinR containing compound compression members for support* 
ing a load and each composed of a plurality of pieces having major and minor dimensions 
transverse to their lengths, the nmjnr dimension of one piece being arranged, transveniely to 
the major dimension of another piece, and a withdrawable connection to unite the pieces of 
each compression member. 

Fig. 195.—Luten patent. 

to the arch its normal loading at the time the centers are struck. 
The part spandrel serves to stiffen the arch and render it secure, 
making possible the use of a light arch ring, yet with elimination 
of settlement cracks. One of the broader claims (claim 14) is as 
follows: 

“ That improvement in the art of building an arch or girder comprising 
erecting the arch or girder together with part of the spandrel or super- 

25 
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structure on centers, then lowering the centers and subsequently adding 
coping or railing.” 



Claim. —A centerincc or temporary falsework for masonry, or concrete arches comprising 
a three*point pinned arch composed of two sections supported solely at their lower ends and 
connected together at their upper ends at the center plane of the arch by a single pin through 
which BtresHCB are transmitted from one section to the other, supports at the lower ends of 
the two sections each connected to the corresponding section by a single pin. 

Fio. 196.—Watson patent. 

An improved form of centering is disclosed in Luten patent 
No. 1,106,880, Aug. 11, 1914; application filed Nov. 1, 1906. 
The uprights consist of compound T-colurans fastened together 
with wires (Fig. 195) and consisting usually of 2 in. by 6-in. or 



Claim 2. —In a system of concrete eonstrucUon, the combination of suj -ting cables, 
arranged over a space to be spanned, a centering comprising a plurality lesibly Jointed 
seottons, and hangers suspending the said sections from the cables. 

, Fig. 197. — ^Aylett Patent. 

2 in. ..by 8-in. timbers. No wedges or sand boxes are used for 
striking centers, but by clipping the wires, the compound columns 
are resolved into their simple elements, which buckle, lowering 
the center, and the arch thus gradually assumes its load. 
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A three-pin type of centering is shown in the patent to Watson, 
No. 1,071,118, issued Aug. 26, 1913, on an application filed 



Jan. 27,1911. One of the objects of the invention is to provide 
a centering which can be used repeatedly, which has a minimum 
deflection when the load is applied, and which is well adapted 
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for construction of arch bridges where obstruction to traffic 
under the bridge must be avoided. (See Fig. 196.) 

A suspended system of arch construction is described in the 
Aylett patent No. 965,358, July 26,1910; application filed Oct. 26, 



1907. (See Fig. 197.) The Aylett patents also cover the method 
of attaching the main cables directly to the voussoirs without 
any centering whatever—or what might be called a suspended 
prc-casted voussoir method. 

A three-hinged arch patent is disclosed in the patent to Thomas, 
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No. 915,316, Mar. 16, 1909; application filed Jan. 30, 1908. 
(See Fig. 198.) 

The Strauss and Collins patent No. 762,361, issued June 14, 
1904, on ai^ application filed Jan. 25, 1904, describes a special 
type of arch bridge, as indicated in Fig. 199. 

64. Patent Litigation.—^There has been much activity in 
litigation of arch patents. Of the suits won, many have been 
concluded by consent decrees, but none have thoroughly con¬ 
tested the validity of the patents. Many of the pending suits 
are being hotly contested at the present time and will .undoubt¬ 
edly result in decrees that will definitely determine the validity 
of some of the patents. A single favorable opinion in a thor¬ 
oughly contested case will go a long way to fix the standing of 
the patents before the public. An unfavorable opinion on the 
other hand will not be conclusive, because it will determine the 
validity of only a few claims, and the liUten patents alone con¬ 
tain hundreds of claims. Any one suit might invalidate a pos¬ 
sible half-dozen of these claims but would not be conclusive as 
to the patents themselves or the other claims that were not 
involved. Hence no early conclusion of litigation under these 
varimi*! patents can be expected. 

Since a patent is a Federal grant, litigation for violation of 
the patent itself must always be in the Federal court. Prop¬ 
erty rights in patents and contracts under patents may come 
within the jurisdiction of the State courts, but infringement of a 
patent is a matter for correction exclusively in the Federal court. 
A patent is infringed by anyone who makes, sells, or uses any 
device that includes all of the elements named in any one claim 
of the patent. If any element of the claim be absent from the 
device the patent is not infringed. But the presence of more 
elements than called for by the claim docs not avoid infringe¬ 
ment. The drawings and specifications have very little to do 
with the question of infringement, being principally useful to 
the court in determining any ambiguity that may arise as to 
the claim. In the Thacher patent illustrated in Fig. 185 the 
reinforcement is shown consisting of deformed bars, but the 
claims are not thus limited. Hence smooth rods or bars or their 
equivalent would infringe the patent if arranged as claimed. 

The remedy for infringement may be a suit at law before a 
jury to collect damages, or it may be a suit in equity before a 
judge for an injunction which, if granted, carries with it an ao- 
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counting for damages and profits. Nearly all infringement suits 
are consequently suits in equity, having the injunction against 
future infringement as their primary object. An injunction to 
prevent infringement may be granted either before or after there 
has been infringement, a past infringement being construed by 
the court as a threat to infringe again. If one claim of a valid 
patent is shown to be infringed, the court will grant an injunc¬ 
tion forever restraining the future infringement of that patent. 
The suit may be against any party violating the patent. Thus 
the builder and the purchaser are both liable and neither can 
relieve the other. The designer may also be held liable under 
certain conditions, even though he has not actually made, used, 
or sold the infringing structure itself. The courts have held 
that there may be contributory infringement by one who assists 
others to make, sell, or use patented devices, as in the case of an 
engineer designing and supervising an infringing structure. 

There are many possible defenses to a suit for infringement, 
but none of them are ordinarily of much practical value, except 
the proof that the patent was not granted to the original inventor 
in this country. The most convincing test of the validity of a 
patent is: Did it add anything to the sum of human knowledge? 
If it did, it is to just that extent valid. One or more claims of a 
patent may be found invalid and the remaining claims of the 
patent still remain valid. And the patent itself is not void until 
all of its claims have been proved invalid. 

Suits for infringements arc begun in district courts of the 
United States. From this court there may be an appeal to the 
Circuit Court of Appeals of the Circuit, and its decision is final. 
There are nine Federal Circuits in the United States and nine 
courts of appeal, and the decision of one of these courts is not 
binding upon any other, although it is persuasive. In case of 
conflicting decisions a remedy may be had in the Supreme Court 
of the United States, but this is possible only in case such court 
consents to a hearing. Consequently a patent may be valid in 
one district and invalid in another, and adverse decisions are 
necess^ in nine district courts to completely invalidate it 
throughout the United States. Usually one or two thoroughly 
contested decisions are considered conclusive. 

The damages that may be secured in a suit for infringement 
are usually measured by the customary royalty charged for the 
use of the patent. In case the infringement was done knowingly 
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and wilfully, treble damages may be awarded at the pleasure of 
the coiirt. But even so the cost of litigation usually far exceeds 
the damages secured and the primary object of a suit for in¬ 
fringement must be the injunction to stop further infringement. 
Under the old rules of Federal court procedure the cost of a 
patent suit not infrequently ran into tens of thousands of dollars. 
The total cost of the suit that established the validity of the 
Cameron Septic Tank patent is said to have exceeded $50,000, 
and the Warren Bitulithic Paving patent, $60,000. But on 
Feb. 1, 1913, the new rules of Federal court procedure went into 
effect and infringement suits may now be tried in open court 
with but little delay, so that lower court decisions may now be 
had in 1 or 2 years, where formerly 5 years was not unusual, and 
Mr. Edison is said to have contested one suit through 30 years 
of litigation. 




CHAPTER XIII 


TYPICAL DESIGNS OF THE VARIOUS TYPES OF ARCH 

BRIDGES 

The bridges illustrated in this chapter have been selected as 
repre^ntative of the various types of arch bridges built in this 
country, and much can be gained, the writer believes, by a careful 
study of the details shown. In fact, it is thought that the 
practical designing of concrete arch bridges can be taught in no 
other way than by requiring a well-directed study of a repre¬ 
sentative collection of typical detailed designs, such as those 
shown, in addition to the usual problems of analysis. The 
construction views included should prove instructive. 

The construction in detail of the Yardley bridge (Plates IV, 
V, and VI) may be found in Chapter XXXI. The Third Street 
bridge at Logansport, Ind. (Plate VII) is a bridge of Luten 
Design—a patented type of bridge referred to in Chapters X and 
XII. The lattice girders set across the arch ring in the Atherton 
Avenue bridge (Fig. 207 and Plate IX) should be especially 
noted as they are somewhat unusual, being employed to provide 
positive spacing and locking together of the arch reinforcement. 
The analysis of the Carondelet Park bridge (Plates XII, XIII, 
and XIV) and also of the Main Street viaduct (Plates XL and 
XLI) may be found in Arts. 47 and 61 respectively. The Latah 
Creek bridge (Figs. 232 and 233) was included to show one method 
of providing rigidity and at the same time reducing the number 
of ribs showing on the arch soffit—this being done by connect¬ 
ing each outer rib with the adjacent inner one by a thin slab at 
the intrados. The highway bridge at Danville, Va. (Plate 
XXXVIII) shows a type of bridge with the arch ribs extending 
up to the roadway and the reinforcement so placed that the 
greater part of rib may be considered as effective arch depth. 
The Benson Street bridge at Lockland, Ohio (Plate XXXIX), 
is a through arch bridge with the horizontal component of the 
arch thrust taken by steel rods extending between the skewbacks 
and fastened to the steel in the ribs. 
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Standard 40-£t. arch, State of Missouri Highway Department, 
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CaurUtu Mr. T. E. Rwi, Chief Engineer, W. C. F. A N, By. 

Fiq. 200.—Elk Run bridge across Cedar River, Waterloo, Cedar Falls & Northern Ry. Co. 







PLATE III 



filvdinal Secticn 

1 bridge across Cedar River, W. C. F. & N. Ry. 
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Courteau of Mr. WiRiam Hunter, late Chief Engineer, P. & R. Ry. Co, 
Fia. 202.—^Yardley bridge, Philadelphia & Reading Ry. Ca 
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PLATE IV 



Yardley bridge, Philadelphia & Heading Ry. Co. 
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Third Street bridge, Logansport, Ind. 















Cmtrt^n Mr, N. 8. Spn^pte, Suverint/mdeiU, Dep’t. of PuUic Work*, PiUahurgh. 

Fig. 205.—Roadway of Atherton Avenue bridge over P. B. B., City of Pittsburgh. 
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CimrUtay of Mr. N. S. Sprague, Superintendent, Dep’t. of Public Worka, Pittsburgh. 

Fia. 206.—Steel centers—^Atherton Avenue bridge, Pittsburgh. 


9 . 



Courtesy of Hr. ff. 8. Spre^/ue, Superintendent, DepX of Public Works, Pittsburgh. 

Fig. 207.—Constraetion view—^Atherton Avenue bridge, Pittsburgh. 
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Atherton Avenue bridge, Pittsburgh, 
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Atherton Avenue bridge, Pittsbuiyh. 
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Ctwrteay of Engineering and Contracting. 

Fia. 208.—Third Avenue bridge over Cedar River, Cedar Rapids, Iowa. 



Courteay of Engineering and Contracting. 

Fio. 209.—Refuge bay of Third Avenue bridge. Cedar Rapids, Iowa- 
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PLATE XI 
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Fig. 212,—Construction view of Cpr^ndeiet brid*'«. St. T •wna 

















Fio. 213.—^Abutments of Carqndfifet Park bridee, St. Louis. 
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PLATE XIV 
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Pig. 214.—^Ashokan Reservoir Spillway bridge. 
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Fig. *^15. —^Falsework for Ashokan Reservoir Spillway bridge. 
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PLATE XIX 
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PLATE XXI 
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PIATE XXIII 
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PLATE XXIV 
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Courtegy of Mr. B. C. L. Wagner, Civil Engineer, Kansas City. 

Fia. 219.—Stiinson Creek bridge, Fulton, Mo. 



Courtesy of Mr, E. C. L. Wagner, Civil Engineer, Karuas City. 

Fia. 220.—Construction view of Stimson Creek bridgo, Fulton, Mq. 
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Ctf Mr, N, S. Spraffue, Superintendent, Dep't. of Public Works, Pittsburgh. 

Fig. 221. —Larimer Avenue bridge, Pittsburgh, Pa. 
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Courtesy of Mr. N. S. Sprague, Superintendent, Dep't, of Public Works, Pittsburgh, 

Fiu. 222.—Arcli-rib reinforcement in place, Larimer Avenue bridge, 

Pittsburgh. 



Courtesy of Mr. N. S. Sprague, Superintendent, Dep’t. of Public Works, PiUshwgh. 

Fio. 223.—Concreting of arch ribs, Larimer Avenue bridge, Pittsburgh. 
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Courtesy of Engineering and Contracting. 

Fia. 225.—Forms for floor system over main arch, Larimer Avenue bridge, 

Pittsburgh. 



CowrUty of Engineering and Contracting. 

Fia. 226.—View oif traveler for suspending working scaffolds for bushhammer 
work, Larimer Avenue bridge, Pittsburgh. 
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Courtesy of Cheeter & Fleming, Engineers, Pittsburgh. 
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CourtcEi/ cf Chester & Fleming, Engineers, Pittsburgh, 

Fio. 228.—Mouessen viaduct, Monesaea, Pa. 
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PLATE XXX 



Monessen viaduct. 
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PLATE XXXII 
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Monessen viaduct. 
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Courtesy of Concr^/t-CeiMrU Age, 

Fiq. 229.—^Bridge over the Arroyo Sccu^ Pasadena, CaL 
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CourUiy of Mr CharUa 1 Byers, Los \ngeles, Ceil 
l*’ia 230—Goncral view of bridge over the Airoyo Soco, Pasadena, C^\l 



Courtesy of Mr Charlea A Byers, Los Angeles, Cal 

Fio. 231 —Refuge bay on bridge over the Arroyo Seco, Pasadena, Cal. 
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PLATE XXXV 
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Fig. 232.>-Latah Cjeek brid^, Spokane, Wash 
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ComrtMy of Mr. Morton Macartney, City Engineer, Spokane. 

Fig. 233.—Construction view oi Latah Credc bridge, Spokane, Wash. 
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Courtc'iy of Mr Wtthur J ( onauUing hnoineer, Cltvtland 

Fir 231 -HikIiwiv brHlgt' it Damille, Vi 



Courleiy of Mr WtUiur J Watson, Consulting Engineer, Cleveland 


Fio 235 —General view of highway bridge at Danville, Va. 
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236.—Benson Street bridge over Mill Creek at Lockland. Ohio, 
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CowrUay vj Mr. B. A. Oaat, Dejniiy County Surveyor, BamilUm County, Ohio. 

Ftg. ‘>37.—Construction view. Benson Street bridge over Mill Creek at Lockland, Ohio. 
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PLATE XXXIX 
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Cuurteajf of Mr. 8. W. Bowen of Brcnnrke nml Fny, Consulting Engineers, St. Louis, 

Fia. 238.—Main Street viaduct, Fort Worth, Texas, from an 

artist’s perspective. 
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Pier Noi 

Fjo. 239.—River span, Main Street viaduct, Fort Worth, Texas. 
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Courtesy of Mr. S. W. Bowen, St, Louis. 

Fifi. 240.—Pier casting of center rib, Main {Street viaduct, Fort Worth, 
Texas. Casting ready to be concreted in. 



Courtesy of Mr. S. W. Bowen, St. Louis. 

Fiq. 241.-~Haunch hinge in place. Main Street viaduct, Fort Worth, Texas. 

















Main. Street viaduct, Fort Worth, Texas. 
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PLATE XLI 



Section A-A 


Section B-B 



Hotf Elevation • SponlS Side 


End Elevation 


Main Street viaduct, Fort Worth, Texas. 















PART II 

SLAB AND GIRDER BRIDGES 

Since the methods of designing slabs, beams, and girders have 
been explained at length in Volumes I and II,. no attempt 
will be made in the following chapters to treat of these meth¬ 
ods in detail. Many things must be considered, however, in 
designing bridges of this class, aside from the proportioning of 
simple and continuous beams, and such matters will be given 
due consideration. 

The erection of forms and other operations in slab-and-girdcr 
bridge construction are essentially the same for ordinary condi¬ 
tions as the corresponding operations in the construction of 
buildings. On this account, constructional methods will be re.- 
fcrred to only incidentally under this heading. 

The loadings to use in design are, of course, the same as for 
the floors in arch bridges of open-span<lrel construction (see 
Art. 7). In fact, it should be noted that the framed structure 
which is supported by a ribbed arch is virtually a trestle form of 
girder bridge and the loadings and general design arc identical. 

Impact may properly be neglected in arch-ring analysis but 
becomes important in bridge-floor design. An increase of 25 
per cent is usually made in the live load or live-load stresses for 
highway bridges and 50 per cent in those for railroad bridges. 

From the standpoint of economy, slab bridges should in 
general be limited in span length to about 25 ft., and ordinary 
girder bridges to about 50 ft. 
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CHAPTER XIV 


SLAB BRIDGES 


66. Slabs Under Concentrated Loading.—Recent tests made 
on simply-supported slabs at the University of Illinois and at the 
United States Office of Public Roads gave results in sufficient 
^eement to permit of simple rules being formulated for estimat¬ 
ing the effective width of slabs supporting concentrated loads. 
In one series of tests, |-in. plain round rods were used and the 
loads were applied centrally over a bearing area 6 in. in diameter. 
In another series somewhat similar loads were applied at the 
one-third points of the span. In a discussion of the tests above 
mentioned before the American Society for Testing Materials, 

June, 1913, Mr. W. A. Slater, first as¬ 
sistant of the Engineering Experiment 
Station, University of Illinois, recom¬ 
mended that where the total width of 
slab is greater than twice the span, the 
effective width e (Fig. 242) be assumed 
as 



Fia. 242. 


e = -^x -h d 


where x is the distance from the concentrated load to the nearest 
support and d is the width at right angles to the span over which 
the load is applied. Mr. Slater pointed out that the tests, so far 
made showed the effective width to be but little influenced by 
the depth of the slab or by the percentage of longitudinal rein¬ 
forcement. He stated, however, that he would limit the latter 
to 1 per cent, “because of the possibility that in a beam with a 
large amount of longitudinal reinforcement and a relatively small 
depth, failure may be caused by transverse tension in the con¬ 
crete and not by longitudinal steel stress.” 

Tests were made on beams having various percentages of trans¬ 
verse reinforcement, but results did not show conclusively that such 
reinforcement is economical when used for the purpose of resist¬ 
ing transverse bending stress. Additional tests are needed to 

3S8 
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determine what increase may be made in the effective width for 
different percentages of transverse steel. At least a small amount 
should be used in every case for thcr purpose of distributing def¬ 
ormation due to variations in temperature. 

The formula given above for finding effective width shows that 
this width is very nearly a constant proportion of the span; and 
consequently it follows that the depth of slab required to support 
a given concentrated load is approximately the same for all spans. 
Of course, the depth referred to here is only that necessary to 
support the live load. Considering both dead and live load, 
an increase in span length would obviously cause considerable 
increase in depth or in percentage of reinforcement. 

The above discussion refers to a total width of slab greater 
than twice the span. For a slab whose total width is less than 



os 04 0.6 0.8 t..O 1.2 1.4 1.6 1.8 2.0 2.2 2.4 26 2.8 20 3.2 

Ratio of Total Width +o Span 
Fig. 243. 

this, the effective width may be found from Fig. 243 which shows 
the ratio of the effective width of the span as determined from the 
measured steel stresses in the University of Illinois tests. 

Mr. C. R. Young, Assistant Professor of Structural Engineer¬ 
ing in the University of Toronto, in an article in Engineering 
News, issue of July 30, 1914, calls attention to the fact that the 
loads caused by wheels or rollers on highway bridges are applied 
over considerably elongated areas. In view of the tests referred 
to above, he presents a practical method of estimating the effective 
width of slabs supporting the type of concentrated loads found in 
practice. The following is taken from the article mentioned: 

“Let a concentrated load, bearing on an area of length c and width d, 
be applied in any general position to a slab having a total width b not 
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less than twice the span length I, ns shown in Fig. 244. If any small 
element of this load, as mn, distant x from the nearer support, be con¬ 
sidered, it is directly evident from the experimcntiil investigations cited 
above, that such part of it as is delivered to the nearer support may be 
regarded as wholly transferred to that support within lines drawn 
through the end i)uints of the element making angles 9 with the direc¬ 
tion of the span of the slab, the tangent of which angle is between 0.67 
and 0.80. For brevity, the angle between these two bounding lines, 
that is 29, may be called the effective angle. The reaction at the near 
support may thus be regarded as uniformly distributed over a width of 
r = 2x tan 9 + d, or if tan 9 be assumed as 0.67, a conservative value in 
the light of experimental results, this width becomes 1.33a; -}- d. 

“Although there is no direct experimental evidence that the effective 
angle to the farther support is the same as to the nearer, careful con- 


Tbttr/ Width - b 
|< - • i(4-f)fan 9 



\tr-zxfan9*d\ 

-> 

Fio. 244. 


sideration of the matter leads to the conclusion that it is. If the farther 
support were moved in so that the element of load, mn, became central, 
the effective angles to the two supports would be equal. There would 
then be applied to the shifted support, along a length that may be called 
the effective reaction-width of the reduced span, a uniformly-distributed 
reaction which, when the first support was replaced in its original posi¬ 
tion, would become a concentrated load on the original span. The 
virtual load would be delivered to the support nearest to it, but farthest 
from the original eccentric element of load mn within the same effective 
angle as would apply to the nearer support in any case. It thus appears 
that the effective angles from any element of loading to the two supports 
are equal. 

“When the selected clement of loading is not at the center of the 
span and the reactions at the two supports are thus not distributed 
over the same effective widths, the question arises as to what should bo 
the effective width of the slab for the calculation of resisting moment. 
It is probable that the average of the two reaction-widths would be the 
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correct width to assume for this purpose, and in the absence of direct 
experimental evidence on the matter, this assumption is recommended. 

“Considering as a whole the concentiated load shown in Fig. 244 it 
follows that the part of it delivered to either support may be regarded 
as wholly‘transferred to that support within lines drawn through the 
remotest corners of the loaded area and making angles with the direction 
pf the span of the slab equal to 0, one-half of the effective angle. If / 
be the distance of that edge of the loaded area nearest a support, from 
the support, the effective reaction width, ri, for the nearer support 
would be 

ri = 2 (c + /) ton -f d 
and for the farther support it would be, 

r-i = 2(J — f) tan 0 + d 

As in the case of an element of loading, the effective width of the slab 
for the computation of moment of resistance may be .taken as the 
average of the reaction widths ri and r;. 

“ Where the concentrated load is a moving one, the critical position 
will be at the center of the span. The effecjtive reaction-widths are then 
equal to each other and the effective width of the slab for the computa¬ 
tion of moment of resistance is equal to either. 

“Since loads arising from wheels or rollers are often applied over 
considerably elongated areas, the orientation of the load on the span is 
an important consideration. For such loads, the distance d is always 
small—in theory only the width of a line—but the distance c may, for 
rollers, be as much as 48 in., and is commonly from 12 to 20 in. 

“The two extreme arrangements of the load, indicated in Fig. 245, 
will be compared. In Fig. 245(a), the axis of the machine or vehicle 
is at right angles to the direction of the span of the slab, while in Fig. 
245(6), it is parallel to this direction. For the usual system of floor 
construction in a bridge, with the slabs supported on longitudinal 
stringers, the axis of the machine for the case shown in Fig. 245(a) 
would be parallel to the axis of the bridge and for the cose indicated in 
Fig. 245(6), transverse to it. The latter is a contingency that must be 
considered in wide bridges. When the load is placed as shown in Fig. 
245(a), it follows from what has already been said that the effective 
width of the slab Ci is given by the expression 

e\ ■= (I c) tan 0 d 

and when the arrangement is that of Fig. 245(6), the effective width is 

62 = (i + d) tan 0 + c 

Since c is ordinarily very much greater than d, 62 is greater than ei 
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and the location and orientation of a wheel load most seriously stress¬ 
ing a slab is as shown in Fig. 245(a) and not as shown in Fig. 245(5). 

“For bearing areas differing in shape from those shown in Figs. 244 
and 245, equivalent rectangles may be substituted. 

“When the length 6 of the slab is less than twice the span length I, 
it becomes necessary to make some reduction in the effective width. 
The writer would suggest that until further experimental evidence is 
available the values of tan 0 in any calculation of effective widths be 


K-. Tora/ Width • b .H 
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(b) 

Fio. 245. 


assumed substantially in accordance with those given by Mr. Slater’s 
graph, or as follows: 
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“Although no experimental investigation of the relative distributing 
effects of various types of slab reinforcement has been made, it is probable 
that a form involving diagonal strands or rods is most efficient. Maxi¬ 
mum stiffness along lines radiating from the load within the effective 



Highway Commission. 

angle and the provision of a large number of strands directly under the 
load would thus be secured. Upon these considerations the delivery of 
the load to the supports over a considerable effective width largely 
dd^nds. 
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“The effect of a gravel cushion or other wearing surface in distributing 
concentrated loads over bridge floors has not been considered, as this is a 
matter not entering into the present discussion. Having found the area 
of the slab to which the load is applied by this surfacing, the problem is 
of precisely the same kind as arises when loads are applied directly to 



CourUiu of Mr M. W Torkrhon, liridge Ertgineir, WiKonatn Iltghway Commission. 

pKi 247—Christiana bridge over Bieweiv Creek, Town of Cross Plains, 

Dane County, Wis. 

the slab. The only difference is that the bearing area of the concentrated 
load is increased with the use of a wearing suifacc and consequently the 
effective width of the slab also becomes greater.” 

66. Slab Bridges of Single Span.—Tlu* floor of a slab bi’idgo 
may be designed as any simply-supported slab except that sheai*- 



Courtfsy of Mr. M. W. TorkeUon, Bridgo Enginrtr, Wisionsin Highway Commisnnn. 

Fio 248.—Construction view of Christiana bridge, Town of Cross Plains, 

Dane County, Wis. 

ing stresses may require very careful attention where the live 
load« is relatively large, as in railroad structures. The whole 
reinforcing system may be made absolutely rigid by wiring the 
main reinforcing rods to the transverse reinforcement, epi- 
ploying extra transverse spacing rods at the ends of the bent-up 
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steel. Both the straight longitudinal rods and those bent up to 
provide for diagonal tension should be hooked at the ends. 

Practice varies in regard to the use of expansion joints between 
the slab floor and the abutments. There are none provided in 
Figs. 24'6, 249, and 250, but such joints are placed at both 
abutments in Fig. 251. In the latter figure, vertical end ex¬ 
pansion joints are provided at the angle points between abutment 
wings and slab, making it necessary to cantilever the outer por- 



Fia. 249.—Details of Christiana bridRO, Town of Cross Plains, Dane 

Co\mty, Wis. 


tions of the slab width on account of insufficient abutment 
support. 

In Figs. 246, 249, and 250 the main wall or vertical slab of the 
abutment is supported at the top by the floor and at the bottom by 
the footing, and may be figured for earth pressure as a simple 
slab with the main steel near the outer or stream face. Of 
course, the main wall should also be designed to act as a column 
to support the superstructure. Since a joint of low friction is 
not provided between floor and abutments, the unit tensile 
stress in the steel of the superstructure is usually kept low (12,000 
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lb. per square inch) so as to provide properly for the additional 
tension in the steel caused by the contraction of the bridge in 
cold weather. The wings may be designed as self-supporting 
retaining walls of the cantilever type, using the methods ex¬ 
plained in Part I of Volume II. Theoretically the maximum 
efficiency of the footing for the wing walls can be obtained by 
placing the wing wall at about the outer middle-third point of 
the base, but in many cases considerable saving in excavation 



Fig. 260.—Typical slab bridge, Illino^ Highway Commission. Abut¬ 
ment wings of the cantilever type. Main wall vortical slab supported at 
top by siiperstructurc and at base by footing. 


may make it more desirable to shift the footing a little toward 
the stream bed. Counterforted walls arc advisable only for 
abutments over 20 ft. in height. 

Figs.’261 and 252 show an unusual abutment design adopted by 
the pngineers of the Iowa Highway Commission for both slab 
and girder bridges. Expansion joints being provided at each end 
of the superstructure, both the main portion and the wings were 
designed as self-supporting retainiii^ walls. The main portion, 
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Fia. 261.—Typical slab euperatructure, Iowa Highway Commission. 
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however, was not only analyzed in the ordinary manner for 
pressure on the base, but was also analyzed taking into account 
the stability due to the weight of the wings. The mean value of 
the maximum pressure at the toe of the foundation by the two 
methods being found safe, and an analysis for sliding and over¬ 
turning being satisfactory, the dimensions shown were adopted. 



■Pifl. 2.52.—Typioal Hiihstruoturc for slab and girder bridges, Iowa High¬ 
way Commission. 


^he horizontal rods designated as tension bars were inserted in 
^^ei:. to utilize the weight above mentioned. These rods are 
placed in the main stern near the upper surface and extend 
continuously through the wings, with splices at the center of 
the main portion. The effect of considering the wings as a 
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part of the abutment body is to shift the center of gravity of 
the entire mass farther from the stream face and thus reduce 
the eccentricity of pressure on the foundation. The horizontal 
reinforcing rods shown near the stream face of the abutment, 
and which are cairied about 5 ft. into the wings, were employed 



Fio 253—Details of siibstiucturp, si iiiiliid conirelc pile trestle, Illinois 

Central li li. 

to counteract a tendency to the formation of vertical cracks o^' 
the outside at the corner of wing and abutment. The vertical 
rods in the front face serve as a framework upon which to build 
the horizontal rods and they also prevent any tendency toward 
the formation of horizontal cracks in the stream face due to the 
clogging of an expansion joint. 
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67. Slab Bridjjes of Multiple Spans.—Slab bridges of multiple 
spans will be treated under the four following headings* 
Concrete pile trestles. 

Pier trestles. 

Trestles with framed bents. 

Cantilever flat-slab construction. 

Concrete Pile Trestles —Figs 253 to 256 inclusive give the 
essential details of design of the pile trestles built by the Illinois 



Cerrfer Line of Thacic 30*Bend 4S*Bend 



Section 

Fig 254 —Standard slab for clear spans of 16 ft Illinois Central U It 


Central Hailroad. They can bo considered typical of concrete 
pile trestles in general. These trestles replace similar wooden 
structures over swamps and shallow streams which may not be 
filled and where bridges on more permanent supports would be 
extremely expensive because of their great length. The con- 
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struction consists of pile bents spaced generall^^ from 16 to 20 
ft. c. to c., and with a height above ground not greater than 
the span. The piles are capped with reinforced-concrete girders 
which support the floor slabs. 



Cowieay of Mr. Maro Johnson, Engineer of Bridget anti Buildinga, I, C. B. B 
Fig. 255.—Construcjtion view of concrete pile trestle on Illinois Central 
R. U. near Obion, Tcnn. Concrete bents ready for slabs. 



Courtesy of Mr. Maro Johnson, Engineer of Bridges and Buildinga, I, C. A. A. 

Pia. 256.—Typical bent of concrete pile trestle on Illinois Central R. R. 

■ near Obion, Tenn. 


The piles and deck slabs are usually cast in a convenient yard, 
allowed to season from 60 to 90 days, and are then hauled to the 
bridge site. The lifting stirrups shown permit of the slabs being 
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set in place by a wrecking crane. The ballast and track are 
laid directly on the slabs after the longitudinal and transverse 
joints (except at anchor bents) are filled with cement mortar and 
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Fig.* 257 .—Details of pile trestle across the Miles River near Easton, Md. 


after the floor surface is thoroughly waterproofed. The slabs 
are set on a bed of grout on the pile caps. An anchor bent is 
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used at suitable intervals to take up longitudinal stresses due to 
tractive force and, by means of an expansion joint, to prevent 
any great accumulation of movement of the deck due to tem¬ 
perature changes. 



Courtf8y of Raymond Concrete Pile Co, 

Fig. 258.—Construction view of pile trestle across the Miles Iliver near 

Easton, Md. 



Piers E.3,4,6,flc 7 

Fig. 250.—Pier details, Illinois Central R. R. trestle over Ktiskaskia River 
■ near New Athens, 111. 


A concrete pile trestle for carrying a highway is shown in 
Figs. 257 and 258.^ It was found economical to cast the piles, 
deck slabs, and railing slabs at Baltimore, 60 miles away, and 
transport them to the site on scows. ^Expansion joints were 

^ See also Engineerina News, isaue of Feb. 5, 1014. 
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located in the roadway slabs, curb, and railing slabs at every 
fifth bent. 



Courtesy of Mr. Maro Johnson, Ertgineer of Bridges and Buildings, I C R R. 

Fig 260 —Solid benchwall type of concrete trestle on Illinois Central R. R. 

near New Athens, III. 



Cowtesy of Mr. Maro Johnson, Engineer of Bridges and Buildingi, t.C R B. 

« Fia. 261.—Roadbed of trestle shown in Fig. 260. 


Pier Trestles .—Thin concrete piers are preferable to pile bents 
when the height of bridge above the ground line is greater than 
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Fio. 262.—Details of Mozart Street subway. Bloomingdale Road track ele¬ 
vation, Chicago, Milwaukee & St. Paul Railway. 








Courtesy of Mr, Maro Johnson, Bnyineer of Bridges and BuUdings, I, C. R. £> 

Fzo. 263.—^Dlinois St. Subway, Hoasmoor, HI. 
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about 16 ft. Figs. 259, 260, and 261 show a typical trestle of the 
solid bench-wall type built by the Illinois Central Railroad. 

Trestles with Framed Bents. —Slab bridges with framed bents 
forming subways are used on at least fifteen railroads in this 
country. A design which may be considered typical is shown 
in Fig. 262. The deck slabs may either be cast in place or cast 
at some central yard and placed in a similar manner to the slabs 
for pile or pier trestles. In Fig. 262 the design is shown for 
slabs to be cast in place. A general view of a typical Illinois 
Central subway is shown in Fig. 263. 

A framed-bent trestle with continuous side girders to resist 
stresses due to traction is shown in Figs. 264 and 265. The 
girder on one side acts simply as a tie and parapet, while the 



Courtesy of Mr. Maro Johnson, Engineer of Bridges and Buildings, I. C. R. R. 

Fio. 266.—Trestle approach to Ciimberl.atid River bridge, Illinois Central 
R. R. Side girders continuous. 


other with a cantilever projection at the side acts also as a 
sidewalk. The slabs were cast in a yard at some distance from 
the bridge site, loaded on flat cars, taken to the job, and swung 
into place with derricks. Expansion is allowed for at both ends 
by providing a sliding joint between the bridge superstructure 
and the abutments. The shallow 4-in. curbs at the ends of 
the slabs were provided to prevent seepage from getting into the 
1-in. grout joint between slabs. The pier footings are reinforced 
longitudinally in top and bottom, and were figmed as con¬ 
tinuous T-beams uniformly loaded by the pressure on the soil. 
The cross girders at the top of the columns support the deck 
slabs previously referred to, and are made continuous. 

Cantilever Flat-slab Construction. —Fig. 266 is a flat-slab struc¬ 
ture of the Turner Mushroom type. The methods which may 
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be used in the design of the roadway slab are treated in Volume 
II. The hollow abutments should be noted. 

A cantilever flat-slab bridge in which the abutments are of 
the ordinary reinforced-concrete type is shown in Fig. 267. The 



CmrUay of Mr. A. M. Wolf, Prin. Aast. Eng'r., Condron Co., Chicago, 

Fio. 267.—^Lafayette St. bridge, St. Paul, Minn. 


abutment walls are considered as held at the top by the super¬ 
structure to which they arc anchored by bending the vertical 
rods into the slab. 

















Fio. 268.—Standard details of concrete deck girder bridges, Iowa Highway 

Commission. 


ever sufficient head-room is available. The girders, of course, 
should be relatively thin and deep for the greatest economy, and 
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a curtain wall should be provided between the girders at each end 
of span to retain the earth fill, thereby avoiding complicated 
parapet walls on the abutments. 

Standard details of deek-girder bridges designed by the 
engineers of the low^ Highway Commission are shown in Fig. 



Courteny of Engtneertnff and CorUrachnff 

Fia. 270—Etnbario&s River bridge, (’umboiland Co., Ill. 


268. The fioor slab was analyzed both as fixed and as continu¬ 
ous, and was designed to resist maximum stresses caused by either 
method of analysis. The method of fastening the girder steel 
to anchor rods should be noted. Expansion joints are provided 



Courtety of Enoxnuntio and CoiUraUxng 

Fi« 271 —Roar view of abutment and wing walls, Lnibarrabs River bridge, 

' Cumberland Co , Ill 

under the girder stems by means of sliding steel plates anchored* 
into the body of both superstructure and substructure. 

Figs. 269,270, and 271 illustrate the type of deck-girder bridge 
adopted as standard by the Illinois Highway Commission. The 
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following description of the methods employed in providing for 
expansion in girder bridges is given in the fourth report of the 
Commission: 

“Two methods of providing for expansion in girder bridges have been 
used and both have proved satisfactory. In one method, the wing walls 
of one abutment are entirely separated from the abutment wall proper, 
the latter being free to move at the top with the expansion or contraction 
of the superstructure. The wing walls are designed to l>e self-support¬ 
ing. As girder spans designed by the commission have so far been 
limited to 00 ft., the amount of movement either way from the normal is 



of 


Fio. 272.—Type of abutment used for girder bridges by the Illinois High¬ 
way Commission. Wings of cantilever type. Main wall supported by 
wings as counterforts. 

small and is taken up by deflection of the main wall or a .slight rocking of 
the wall on the footing. Earth pressure against the wall is of little 
importance in this connection as it but tends to reduce the tension in the 
girder steel during expansion and to cause the abutment wall to follow 
the superstructure during contraction. It docs not increase the stress 
in the compression area of the girder as the load is applied at the bottom 
of the girder, tending by this eccentricity of application to reverse the 
dead- and live-load stresses in the girder. 

‘‘This method has been found to be entirely successful, but is some¬ 
what objectionable as a slight movement of the wings due to earth 
pressure and unequal settlement sometimes causes the wing walls to 
move forward slightly at the top, making a somewhat unsightly offset 
between the wing and abutment walls. This has never been more than 





384 REINFORCED CONCRETE CONSTRUCTION 



I 1 I Spandrel rin^ and 

1 ^ L-L railing roM>ed mflr J - 

^ ' ' coarse carborundum — —. 

with water 

ClevatlQn of Wing Wall 

Fia. 273.—^Lindsey Creek crossing near Wyeth, Oregon. 
































SIMPLE GIRDER BRIDGES 


385 


2 or 3 in. for the highest walls, but as it is not understood by the 
ordinary observer, an impression of weakness is sometimes caused. 

“The present method of providing for expansion is to design the. 
abutments and wings in the ordinary way, separating the superstructure 
completely from one of the abutments by a thick paper joint and sup¬ 
porting each girder at the free end on a single cast-iron rocker of large 
diameter. The reaction is transmitted to the girder and abutment from 
the rocker through planed structural-steel plates stiffened with I-beams 
when necessary. The rocker surfaces in contact with the bearing plates 
are turned to insure perfect bearing on the plates. The diameter of 
the rocker is made proportional to the load imposed per linear inch, in 
the ^me manner as is commonly used in proportioning roller nests for 



Covrtesy of Brenneke db Pay, ContulHng Engineers, St. Louis, Mo. 

Fia. 274.—North Samuels Avenue viaduct, Fort Worth, Texas. 


steel bridges. The upper and lower plates are bedded in the concrete of 
the superstructure and abutment. The rocker is located in a pocket 
built in the abutment. This pocket is filled with a soft asphalt to pre¬ 
vent the entrance of water or dirt and to protect the metal from 
corrosion. 

“The rocker method of providing for expansion has proved very 
satisfactory and is but little more expensive than the other method, 
especially when it is considered that the wings may be tied to the main 
wall when rockcr^are used and advantage taken of the mutual support 
thus obtained.” 

Fig. 272 shows a type of abutment adopted by the Illinois 
Highway Commission in cases where the girders are supported 
on cast-iron rockers and the wings are nearlj*^ parallel to the 
roadway or make an angle of more than 45° with the face of 
the abutment. The wiug walls are considered to act as counter- 
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forts and the reinforcing steel in the main wall is horizontal and 
placed near the stream face of the wall. 

Fig. 273 gives the details of a girder bridge, the main portion 
\)f the abutments and the wings of which were designed and 
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Fort Worth, Texas. 

figured in the same manner as the slab bridges of Figs. 246, 249, 
and 250. 

In the structure shown in Figs. 274 to 278 inclusive, cross 
girders and stringers were provided in addition to the longitudinal 
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girders, this type of floor system being found to be economical 
for wide bridges of long span. One end of each span is anchored 
to the pier and the other end is allowed to expand and contract 
in a joint packed all around with |-in. of tar paper and bearing 
on a pair of milled steel plates. Expansion joints were also 
made in the roadway slab and railing. Cast-iron scuppers were 
placed in each curb on 25-ft. centers. For maximum stresses 
in the cross girders, the sidewalks were assumed to be unloaded. 
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Iowa Highway Commission. 


Reinforced-concrete deck-girder bridges for railroad traffic 
are rather unusual, but a few such structures have been built. 
The superstructure in such bridges is usually supported by plain- 
concrete piers and abutments. 

69. 'through Girders.—From .the standpoint of economy, the 
throiigh-girder bridge should not be built except where insufficient 
head-room or other local conditions prevent the use of the deck 
girder. 

The standard type of through-girder bridge, adopted by the 
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Iowa Highway Commission for locations where the deck type is 
impracticable, is shown in Fig. 279. The girders themselves were 
designed as simple beams and the floor as a slab partially fixed, 
the poipt of contraflexure being arbitrarily assumed at about 



Courteay of Mr. M. W. Torkehon, Bridge Engineer, Wiaeonain Highway Commiaaion. 

Fio. 280.—Funkelien bridge, Town of Christiana, Dane Co., Wis. 

1 ft. from the edge of the girder. This is approximately in ac¬ 
cordance with tests made by the Illinois Highway Commission 
in 1907. 

In the tests referred to, stress measurements were made on a 
through-girder span with an 18-ft. roadway loaded with crushed 



stone and pig iron. The full applied load was 418 tons, which gave 
a distributed load per square foot of floor of 1450 lb. Deforma¬ 
tion measurements were made in the reinforcing steel of the sus- 
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of Mr. S. A.Qaat, Deputy CourUy Surveyor^ Hamilton County, Ohio, 

Fio. 284.—CoDstructioa view of bridge over Muddy Creek, Hamilton 

County, Ohio. 
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pended floor which indicated stress equivalent to that theoretic¬ 
ally resulting from a simple span of 15.5 ft. In other words, 
since the roadway was 18 ft. between girders, the point of contra- 
flexure, was apparently about 15 in. from each girder face. 

Figs. 280, 281, 282, and 283 illustrate other designs of through- 
girder superstructures. 



Fia. 285.—Details of bridge over Muddy Creek, Hamilton County, Ohio. 


Figs. 284 and 285 show a rather unusual typo of through bridge 
on account of the fact that the girder reinforcement is in the form 
of a truss of sufficient strength to carry the dead and construc¬ 
tion loads. The piers are simply columns braced between by 
either a vertical slab or by struts; As no falsework is necessary, 
this type of construction is especially adapted for highway bridges 
over railroads and electric lines, or at locations where the soil 
is very soft. 





























CHAPTER XVI 


CONTINUOUS GIRDER BRIDGES 

70 . Durability of Monolithic Construction.—The dcsiRns of 
most of the continuous girder bridges built monolithic with sup¬ 
ports are conservative and safe, but still there are some bridges 
of this type, especially those with exceedingly high piers or bents, 
which are classed by many engineers as dangerously extreme con¬ 
sidering our present knowledge of reinforced concrete. Tht fact 
that light sections in concrete construction have quite often de¬ 
veloped cracks to a more or less extent has made these engineers 
hold to the conservative idea that the difficulty in providing in¬ 
telligently for movement due to temperature, change in the 
moisture content of the concrete, i‘tc., is so great as to make light 
construction something to be avoided wherever possible. It 
will suffice to say here that briclges f)f the monolithic type when 
carefully designed and constructe<l are giving entire* satisfaction, 
and only time will prove whether or not such light structures 
are durable. 

71 . Details of Design.—Since the superstructure and the piers 
are usually made monolithic, the latter may be made of compara¬ 
tively small cross-section if properly reinforced lor bending. The 
piers may become in reality nothing more than two or more 
columns connected by a suitable portal, and the stress due to 
bending in the columns, caused by unintentional eccentricity 
of the floor loading, may be computed in the same manner as for 
columns in buildings. (See Chapter XIV of Volume II.) In 
ord(*r to prevent an accumulation of movement due to contrac¬ 
tion and expansion, expansion joints should be provided at least 
every 100 ft. in length of the structure. If this is not done, severe 
stresses are likely to occur in the end columns. For high 
trestles, the columns should be braced longitudinally as well as 
laterally in the same manner as for high trestles of structural 
steel. 

In most railroad trestles or viaducts, the steel in the bottom 
of the longitudinal girder at the center of span is proportioned 
for the maximum bending moment produced by the given loading 
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for a simply-supported beam, and six-tenths of the reinforce¬ 
ment thus found necessary is placed in the top of the girders 
over supports to provide for the continuous action developed. 
In view of what has been said in Art. 69 of Volume II this method 
requires 25 per cent, more steel than if the girders were designed 
throughout for The above practice, however, is quite 

prevalent among designers of railroad structures in cases where 
safety is paramount, since if the piers should settle, or cracks 
should develop over the piers for other reasons, there would be 
enough reinforcement at the center of span so that the girders 
would carry the load as simply-supported beams. 

In long bridges an expansion joint is usually provided between 
the superstructure and the abutments for the reason that, if an 
abutmemt with a heavy pressure of earth against it is rigidly con¬ 
nected with a number of continuous spans, tht^ expansion and con¬ 
traction tend to act in one direction only -that is, away from the 
abutment—the earth pressure back of the abutment not allowing 
movement in the opposite direction. Such a condition would 
lead to difficulties at the ctmter of the bridge, or over the expan¬ 
sion piers next to the abutments, and the abutments and piers 
would also be severely over-stressed due to the continuous move¬ 
ment in one direction. Each time an abutment would move 
slightly due to contraction, the earth against it by reason of the 
heavy moving loads would fill in the small space left by the con¬ 
tractive movement, and when expansion again took place, the 
abutment would be restrained by the earth so that enormous 
stresses might be developed. 

72. Examples of Typical Bridges of the Continuous Girder 
Type.—A rather simple highway trestle, applicable to com¬ 
paratively low crossings, is shown in Fig. 286. The longitudinal 
beams are continuous over three spans, an expansion joint oc¬ 
curring over every third pier. Intermediate piers are made 
monolithic with the floor by means of rods from the columns 
and stirrups from the cross beams. Because of the indeterminate 
degree of fixity, the lightness of the structure, and unknown 
construction factors, all members affected were designed both 
as fixed beams and as beams freely supported. The slabs were 
designed as continuous, with equal positive and negative steel 
throughout. The center longitudinal beam was designed as a 
T-bearn with a 36-in. flange. The pier web, or wall between 
supporting columns of bents, is carried 2 ft. above high water. 
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the Chicago, Milwaukee & St. Paul track depression work 
at Minneapolis. The girders are continuous from end to end 
with expansion joints at the abutments—that is, the girders were 
considcicd continuous over the two interior supports and simply 
supported at the ends. The moments and shears were cal¬ 
culated by influence lines in accordance with the theory of con- 



Courteiy of Universal Portland Cement Co 


Fra. 293 —Forest Park bridge, Highland Park, 111. 

tiiiuous structures (see Chapter XIII, Volume II) assuming 
constant I and unyielding suppoits. Corrections were made for 
|-in. settlement of supports for variable I. An unusual fea¬ 
ture of the bridges is a curved shelf on the outer face of the 
outside girder which is intended to act as a smoko shield by di¬ 
verting the smoke from the parapet as engines pass under the 
bridge. 
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CHAPTER XVII 


CANTILEVER BRIDGES 

A type of bridge which in appearance is a concrete arch, but 
which in reality is composed of balanced cantilevers, is shown in 
Figs. 295 to 301 inclusive. A structure of this type pan be made 
with-longer spans than the ordinary girder and is suited to loca¬ 
tions where the real arch would be exceedingly costly on account 
of unsatisfactory foundation conditions. 



Section 

Fig. 295.—Details of Hopple Street viaduct, Cincinnati, Ohio. 

73. Theory of Design.—A pier and the cantilever arms on 
each side compose a unit, the arms being balanced for dead 
load and for full live load. The piers are designed for bending 
due to the maximum eccentric load that can be applied, and 
considering the load on only one of the cantilever arms at a 
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time. The pier footings are designed so that the pressure on 
the base of a pier due to this same eccentric loading will not cause 
an intensity greater than the unit bearing value of the soil. 

74. Examples of Cantilever Bridges.—The viaduct shown in 
Fig. 295 consists of twenty-five skewed spans, each span oompris- 



Cowrtriy of Vmvtraal Portland Cement Co, 

P'la. 296.—Cantilever bridge over lluugo River, Wayne CJonnty, Mich. 



Courteav of Uniwraal Portland Cement Co. 

Tia. 297.—ClcMse view of cantilever bridge, Wayne County, Mich. 


ing two curved cantilever arms supported on reinforced-concrete 
piers. A single cantilever arm occurs at each end of the viaduct. 
Each cantilever arm comprises four curved ribs which were designed 
as cantilevers from the skewed piers. The joint at the center of 
each span is shown in detail. In designing, this joint was con- 
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sidered as transmitting only shear from one cantilever arm to 
another and not any bending or arch action. Since each pier 
and its cantilever arms are symmetrical about the center line 
of the pier, no bending exists in the pier due to dead load or to 
full live load on both cantilevers. Piers, footings, and piling were 
designed to withstand the overturning effect produced by the 
loading of a single cantilever with the full live load. 



Fia. 298.—Ilalf-olevatiou and detail of expansion joint of arch-shaped can¬ 
tilever bridge over Rouge River, Wayne County,' Mich. 


The expansion joint at the center of the structure, shown in 
Figs. 296 to 298 inclusive, is entirely different from that em¬ 
ployed in the bridge just described. It should be noted, however, 
that the same result is accomplished—that is, that the two abut- 
tmg arms are permitted to move longitudinally, but not laterally 
or vertically. The joint consists of two 3-ft. pieces of 2\-m, steel 
shafting each inserted in two 1^-ft. pieces of 3-in. gas pipe em- 



Courteay of Mr. Frank L. Raaekig, Division Engineer, Division of Slrueturev, Cincinnati, O, 
Fio. 299.—Cantilever bridge on Runnymode Avenue, Cincinnati, Ohio. 


bedded in the concrete. End joints were made by placing sheets 
of three-ply tar paper on top of the abutments before the end 
cantilevers were poured, thus permitting a slight movement of the 
ends of the structure under changes of load and temperature. 
There was no apparent deflection at any of the expansion joints 
due to live load. 

34 












406 REINFORCED CONCRETE CONSTRUCTION 













































CANTILEVER BRIDGES 


407 


The joints at the ends of the bridge shown in Figs. 299 and 300 
are of the same type as employed in the viaduct spans of Fig. 
295. The absence of such a joint at the center of the middle span 
is, however, the principal feature. In spite of this continuity be¬ 
tween piers, no account was taken of continuous action upon 
supports and the bridge was designed in the same manner as the 
cantilever viaduct previously referred to. In fact, it has been 
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Fig, 301.—Details of Wjishington Street bridge, Norwalk, Conn. 


found that a joint at the center of span is an unnecessary refine¬ 
ment in cantilever bridge design, and might be omitted. The 
bridge was designed and constructed so as not to rest on the 
abutments at all, the abutments being used merely to hold back 
the earthfill at each end and to serve as anchorage for the end 
cantilevers. A structure of this type with end openings closed 
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by earthfill has all the appearances of a real arch. In such a 
case abutments are not needed. 

If a number of bridges similar to the bridge of Fif^. 299 and 
300 were placed end to end, the result would be essentially a struc¬ 
ture such as shown in Fig. 301. It should be noted that the 
Norwalk bridge is continuous in sections of maximum length of 
100 ft. The structural steel work was designed to be self-support¬ 
ing during erection and to carry the erection stresses of the forms 
and the fluid concrete in the ribs, cross-girders, and sidewalk 
brackets. Although a deflection of | in. at the free ends of the 
cantilevers was anticipated, a deflection of only iV in. to i in. 
actually resulted due principally to the rigidity of the forms and 
to the fact that the concrete was continuously setting during the 
process of placing. The combined steel and concrete in the ribs 
was proportioned to carry the roadway slab, paving, and aU live 
loads. The trusses were proportioned to carry all shear not safely 
taken by the concrete but were not proportioned to carry all the 
tension developed by the bending moment since extra horizontal 
rods were embedded in the concrete adjacent to the top chords 
of the trusses. The following information is given in a letter 
to the writer from Mr. W. Walters Pagon, Resident Engineer on 
the South Norwalk bridge: 

“No plans were made by the contractors for the forms around the ribs, 
but they were of standard construction made of |-in. dressed lumber 
secured to 4 X 4-in. studs, spaced about 2 ft. centers, and braced through 
the ribs by means of heavy twisted wire which passed around the waling 
pieces. These waling pieces were laid longitudinally and at vertical 
distances apart of approximately 5 ft. and consisted of 4 X 4-in. and 
4 X 6-in. timbers. The bottom forms were secured to the structural- 
steel frames which comprise the reinforcing for the ribs, by means 
of pairs of J-in. round bolts spaced every 12 i ft. At these points 
6 X 8-in. timbers were placed, supported by the bolts just mentioned, 
and running transversely from outbidc rib to outside rib, their purpose 
being not only to support the bottom forms but also to brace the steel 
ribs together until the concrete cross beams were east. The shape of the 
intrados of the ribs was segmental, relieved by little three-centered 
fillets, at the ends. The forms for these fillets were made up in advance 
and were supported by the bolts at the ends of the segmental curve. 

*“We employed two types of steel ribs both built up of structural 
angles, but those for the concrete ribs, 24 in. in width, were made of box 
section and those for the intermediate concrete ribs were of I-section. 
My experience was that it was possible to get much better results with 
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the wider beams because, owing to the fact that there was a 12-in.' space 
between the angles of each flange, it was possible to pour the concrete 
into the middle of the rib; whereas in the narrow ribs the concrete while 
being poured was divided by the top chord into two parts which followed 
down the'two sides of the rib, with the result that there was considerable 
difficulty encountered in preventing separation of the materials. I also 
found that it was inadvisable to use lattice bars on compression members, 
for in places where latticing was not used, but battens instead, the plac¬ 
ing of the concrete was very much facilitated.” 



CHAPTER XVIII 


REINFORCED CONCRETE IN STEEL BRIDGE CONSTRUCTION 


It is not the intention to go into great detail in this chapter 
in treating of reinforced concrete as applied to the supports and 
floors of steel bridges. The idea in including any discussion on 



Fia. 302.—Rcinforced-concretc deck for steel girder spans on 

D. M. & N. Ry. 


this subject is simply to call attention to the fact that reinforced 
concrete is not limited strictly to bridges built entirely of concrete. 

,75. Concrete Floors on Steel Bridges.—Within recent years 
it has become the general opinion among railroad engineers that 
a ballasted solid floor is the most satisfactory form of floor for 
steel bridges. Perhaps the best type of such a floor is the re- 
inforced-concrete slab resting directly on the steel-floor members. 
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*4 

Figs. 302 and 303 show details of reinforced-concrete deck slabs 
for plate-girder spans. The slab floors are seen to rest directly 
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Fio. 304.—Ileinforccd-concrcto floor for through plate girder bridge, 

C. B. & Q. R. R. 

upon the top flange of the steel girders. Comparison of the 
two designs is of value since they shew a wide difference in the 
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concrete details and in the arrangement of the reinfcvcement. 
The slabs are usually made at some convenient location and 
hoisted into place when sufficiently cured. Before adding the 
ballast, the upper surface of the slabs is thoroughly waterproofed 
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Fig. 305. —Conorotc slab floor for highway steel truss span, Iowa Highway 

Commission. 


by painting with tar paint. Drain holes are placed in such a 
position as to keep the drip clear of the steel members. 

A reinforced-concrete floor for a through plate-girder bridge 
is shown in Fig. 304. The concrete of the floor slab is seen to 



Fig. 306.—Concrete slab floor for highway steel truss span, Iowa Highway 

Commission. 


extend up on the sides to form curbs, and these curbs extend 
entirely around the gusset plates. 

Steel I-beams encased in concrete and supporting a rein- 
forced-concrete floor slab ik the most common type of highway 
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bridge with steel floor members. On account of the ease with 
which forms may be constructed to hold the concrete, this 
bridge for short spans is sometimes used in preference to slab 
bridges of all concrete. The only disadvantage of this bridge 
is in point of economy. 

Timber floors for highway bridges are not in great favor at 
the present time. Since the expense of maintaining wood floors 
is considerable, the engineers of a number of highway com- 


e/er. 3eo.H_ 



Fio. 307.—Section through bridge seat of tyi>ical reniforccd-concrete abut¬ 
ment for steel bridges. 


missions design practically all steel bridges with concrete floors 
covered by a wearing surface of gravel or macadam B'or 
exceedingly light traffic on country bridges, driving is some¬ 
times allowed directly on top of the floor slab, making an allow¬ 
ance of at least 1 in. in the thickness of the slab for wear and 
cutting transverse grooves to prevent slipping. Figs. 305 and 
306 show typical designs of reinforced-concrete floors for steel- 
truss spans. 
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76. Reinforced-concrete Abutments for Steel Bridges.—^Por 
high abutments to steel bridges, the use of reinforced concrete 
leads to great economy. Abutments of this material for mod¬ 
erate heights are usually of the counterforted typo (see Art. 12, 
Volume II) with the bridge seat formed by a heavy reinforced- 
concrete slab extending over the top of the supporting counter- 



CourUav of Mr H C Lothhobf Engineer of Design, C M ds St. P. Ry 

Fia. 308.—East abutment, Judith River viaduct, Chicago, Milwaukee & 

St. Paul Ry. 

forts. A cross-section through a typical bridge scat is shown in 
Fig. 307. 

A skeleton type of reinforced-concrete abutment has been 
adopted by the Chicago, Milwaukee & St. Paul llailway for steel 
yiaducts of considerable height. Abutments of this type carry 
the track over the end slopes of high embankments in such a 
manner as to avoid the heavy horizontal earth pressures which 
would be developed if ordinary abutments were constructed 
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Section at CenlBr Line of Track 

Fig. 309. —Details of abutments of the Judith River viaduct in Montana, 

C. M. & St. 1*. Ity. 
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under the same conditions. Views of two typical skeleton abut¬ 
ments designed by this company are presented in Figs. 308 and 
310. The structure of Fig. 308 is shown in some detail in Fig. 
309. It should be noted that in these structures a high embank¬ 
ment need not be brought to* an abrupt termination as the 



Courtesy of Mr. U. C.Lothhoh, Engineer of Design^ C. M, dk St. P. Ry. 

Fia. 310.—Skeleton abutfnents for steel truss span on Chicago, Milwaukee 
& St. Paul Ry, Timber trestle within abutments being removed. 


separated concrete shafts and cantilevered girders allow the fill 
to assume freely its natural slope. A valuable feature of this 
type of abutment lies in the fact that it can be constructed 
in the midst of a timber trestle with very little interference with 
the timber work. 















PART III 

CULVERTS 

The term culvert is usually applied to structures built to 
carry surface water or small streams through highway or railroad 
embankments. When the area of waterway required is compara¬ 
tively small, a pipe culvert is usually the most economical. For 
the larger openings either the box or arch form should be employed 
depending upon the available head-room, the depth of fill, the 
condition of the foundation, and whether or not an artistic arch 
design is especially desirable. 

■ The ordinary type of arch culvert and the box culvert without 
a load-supporting floor (called open-box culvert) are in reality 
small bridges, and it is sometimes a question of how large ^uch 
structures may become before they should be considered strictly 
in the bridge class. No arbitrary division will be adhered to 
in the following chapters except that a culvert will be kept in 
mind as a structure which can be completely and economically 
standardized, based on a given area of waterway and height of 
embankment. 


CHAPTER XIX 
FACTORS IN CULVERT DESIGN 

< 

77. Culvert Efficiency.—A ciilvert to be cflScient in the amount 
of water it can discharge should have its head-walls or wings 
arranged so as to facilitate the flow, and its bed should be con¬ 
siderably inclined for those cases where the channel below the 
culvert will permit the water to flow away freely. If any well- 
defined stream bed exists, the bed of the culvert should have the 
same inclination as that of the stream, as otherwise either the 
outlet or inlet end will clog depending upon whether the slope of 
the culvert is greater or less respectively than the slope of the 
stream bed. 

Any projections in the culvert bed should be avoided as they 
will retard the water and diminish efficiency. It is also important 
84 417 
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that culverts be placed across roadways in the direction of the 
stream flow since, if this is not done, clogging and subsequently 
washouts will be likely to occur. 

A culvert will discharge twice as much under a head of 4 ft. as 
under a head of 1 ft., but water should not be allowed to dam up 
in this manner unless the culvert is well constructed through a 
water-tight embankment. 

78. Waterway Required. —^Assuming an efficient culvert de¬ 
sign, the area of waterway required depends principally upon 
the maximum rate of rainfall, the area and shape of the water¬ 
shed, the kind and condition of the soil throughout this water¬ 
shed area, and the character and inclination of both drainage 
surface and stream bed. A number of empirical formulas have 
been proposed by which to calculate the required culvert opening, 
but obviously a problem of this kind docs not admit of an exact 
mathematical solution and the desired size of culvert should be 
determined by direct observation whenever that is possible. 

In a new country an empirical formula is often the only method 
by which the required area of waterway can be determined. Tal¬ 
bot’s formula is the one most generally employed and is as 
follows: 

A = eVa® 

where A = area of waterway in square feet, a = drainage area 
in acres, and C is a coefficient which varies from 1 to | in the 
following manner: “For steep and rocky ground, C varies from 
I to 1. For rolling agricultural country subject to floods at 
times of melting of snow, and with the length of valley three oi 
four times its width, C is about |; and if the stream is longer in 
proportion to the area, decrease C. In districts not affected by 
accumulated snow, and where the length of the valley is several 
times the width, I, 3, or even less, may be used. C should be 
increased for steep side slopes, especially if the upper part of the 
valley has a much greater fall than the channel at the culvert.”^ 

The proper area of waterway can best be determined by noting 
the dimensions of existing openings on the same stream and by 
careful observation of the stream and the amount of water which 
it carries at flood times. This amount of water can be determined 
bj' measuring a cross-section of the stream at some narrow place 
near the culvert site. 

I Sflleoted Papers of the Civil Engineers’ Club of the University of Illinois, No. 9, 

page 14. 
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79. Length of Culverts.— The length of a culvert should de¬ 
pend upon the width of roadway and the depth of fill on top of 
the culvert. The slope of an earth fill can generally be taken as 
U to 1—that is, for every 1 ft. in height, the horizontal distance 
is 1| ft. 

In highway construction the roadway sliould never be narrowed 
at a culvert since such a practice is dangerous and the con¬ 
struction unsightly. 

80. Design of Ends. —The arrangement of the head-walls or 
wings may be substantially the same for all arch and box cul¬ 
verts. The arrangement should be such that the embankment is 
protected and the flow of water facilitated. Wing walls may be 
built parallel with or at right angles to the axis of the culvert, 
or they may be so placed as to make an angle (usually 30 or 
45°) with this axis. 

For the shorter spans (including spans for pipe culverts), 
wings parallel, with the roadway are generally used for low 
fills and, in highway, construction at least, these head-walls are 
carried up above the grade line to provide a low guard rail. 
This type of end, however, is not economical for the larger 
epans since the straight wings under such conditions need to be 
made of considerable length and height to retain the fill ef¬ 
ficiently. A low guard rail may be formed with flared wings by 
raising and coping both head- and wing-walls. The top of the 
wings, of course, should have a slope consistent with the slope 
of the earth fill. 

Flared wings, especially at the upstream end, are the best 
for hydraulic reasons and, when used, the culvert is less likely to 
become choked than when either of the other two forms of wing 
walls are employed. Straight wings—namely, wings parallel 
to the axis of the culvert—are of advantage in railroad con¬ 
struction W'hen an extension of the culvert is likely to be made 
in the near future to accommodate another track. 

It is common practice to design wing and head-waJls of suf¬ 
ficient length to keep the culvert opening clear when the earth 
is assumed to fall around the ends on a to 1 slope. In some 
cases a steeper slope could be assumed, but some soils take even 
flatter slopes than the standard. 

Box and arch culverts are built both with and without a floor, 
but in almost every case the smooth waterway that can be ob¬ 
tained by using a concrete floor will greatly increase the capacity 
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of the culvert. A floor, if properly constructed, will also pre¬ 
vent any danger from erosion of the stream bed and undermining 
of the foundation. The floor at the ends of the culvert should 
be provided with an apron or baffle wall at its outer edge, and 
this wall should in all cases be carried as low as the bottom of the 
footings. If especially desirable, the floor should extend out to 
the end of the wing walls. 

Mr. C. B. McCullough, Designing Engineer of the Iowa 
State Highway Commission, writes as follows in a letter to the 
writer under date of June 5, 1915: 

had the opportunity last summer to make an inspection of some 
seventy or eighty concrete bridges and culverts, a large number of them 
being culverts. These were structures constructed before the going into 
effect of the present state highway law and, of course, in many cases 
were constructed without any engineering supervision of any kind. 
The foundations almost universally were carried to a very slight depth 
below the stream bed and in practically every case there was an utter 
lack of proiKJr study of stream conditions. The most serious defects 
noticed in the insptjction as far as the small culverts were concerned 
could be traced to erosion of the crock bed. 

“ A tabulation of some of the results disclosed by this inspection trip 
was published in our Service Bulletin for December, 1914. These and 
other observations have led me to believe that the fundamental principle 
controlling the design of culverts is that erosion and the destructive 
effects incident thereto is greater in small spans than for large ones, and 
that extraordinary care in placing those foundations well below the line 
of ultimate scour is of the greatest importance.” 



CHAPTER XX 


PIPE CULVERTS 

One or more lines of pipe with suitable head-walls to protect 
the embankment is the simplest form of culvert. The pipe 
may be of burned clay, cast iron, plain concrete, or reinforced 
concrete; but, on account of frequent breakages, there seems 
to be a tendency at the present time to discontinue the use 
of vitrified and cast-iron pipe (including pipes of plain con¬ 
crete), except possibly in those localities where materials for mak¬ 
ing concrete are scarce. All kinfis of pijxs culverts have the same 
type of concrete head-walls, consequently i.his chapter will treat 
only of pipe culverts of reinforced concrete. 



Since it is desirable to make as few openings as possible through 
an embankment, water is usually conducted along the side of 
the roadway until at least a 15-in. diameter of pipe is required. 
In the following discussion a pipe of at least this size will be 
assumed. 

Reinforced culvert pipes are usually made in from 4 to 8-ft. 
lengths, and with beU and spigot joints. The largest diameter 
of pipe yet made is 72 in. The pipes usually have a hoop re¬ 
inforcement which is near the interior surface at the top and 
bottom of the pipe, and near the exterior surface at the sides 
(Fig. 311). Pipe with a double line of reinforcing is also used, 
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the value to use for H is the height of the filling above the top of the pipe, 
and the value for B is the breadth of the ditch a little below the top of 
the pipe. The width of the ditch above the pipe makes practically no 
difference in the load on the pipe, which is just as great for a vertical 
ditch as for one several times as wide at the top but of the same width a 
little below the top of the pipe. 

5. "In ditches of proportions customary in actual work, the diameter 
of the pipe used in any particular ditch of a fixed given width makes 
practically no difference in the load on the pipe. A 12-in. pipe will have 
to carry the same load as an 18-in. pipe, if both arc placed in ditches 2 ft. 
wide under other similar conditions. 

6. "The width of the ditch a little below the top of the pipe makes a 
great difference in the load on the pipe, which is very much heavier for 
wide than for narrow ditches (see Table No. 2). 

7. "In case a wide ditch is necessary for constructive reasons, the 
load on the pipe can be diminished greatly, in firm soil, by stopping the 
wide ditch a few inches above the top of the pipe and digging in the 
bottom the narrowest ditch practicable to receive the pipe, making bell 
holes at the side for the sewer pipe, if necessary. 

8. "The loads on pipes in ditches, due to the weight of ditch filling, 
increase for greater depths of fill, but the proportion of the total weight 
of filling carried by the piixj decreases as the depth increases, and after 
the depth of fill becomes equal to ten times the breadth of the ditch at 
the top of the pipe there is practically no further increase in the load on 
the pipe for greater depths. 

9. "The loads on pipes in ditches, due to the weight of ditch filling, 
are directly proportional to the weights per cubic foot of the ditch-filling 
materials. Of the common ditch-filling materials, clay is the heaviest 
and black top soil the lightest, sand being intermediate. For safe 
weights per cubic foot, see Table No. 3. 


TABLE NO. 3.—PROPERTIES OF DITCH-FILLING MATERIALS 


Ditch Filling 

Unit weight 
of filling, lb. 
per cu. ft. 

Ratio of 
lateral to 
vertical earth 
pressures 

Coefficient of 
friction 
against sides 
of trench 

Partly compacted top soil 
(damp). 

00 

0.33 

0.60 

Saturated top soil. 

110 

0 37 

0.40 

Partly compacted damp yellow 
clay. 

j 

100 

0.33 

0.40 

Saturated yellow clay.. 

130 

0.37 

0.30 

Dry sand. 

100 

0.33 

0.50 

Wet sand. 

120 

0.33 

0.60 
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10. “Grades or fills built over the surfaces of completed ditches, and 
piles of sand, gravel, and other materials having internal friction, 
operate to increase the loads on pipes in ditches to the same extent as an 
equal added height of ditch filling, for a breadth of ditch equal to that 
at a little below the top of the pipe, 

11. “A super load is any load applied to the upper surface of the ditch 
filling, except loads from fills or heaps of granular materials. A long 
super load is one extending a considerable length along a ditch, as 
compared with its depth and breadth, and may be caused by piles of 
paving brick, lumber, etc., over the ditch. Long super loads on com¬ 
pleted ditches cause increases in the loads on pipes in ditches by per¬ 
centages of the super load which decrease as depth increases, and safe 
values for which can be computed by Table No. 4. Formula (4) has been 
closely checked by actual weighings of the increase in loads on pipes 
in ditches due to super loads. 

TABLE NO, 4,—APPROXIMATE SAFE VALUES OF-Ci TO USE IN 

FORMULA L,p - UiL, 

Lip = loads per unit of length, on pipes in ditches, due to Lj. 

In = lung super loads on ditches, per unit of length. 


II 

Sand and 

Saturated 

1 

Damp yel- 

Saturated 

li 

(lamp top soil 

top soil 

low clay 

yellow clay 

0.0 

1.00 

1 

1.00 

1.00 

1.00 

0.5 

0.86 

0.86 

0.88 

0.89 

1.0 

0.72 

0.75 

0.77 

0.80 

1.6 

0.61 

0.64 

0.67 

0.72 

2.0 

0.62 

0.55 

0.69 

0.64 

2.5 

0.44 

0.48 

0.52 

0.57 

3.0 

0.37 

0.41 

0.45 

0.51 

4.0 

0.27 

0.31 

0.35 

0.41 

5.0 

0.19 

0.23 

0.27 

0.33 

6.0 

0.14 

0.17 

0.20 

0.26 

8.0 

0.07 

0.09 

0.12 

0.17 

10.0 

0.04 

0.05 

0.07 

0.11 


12. “A short super load is one extending a short distance along a 
ditch as compared with the breadth and depth, and may come from the 
wheels of wagons, traction engines, steam road rollers, etc. Short 
super loads, on completed ditches, cause increases in the loads on pipes 
in ditches by percentages of the super load which decrease as the depth 
increases, and safe values which can be estimated, but not very reliably, 
by Table No. 5. Table No. 5 has not been checked by actual weighings 
of increase of loads on pipes in ditches. 
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TABLE NO. 6.—APPROXIMATE SAFE VALUES FOR C, TO USE IN 

FORMULA = CJj, 


Ltp » loads per unit of length, on pipes in ditches directly under 
due to L„ L, — short super loads on ditches, per unit of length, of length 
A along ditch. 



Sand and damp 
top soil 

Saturated top soil 

Damp yellow clay 

Saturated yellow 
cloy 

n 

X.- 

iK 

Ka 

=.x 

Xa- 

IX 

x.=x 

X,= 

JX 

Kar=K 

X— |X 

X.- X 

s 

A** 

1 

■ 

■ 

■ 


■ 

1 

1 

■ 

■ 

■ 

A < 

■ 



B 


B 


B 


B 


B 


B 


B 


B 


B 

10 

B 

10 

B 

10 

B 

10 

B 

10 

B 

10 

B 

io 

B 

16 

0.0 

1.00 

l.OO 

1.00 

1.00 

1.00 

1.00 

1.00 

1.00 

1.00 

1.00 

1.00 

1.00 

1.00 

1.00 

1.00 

1.00 

0.5 

0.77 

0.32 

0.70 

0.12 

0.78 

0.33 

0.71 

0.13 

0.79 

0.34 

0.72 

0.13 

0.81 

0.34 

0.74 

0.13 

1.0 

0.56 

0.11 

0.40 

0.02 

0.61 

0.11 

0.51 

0.02 

0.63 

0.11 

0.52 

0.02 

0.66 

0.12 

0.55 

0.02 

1.5 

0.46 

0.03 

0.34 


0.48 

0.04 

0.36 


0..51 

0.04 

0.38 


0.51 

0.04 

0.40 


2.0 

0.35 

0.01 

0.24 


0.38 

0.01 

0.26 


0.40 

0.01 

0.27 


0.44 

0.01 

0.30 


2.5 

0.27 

» • • • 

0.17 


0.26 

. • • • 

0.18 


0.32 

. • • • 

0.20 


0.35 

• ■ • • 

0.22 


3.0 

0.21 

■ • • • 

0.12 


0.23 


0.13 


0.25 


0.14 


0.29 


0.16 


4.0 

0.12 

• • • • 

0.06 


0.14 


0.07 


0.16 

. . . t 

0.08 


0.16 

.... 

0.09 


S.O 

0.07 

* • • • 

0.03 


0.06 

.... 

0.03 


0.10 


0.04 


0.13 

. . • • 

0.05 


6.0 

0.04 

■ ■ • ■ 

0.01 


0.0.5 


0.02 


0.06 


0.02 


0.08 

. • • « 

0.03 


8.0 

0.02 


• . . . 


0.02 


• . • • 


0.03 


0.01 


0.01 

. • • . 

0.01 


10.0 

0.01 




0.01 




0.01 




0.02 












_ 










H ■> height of fill in ditch, above top of pipe. 

B ** breadth of ditch, a little below top of pipe. 

K ■■ ratio of lateral preeauro to vertical in the ditch filling. 

K» » ratio of longitudinal pressure to vertical in the ditch filling. 

Values of Ct for Xa — 0 are given in Table.No. 4. 

The formula L tp** holds true only directly under L,. Beyond Lg, in either direc¬ 
tion, the intensity of load on the pipe diminishes rapidly. 

13. “Cracking of pipes in ditches is sometimes caused by heavy 
tamping of the filling material over it, or too thin a cover layer. The 
pressures transmitted to the pipe by tamping with rammers of different 
weights on cover layers of different thicknesses may be estimated, 
but only approximately, by the aid of Table No. 5 and the following 
formula: 



where T, — the maximum pressure on the earth filling resulting 
from the shock of a blow of the rammer. 

< T = weight of rammer used in tamping. 

F = height of fall of rammer. 

/ •«« compression of filling material under one blow of rammer 
at the end of the tamping. 
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14. ** Ordinary ditch sheeting may cause some increase in the loads 
on pipes in ditches from fresh filling, but does not increase the probable 
maximum loads unless left in permanently. 

15. “Freezing,, and consequent horizontal expansion of the sides of 
ditches ■ against the sides of the pipe, sometimes causes cracking of 
drain tile and sewer pipe, where they are not covered sufficiently deep. 

16. “ The general effect of the lapse of time after the completion of 
the refilling is to decrease rather than increase the loads on pipes in 
ditches, though the maximum loads, as indicated in principle 2 above, 
generally do not occur until some time after the refilling is finished, 
and under certain conditions may not occur for many years." 

-The following examples are given in the bulletin from which the 
above principles are taken: 

“ Example 1. Wliat load should be provided for as imposed by a pile 
of paving brick 6 ft. high on a 24-in. pipe sewer, whose top is 6 ft. below 
the street surface, the ditch being 3 ft. wide at the top of the pipe and 
the filling yellow clay? 

“ Solution. The weight of the paving brick as piled would probably 
be about 125 lb. per cubic foot. Hence Li would be 125 X 6 X 3 = 
2250 lb. per linear foot. . If the ditch filling has been deposited recently 
and is not in danger of saturation, Ci would be taken from Table No. 4, 

// 6 

for damp clay, and for a value ^ “ 3 - 2. Hence Lip = 0.59 X 


2250 = 1300 lb. per linear foot. 

“If the clay filling has been thoroughly consolidated for a sufficient 
time to develop cohesion. Lip would be much smaller, unless there is 
danger of saturation, as by heavy rains, which might destroy the cohesion. 
If the soil were sand instead of clay, however, cohesion would probably 
not greatly affect the result, and Lip would be 0.52 X 2250 =» 1200 lb. 
per linear foot. 

Example 2. The wheel of a steam road roller is 22 in. wide and 
carries a load of 8000 lb. When rolling transverse to the street, what 
load will it impose on an 18-in. pipe sewer in a recently settled ditch, 
2 i ft. wide at the level of the pipe, with 7^ ft, height of yellow-clay 
filling? 

Solution. The length A of load in this case is 0.73B. The value of 


H _ 7.5 
B ~ 2.5 


3.0. Assuming that the longitudinal pressure In the ditch 


filling is one-half the lateral, and interpolating in Table No. 5 between 
the values of 0.25 for A = B and 0 for A = we find that C, 

8000 

approximately 0.18. Hence, approximately, L,p = 0.18 X j ^3 — 800 


lb. per linear foot, 
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“The possible effect of cohesion may be taken into account in the 
case of an old ditch, with clay filling, as already noted in Exa^iple 1. 

“As illustrating the possible degree of uncertainty in the above com¬ 
puted result, due to the fact that we are uncertain as to the proper 
value of Ka, the ratio of longitudinal to vertical pressure in the ditch 
filling, we may note that in Example 2: 

For Ka = 0, C, = 0.46, approximately (see Table No. 4). 

For Ka — ^K,C, — 0.18, approximately (see Table No. 5). 

For Ka = K, C, = 0.10, approximately (see Table No. 5). 

“Evidently calculations made from Table No. 5 are not very reliable, 
and there is great need of a series of tests of the actual loads on pipes 
caused by short super loads, but such tests would be very difficult to 
make and test results are not available. 

“In the meantime. Table No. 5 will be of some value to engineers of 
good judgment in assisting them to make reasonable safe allowances for 
the probable effect on the loads on pipes in ditches from heavy concen¬ 
trated loads on wagon wheels, traction engines, and road rollers. 

** Example 3. What loads were probably imposed on a sewer pipe 
where a 40-lb. rammer on 6-in. cover apparently caused some cracking, 
and was superseded later with success by a 30-lb. rammer on 12-in. 
cover, the rammer being 8 in. square, and the filling material (day? 

‘^Solution. Since the ramming was carefully inspected and was 
required to be very thorough, it seems reasonable to assume that the 
height of fall was at least. 0.6 ft. and that the ramming was continued 
until a compression of about | in. (= 0.01 ft.) was produced by one 

blow. Hence T, = 2 X 40 X g = 4000 lb. for the 40-lb. rammer. 

In Table No. 5 we find for ^ = 0.75, Ka = K, A — 71, under 

damp clay, that about 62 per cent, of T., or 2500 lb., would be trans¬ 
mitted to an area of the pipe 8 in. square, directly under the rammer, 
with a total shock load on the pipe somewhere between 2.500 and4000 lb. 

“For the 30-lb. rammer with 12-in. cover, and perhaps 0.015 ft. 
compression under the final blow, T, = 2000 lb., with 38 per cent, or 
800 lb., transmitted to an area of the pipe 8 in. square, directly under the 
rammer, and some further pressure outside this area. 

“From these results it is apparent: First, that the 40-lb. rammer on 
the 6-in. cover may readily have caused some cracking of the pipe; 
secon^d, that the 30-lb. rammer on the 12-in. cover was probably not 
much, if any, more than one-third as severe on the pipe.” 

*82. Strength of Pipe. —The theoretical analysis of stresses in 
culvert pipe is that of thin clastic rings and is similar to the 
general method employed for arches. The difference in the 
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intensity of the load at the crown and at the extremities of 
the horizontal diameter, due to the difference in the depths of the 
earth, is considered negligible, and the pressure and its distribu¬ 
tion on the lower half of the ring is assumc^d to be the same as 
that on the upper half. 

Theory gives the following values of the bending moment at the 
top and bottom sections of a pipe: 

(I) For single concentrated load (top and bottom) . .M = 
0.159 Pd. 

(II) For total uniformly-distributed load over entire horizontal 
projection (top and bottom). .M = 0.06251Fd. 

(III) For a uniformly-distributed load over the top fourth of 
the circumference and with the pipe supported on its bottom 
quarter circumference.. Af = 0.0845IFd. Where 

d = diameter of pipe. 

P = concentrated load at top. 

W = total uniformly-distributed load above horizontal 
diarnciter. 

M = bonding moment in pipe in a unit length. 

The bending moments at the ends of the horizontal diameters 
under the above conditions of loading are: 

1..M = - omiPd 
II..M = - 0.0G25lP’d 
III. .M = - 0.077 Wd 

The above moments will be reduced for any lateral restraint or 
lateral pressure. In fact, for equal uniform horizontal and uni¬ 
form vertical forces (which may be considered equivalent to a 
uniform radial pressure) the moments due to the lateral forces 
have equal but opiwsite signs to those given for Case II above, 
and it can be proved that the total moments at all points are zero. 
It is not good practice, however, to rely on any lateral restraint 
or pressure in the analysis of the strength of pipes. Mathemat¬ 
ical analysis shows that the weight of pipe causes only five-eighths 
as much bending moment at the lowest point of the pipe as does 
an equal weight of earth. 

Since the exact load and the nature of its distribution over the 
pipe surface is usually uncertain, the probable range of bending 
moments under actual conditions of construction is all that 
laboratory tests can be expected to furnish. In a series of testa 
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at the University of Illinois,^ reinforced-concrete rings and circular 
pipe (48*in. internal diameter and 4 in. thick) were tested for 
concentrated loads at thh top and bottom of the vertical diameter 
(Case I above), and for uniformly-distributed loads above and 
below the entire horizontal diameter (Case II above). This 
latter loading was obtained by placing the pipe in a tight box 
so as to be entirely encircled with sand and then applying a load 
to the top surface of the sand. The reinforcement for most 
of the rings tested consisted of J-in. corrugated rods placed near 
the intrados at top and bottom and near the extrados at the sides. 
The rings were only 24 in. long, but the pipe sections were from 
102 to 104 in. in length with the usual bell and spigot joints. 
To allow the circumferential reinforcement in the pipes to be 
circular in shape, the pipe cross-sections (Fig. 311) were made with 
the vertical diameter 4 in. longer than the horizontal diameter, 
thus bringing the reinforcement at the points of tension in the 
loaded pipe. Using the yield point of the steel in the common 
formula for the bending resistance of a reinforced section, there 
was found a close agreement between the theoretical and experi¬ 
mental values for the strength of pipe under these two methods 
of loading. 

Marston and Anderson, in the investigation referred to in the 
preceding article, came to the conclusion that “the typical field 
bedding and loading of pipes in ditches are such that their effect 
on the pipe can be reproduced with practical exactness in labora¬ 
tory tests by bedding the pipes in sand during the tests for 90*^ 
of the circumference at the bottom and also for 90° at the top.” 
This method of loading is Case III above. In the Iowa investi¬ 
gation the weight of the pipe as well as that of the backfilling 
was taken into consideration. 

The manner in which the formulas given above may serve as a 
guide to the judgment is indicated in the following extract from 
Bulletin No. 22 of the Engineering Experiment Station of the 
University of Illinois: 

"If the layer of earth immediately under the pipe is hard or un¬ 
even, or if the bedding of the pipe at either side is soft material or 
n 9 t well tamped, as indicated in Fig. 313(a), the main bearing of the 
pipe may be along an element at the bottom and the result is in effect 
concentrated loading. The result is to greatly increase the bending 

< Sw Biillstin No. 22 of the Engineering Experiment Station of the University of lUini^ 
—written by t*rof. A. N. Talbot. 
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moment developed and hence the tendency of the pipe to fail. iThis 
condition may be aggravated in the case of a pipe with a stiff hub or bell 
where settlement may bring an unusual propcgrtion of the bearing at the 
bell and the distribution of the pressure be far from the assumed con¬ 
dition.' In bedding the pipe in hard ground it is much better to form 
the trench so that the pipe will surely be free along the bottom dement, 
even after settlement occurs, and so that the bearing pressures may 
tend to concentrate at points, say under the one-third points of the hori¬ 
zontal diameter (or even the outer quarter points). This will reduce 
the bending moments developed in the ring. 

“In case the pipe is bedded in loose material, the effect of the settle¬ 
ment will be to compress the earth immediately under the bottom 
of the pipe more completely than will be the effect at one side, as in¬ 
dicated in Fig. 313(6), with the result that the pressure will not be 
uniformly distributed horizontally. Similarly, in a sewer trench, if 



(a) 



(b) fc) (d) 

Fia. 313.—Conditions of loading. 


loose material is left at the sides and the material at the extremity 
of the horizontal diameter is loose and offers little restraint, as indicated 
in Fig. 313(c), the pressure on the earth will not be distributed hori¬ 
zontally and the amount of bending moment will be materially different 
from that where careful bedding and tamping give an even distribution 
of bearing pressure over the bottom of the sewer. 

“In case of a small sewer in a deep trench, the load upon the sewer 
may be materially less than the weight of the earth above, as in the 
case shown in Fig. 313(d), where the earth forms a hard compact 
mass and is held by pressure and friction against the sides of the trench. 

“In case a culvert pipe is laid in an ordinary embankment by cutting 
down the sides slopingly, as shown in Fig. 314(o), it is evident that the 
load which comes upon the pipe will be materially less than the weight 
of the earth immediately above it. If a culvert pipe replaces a trestle 
and the filling is allowed to run down the slope as shown in Fig. 314(6), 
the direction and amount of the pressure against the pipe will differ 
w 
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considerably from that which obtains in a trench or in the case of a 
level filling, shown in Fig. 314(c). It is possible in the latter case that 
the smaller amount of settlement of the earth directly over the culvert 
pipe, due to the greater depth of earth on the adjacent sections, may 
allow a greater proportion of the load to rest upon the culvert pipe than 
would ordinarily be assumed. 

“Attention should be called to the fact that the distribution of the 
pressure by means of earth under and over a ring assumes that the 
earth is compressed in somewhat the same way as when other material 
of construction is given compression. Unless the earth has elasticity, 
the distribution of pressure cannot occur. To secure the uniform 
distribution assumed, the ring itself must give enough to allow for 
the movement of the earth which takes place under pressure. This is 
especially true with reference to the presence and utilization of lateral 
restraint, and a ring which docs not give laterally, as for example a 
plain-concrete ring, will not develop lateral pressure in the adjoining 



earth under ordinary conditions of moisture and filling to any great extent. 
As the conditions of earth and moisture produce mobility and approach 
hydrostatic conditions, the necessity for this elasticity and movement 
docs not exist, but here the lateral pressure approaches the vertical 
pressure in amount and the bending moments become relatively 
smaller. 

“The discussion is sufficiently extended to indicate the importance 
of care in bedding culvert pipe and sewers and in filling over them, and 
to indicate the great difference in the amount of bending moment 
developed with different conditions of bedding and filling. Where 
there is any question of needed strength, it will be money well expended 
to use care and precaution in bedding the pipe and in filling around 
and over it. I am convinced that a little extra expense will add con¬ 
siderable stability, life, strength, and safety to such structures, far 
out of proportion to the added cost. It is possible that under careful 
conditions of laying, lighter structures may be used with a saving in the 
cost of construction.” 
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Fia. 316.—Collapsible, adjustable wood form for concrete culverts from 18 

to 48 in. diameter. 
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83. Circular Culverts Cast in Place. —cast-in>place culvert 
with circular opening is shown in Fig. 315. Fig. 316 shows an 
adjustable, collapsible wood form which can be very economic¬ 
ally used for culverts of this type. It was originally designed by 
Mr. F. H. Meliza, Farmer City, Ill., and was mentioned in the 
Illinois Highway Commission report for 1907 and in a bulletin 
on highway improvement by Mr. W. S. Gearhart, Highway 
Engineer of Kansas, which was issued by the Kansas State Agri¬ 
cultural College. 

The method of constructing and using this form is described as 
follows in a booklet entitled “Small Concrete Bridges and Cul¬ 
verts, ” published by the Universal Portland Cement Co.: 

“This form is constructed of two by four’s beveled and strung on 
wires, as shown in Fig. 316. The number of staves to bo used, vary¬ 
ing with the size of the culvert, arc placed side by side with a wire drawn 
through each end of the stave as shown. The form is then rolled 
around a circular head size of the proposed culvert and wire bands are 
tied tightly around it on the outside. Wedges are then driven as shown 
in Fig. 316 to hold the staves firmly in position. After the culvert has 
been built the wedges are removed and the circular heads knocked in; 
the staves will then collapse and are easily removed. This form can 
be used over and over again and Mr. Gearhart states that its cost 
should not exceed $15.00 qr $20.00.” 



CHAPTER XXI 


BOX CULVERTS 

The box type of culvert is especially adapted to locations 
where the head-room is limited and, when planned for such loca¬ 
tions, has a great advantage over the arch. A culvert of this 
type, for example, can be built with less excavation and less 



disturbance to the embankment and will give a greater distribu¬ 
tion of load upon the foundation than the ordinary form of arch 
culvert. Also, the form work for this type is much simpler and 
the cost of construction correspondingly lower, except perhaps 
in some cases where the number and size of culverts to be con- 
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structed warrants the use of commercial arch forms of collapsible 
steel. Box culverts are not always employed only under shallow 
fillS; as is evident from Figs. 320 and 321. 

, , Every fMrd.^^^Corr Bars,ts’c foe,1op and 
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Fh 5 . 318.—Standard culvert of 0-ft. span, Hntnpdcn R. R. 
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Fio. 319.—Double 0 X 0-ft. box culvert, A. T. & S. Fe. Ry. system. 


84. Forms of Box Culverts. —There are two distinct forms of 
box culverts which may be distinguished by the terms open box 
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and closed box. In the open box (Fig. 317) the side walls have 
dependent footings, while in the closed box (called simply box) 
the load is supported by the floor (Fig. 318). Double-box 
culverts (Fig. 319) arc generally used where the span is equal 
to, or greater than, twice the height, as the use of a single box 
beyond these proportions greatly increases the cost. 

86. Loading.—For small box culverts built in trenches the 
load on the top slab may be approximately estimated by means of 
the formulas and tables in Art. 81. For largo box culverts and 
for all culverts not built by trench construction, no allowance 
should be made for the arching action of the material, which 



Courtesy of Mr. TVw. E. Beilhart, Arehiloet and Engineer, Dallas, Texas, 

Fici. 320.—Box culvert on lines of Easterii-Texas Traction Co. 


means that such culverts should be proportioned to carry the 
entire weight of the fill above the cover slab. The lateral pres¬ 
sure of the earth (including live-load surcharge) is usually assumed 
as that due to a fluid weighing about 30 lb. per cubic foot—that 
is, a weight about one-fourth the weight of earth. It is obvious 
that the pressure due to live load does not spread out through 
the Ailing at the ordinary angle of repose of the material, but has 
a side slope, or line of zero stress, much more nearly vertical. 
It is frequently assumed that the live load is carried down at a 
slope of I horizontal to 1 vertical. In railroad embankments 
this slope is taken from the ends of the ties. 
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An allowance is usually made for impact of the live load in the 
design of railroad culverts. Some designers allow 60 per cent 
for impact on all banks up to 40 ft. high. A more conservative 
plan often followed is to allow 100 per cent for fills of less than 
2 ft., 75 per cent for fills between 2 ft. and 4 ft., and 50 per cent 
for all fills over 4 ft. 


-/e'o-H 
_i_I. s/e y. 




86. Design of Cross-section.—The top slab of a box culvert is 
partially fixed, but it is the general practice to design this slab as 
simply-supported and to reinforce at the comers against negative 
bending. Negative reinforcement, however, is not always pro¬ 
vided (see Fig. 319), in which case the sides and top act as simple 
beams and more or less cracking occurs on the outside near the 
comers. The walls or sides of a box culvert are usually de¬ 
signed somewhat empirically, but are always provided with suf¬ 
ficient strength to support the lateral earth pressure, neglecting 
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any outward bending due to the bending of the cover slab. 
In open-box construction, cross struts are often used to assist 
in holding the footings against the pressures on the walls and 
also to provide bearing area in addition to that furnished by 
wall footings (Fig. 322). The struts are designed as beams with 
a span equal to the width of the culvert, and the struts are so 




Fia. 322.—Single box culvert, C. M. & St. P. Ry. 

spaced and proportioned as to obtain a uniform soil pressure 
throughout. When a bottom slab is employed and assumed 
to support the load, its thickness is made the same as that of the 
cover slab since the load for both slabs is substantially the same. 
Longitudinal reinforcement should be provided on account of 
the possibility of beam action due to unequal settlement. The 
amount of this reinforcement should depend upon the char- 
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acter of the foundation. Where the foundations are very 
bad, it is the practice of some engineers to figure the culvert as 
a whole to act as a beam, considering the length of beam as 
twelve times its depth. In long culverts under railroad tracks 
the load decreases beyond the ends of the ties and the cross- 
section should decrease whenever a material saving is found to 
result. 

In Fig. 322, which illustrates a standard box culvert adopted by 
the Chicago, Milwaukee & St. Paul Railway, the cover is de¬ 
signed as a simply-supported slab with span equal to clear span 
when fillets arc used and to clear span plus one-half the maximum 
cover thickness (but not to exceed 1 ft.) when no fillets arc 
provided. Stirrups and bent rods arc employed to take care of 
two-thirds of the shear when the shear exceeds 40 lb., bent rods 
being also used to care for any negative moments which may 
develop due to connection with side walls. Longitudinal steel 
is cmi)loyed with a sectional area of about yj-®- of the area of 
the entire concrete section. The side-walls, cross struts, and 
footings are proportioned in the same manner as above de¬ 
scribed. Keyways are formed in top of footings and si(l(i-walls 
so as to offer shearing resistance to movement of side-walls due 
to lateral earth pressure. For fills up to 40 ft., th(^ load on the 
footings is assumed to-include the live load and dead load of 
culvert, and the fill directly above the culvert for the width 
overall including footings. For fills over 40 ft. high, the total 
weight resting on the footings is considered as 62^ per cent of 
the culvert weight plus 621 per cent of the fill above the 
footings. The live load is disregarded and, for ease in com¬ 
putation, the weight of culvert is taken as equal to the fill it dis¬ 
places. Wing walls over 8 ft. in height or making an angle of 
less than 60“ with the htiad-wall are made self-supporting 
cantilevers with a joint at connection with the barrel. Wing 
walls for all other conditions are made continuous with the main 
part of the culvert. The section of the culvert coming under 
the track is made approximately equal in length to the theoretical 
spread of the live load, which is equal to the distance out to out 
of tira (8 ft. for single track, 21 ft. for double track) plus the 
hqight of culvert plus one-half the height of fill above the cover 
slab. The invert is paved with a concrete slab in all spaces 
between stmts so as to form a continuous concrete invert. 

A somewhat rigorous analysis is sometimes made of the moments 
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in box culverts when such culverts are reinforced so as to act as 
monolithic concrete boxes (Figs. 318 and 321). Of course, it 
becomes a question of whether such accurate analysis, compara¬ 
tively speaking, is especially worth while. Unless a number of 
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identical culverts are to be constructed, the amount of material 
involved is likely to be too small to warrant any great refine¬ 
ment in design. 



Case IV. Case V 

Fia. mB. 

Assume the rectangular culvert of Fig. 323A to be rigidly 
fixed at the center of the bottom slab. With this condition as¬ 
sumed, a unit length of the culvert may be treated in the same 
manner as a symmetrical arch with fixed ends. (See Fig. 323A.) 
The general ^rmulas of Art. 14 will apply and the following 
expressions result: . 
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He 


S - 


Xm^Xy^ 




in which 




Sw I - Hc^yj 


X 


m = moment at any point on either half of culvert of all 
external loads between the point and the crown section 
—all values should be substituted in equations as 
positive. 

X — summation referred to one-half of culvert only. 

h = width c. to c. ot side walls. 
h = height between centers of top and bottom slabs. 



Ic — moment of inertia of cross-section of top and bottom 
slabs, considered alike. 

lo = moment of inertia of cross-section of side walls, con¬ 
sidered alike. 



P — concentrated load. 
w = uniform load per unit area. 

Me = moment at center of top slab. 

Mb = moment at center of bottom slab. 

Mb = moment at center of side walls, 
ilfaand 

ilffc = moment at the upper and lower corners, respectively. 
He = thrust at the center of the top slab. 

Ve = zero for symmetrical loading as is the case in the 
’ analysis of culverts. 

M^ and 

JkTjj =» moment at the center of any element to the left and 
right of the crown section, respectively. 

The bending moment at any point may be expressed as follows: 
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Ml = Me + Hey -h Vex — m 
Mr = Me + Hey — Vex — rn 
The following formulas result: 


Case I. 


He = O 
Me = Mb == 


Pb 72 + 25 
8 ’ 72 + 5 


Mb = Ma=- Mi, = Me- \ Pb 

For a square uniform section, Me =i%Pb, and Md — — 

Pb. 

For a square uniform section and for equal vertical and lateral 
forces Me — Mr = \Pb and Ma = Mj, = — ^Pb, the same as 
in fixed beams. 


Case II. 






Pb r652 + 20572 + 972^- 
24 L (5+3«)(5 + 72) . 


Mb = Me + Heh - = M 5 + ^ 


Ma =Mc- 


Me + Heh - ^ = M„+ Hch 


Case III. 


He = (He for Case II) + I wh 
Me = {Me lot Case II) - 
Afa = Me - i (52 + h^) - Heh 
= JH c - ^ 

Mb = M.- 
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= Ma-I wh^ - Hch 

Case IV, 


He = O 
Me = Mb 
M B= Ma = Mif = Me — I wb^ 


wb^lR + 3/S 
2 4 \i? + /S 


f) 


For a square uniform section, Mq = ,V ^.nd Mq = — 
wb^. 


For a square uniform section and for equal vertical and 
lateral forces Me = Mq =■ ^ wb^ and Ma = Mi, = — wb^, 
the same as in fixed beams. 


Case V. 


He = -g wh 

wh^ / S 

Me ^ Mb = {Me for Case IV) - 
M^ = Me - \wb^ 

Mj) = Ma + aV wh^ 



Fh3 . 324.—Forms for 2-ft. box culvert. 

87. Construction.—The inside forms for small box culverts 
are usually arranged to be collapsible or at least so that the 
fraiAes against which the lagging is placed may be easily knocked 
out after the concrete has properly set. In Fig. 324 the inner 
forms consist of boards placed against frames made of three 
piec^ of 2 X 4-m. and one piece of 2 X &*in. joists, notched as 
shown. 






BOX CULVEBTS 



Fig. 326.—Box-culvert forms, C. M. & St. P. Ry. 


l^Bars.e^c foe.-, , ^"Darc, JV /'Jtr. 



Fig. 327.—Box-culvert forms, C. B. & Q. R. R. 
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The 2 X 6>in. piece at the top is not nailed in order that it may 
be readily knocked out after the concrete has hardened. The 
removal of this piece allows the 2 X 4-in. joists to be withdrawn, 
thus releasing the boards. Where the soil is hard and compact, 
the outer forms may be omitted and the concrete deposited 
directly in the trench made to exact size of culvert cross-section. 
Another type of small box culvert form is shown in Fig. 325. 

The forma for large box culverts need no special consideration 
as they are similar to the forms for walls and floor slabs in ordi¬ 
nary construction. Standard form details adopted by two 
prominent railroads are shown in Figs. 326 and 327. 

If running water is encountered which cannot be temporarily 
diverted or dammed, the water in the case of small culverts 
should be carried in a new trench around one side of the back 
forms. In the case of the larger structures the trench excavated 
for the culvert should be arranged to flume the stream through 
between the abutments. 



CHAPTER XXII 


ARCH CULVERTS 

The arch type of culvert should be employed where an artistic 
design is especially desirable, and should also be used in all cases 
where the fill to be supported is excessively high and the founda¬ 
tions suitable. High fills over box culverts necessitate a slab 
of considerable thickness and the arch becomes the more eco¬ 
nomical under such conditions because of the fact that an increase 
in fill does not produce a corresponding increase in ring stress. 
Arch culverts of reinforced concrete are not usually designed for 
spans less than about 8 ft., as plain concrete seems to answer 
the purpose for such small structures. 



Fig. 328. —Standard design for 10-ft. arch culvert, State of Missouri 
Highway Department. (Actual dimensions and shape of foundations gov¬ 
erned by conditions of soil at location of site.) 

88. Design of Cross-secfilon.—In the ordinary type of arch 
culvert represented in Fig. 328, the arch ring may be analyzed 
in the same manner as described for arch bridges in Part I of 
this volume. A uniform live load only is considered and this is 
placed over the whole span. Although steel is used, the line 
of pressure is usually kept everywhere within the middle third. 
In determining the dead load on the arch no allowance is made 
for the arching action of the fill, but the horizontal components 
of the earth pressure are taken into account. Longitudinal 
reinforcement is needed to prevent objectionable cracks caused 
38 449 
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by the shrinkage of concrete in hardening and the contraction 
due to a lowering of the temperature, and also to distribute the 
load. 

Inverts are employed in the designs shown in Figs. 329 and 330 
in order to provide additional bearing area and thus reduce the 
large abutments which would otherwise be needed in order to 
bring the pressure on the soil to a safe value. An invert also 
tends to prevent any possibility of water undermining the 



Sectional Elevation 

Fio. 329.—Standard arch culvert for fills up to 40 ft. high, C. M. & St. P. lly. 

structure and the foundation need not always bo carried to the 
same depth as when the abutments are independent of each 
other. 

When the arch ring and invert are thoroughly tied together 
so as,to act as a monolith (a rare case except in masonry sewer 
design), the entire culvert may be analyzed in a similar manner 
to* that of the monolithic box (see preceding chapter). For a 
complete treatment of arch structures of this type, see Chapter 
XIII of American Sewerage Practice, Vol. I, by Metcalf and 
Eddy. 
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89. Forms. —The centers and forms for the arch culvert are 
similar to those required for the arch bridge of small span. 
Where inverts are employed, the concrete for the footings and 
floor in the stream bed should be deposited first and then the 
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Fio. 333.—Details of centering, Canoe Cre<.k culvert, near Cloe, Pa., 

B. R. & P. Ry. 


centers for the arch erected on this concrete. Fig. 331 shows the 
type of arch culvert centers and forms used by the Chicago, 
Milwaukee and St. Paul Railway. Other types of centers are 
shown in Figs. 332 and 333. 

















PART IV 

NOTES ON CONSTRUCTION PLANT 


By a. W. Hansoms 

Vice-President of the Ransome Concrete Machinery Co. 

General rules governing the selection of plant have been given in the 
preceding volume. Inasmuch as the rules there set forth will be found 
applicable to the selection of plant for bridges and culverts, the reader is 
advised to refer to these rules in Volume II in connection with the con¬ 
siderations which follow. 

The primary consideration that plant is but a substitute for labor, and 
that no more should be invested in plant than will 3 nield a good return 
on the investment, is so important as to bear repetition. This relation 
is apparently lost sight of in many cases. Perhaps it is too obvious, too 
axiomatic, and is consequently ignored; but then, again, it may be prob¬ 
able that this mistake is the result of lack of reliable information on 
which to base an accurate comparison of costs between hand labor and 
the various types of construction plants. 

In the treatment of plant in this volume all phases of plant operation 
will be considered, avoiding as far as possible a repetition of the subject 
matter treated in Volume II. A certain amount of repetition is un¬ 
avoidable, however, lest the reader be kept looking from volume to 
volume to the degree of discouragement. 

CHAPTER XXIII 
HANDLING MATERIALS 

90. Ag gregates.—Plant will be considered to include the cars in 
which the aggregate may be delivered by the railroad. The type of 
car used often exercises considerable influence on the cost of handling, 
so, where such is the case, it is important to specify the manner in 
which delivery is to be made. Care in this resjject Mnll be found to work 
a decided economy in carrying out the average contract, and the condi¬ 
tions of delivery may even determine the placing of the material order 
at a higher price. 

Take, for example, two quarries located on different railroads, one 
railroad prepared to supply only hopper-bottom cars, the other to 
8» 463 
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furnish flat-bottom cars. Assume now that the plan of operation in¬ 
volves unloading the stone by shoveling, and assume also that one 
quarry, on railroad No. 1, quotes $1.30 per cubic yard, and the other, on 
railroad No. 2, quotes $1.32 per cubic yard. It will be found cheaper 
in the end to order your material at $1.32 per cubic yard, for the reason 
that you can more than save the difference in cost in unloacUng. 

A good man, under efficient superintendence, can unload 2 cu. yd. 
per hour from a flat-bottom car, as against 1§ cu. yd. per hour from 
a hopper-bottom car—a saving of at least 3 cents per cubic yard—and 
this proportional saving increases as less efficient labor is employed. 
These figures are based on the writer’s personal experience and repre¬ 
sent average results over a number of years. A good man under a 
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yardage or carload system will perhaps average 50 per cent more than 
the above, but the ratio will not change between the two types of cars. 

It will also be found that the low-side cars will be more economical 
for unloading than the high-side, except where a wagon loader (Figs. 
334 and 335) is to be used. Where a loader of this typo is employed, 
the car side to which it is attached should either be of sxifficient height 
to give wagon clearance, or stakes should be provided to raise the hopper 
sufficiently for the purpose. The use of a hopper of this type expedites 
unloading the car and, in these days of demurrage charges, this is an 
item for consideration, aside from the saving of team hours. One, two, 
or three hoppers may bo attached to a single car and one or more men 
pu\i in the car for each hopper, depending upon the number of teams 
available. The hoppers should be ready as the teams range alongside 
the car, and the material should be instantly discharged into the wagons 
to avoid all delay at the car. 
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Where a siding extends to the construction site, sand and stone may*"*' 

be shoveled directly from the cars onto the ground, which should have 

been previously smoothed. That portion of the ground designed for the 



Fig. 336. 

stone should first be spread with a layer of sand at least 1 in. thick, this 
layer serving to keep the stone clean and also working economy in 
subsequent shoveling. In order that materials may be piled high and 



C/eafs short or contfnvous 
nailed to cross ties which 
may be spaced about s'c.toc. 


7b secure greater stability 
the base of iower courses 
may be made three to fiur 
feet wide. Crib should be 
set up as materia! is 
deposited 


/?!?. Siding 

-I 


Fig. 336. 


the track be kept clear, a bulkhead may be built of a double row of 
2 X 12-in. plank with 1 X 3-in. cross ties, having stops as indicated in 
Fig. 336. This method requires no fitting or cutting of the plank. 
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The type.and condition of shovel used in unloading n\aterials will have 
an important bearing on the results obtained. The writer has^oticed|| 
a tendency to regard the shovel as a very unimportant matter, but 
it is not so regarded by the workman himself. A good man will always * 
look for a good shovel, and under a task or piece-work system he would 
perhaps use a larger shovel than the one with which he would ordinarily 
be supplied. Throughout South America it has been the general 
practice for each man to bring his own sho v cl, and this practice leads to * 
the exploitation of tools wonderfully adapted to reduce to the minimum v 
the actual work done while going through the motions. The practice 
was followed very generally in the West in early days. Our western 
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contractors, however, early found it economy to supply them men with 
good “workmanlike” tools. , 

Mr. Frederick W. Taylor in his investigations found that a shovel 
adapted to a load of 21 lb. gave the best results. Such a shovel for 
general concrete work will correspond more nearly to the standard 
No. 4 size shovel than to the No. 3 size most generally supplied when 
your order calls simply for one dozen shovels. Why not add to your 
order'the size of shovel wanted? Why not further specify the make and 
grade? Why not go to the maker and learn something of shovels and 
tHen specify intelligently? 

For an implement which figures so largely in nearly all concrete 
work, the shovel used has perhaps been accorded the least considera¬ 
tion, whereas it is deserving of a great deal. Contractors ordinarily 
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buy machinery by specificlticto—^they specify a maker known to them; 
jll^ut, m(ifre often than otherwise, shovels are purchased without any 
regard to the nature of the work for which they are to be used. 

' There are shovels of different sizes for various materials. For 
general concrete work a No. 4 shovel should be used to get the best re¬ 
sults, and, as a general rule, the higher the grade of shovel, the better 
the result. No. 4 shovels of A-grade, costing $9.00 per dozen, will 
♦yirove cheaper in the end than D-grade shovels. No. 3 size, costing $5.00. 
^ Where the volume of material warrants the installation of an un¬ 
loading device, a bucket unloader of the type shown in Fig. 337 may 
be used, or a clam-shell bucket as shown in Fig, 338 may be employed 
and operated from a derrick or locomotive crane. With a bucket un- 
' loader the labor cost, according to Mr. Turner of the Turner Concrete 
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Steel Company of Philadelphia, will be 3.5 cents per cubic yard. With 
a clam-shell bucket it will be 4 5 cents per cubic yard. 

In connection with hopper bottom cars, a trestle may bo built or 
any of the many types of wagon loaders may be used. Fig. 339 il¬ 
lustrates a type of loader sometimes employed. Wagons may be loaded 
directly by the device shown in Fig. 339A. 

In Fig. 387, page 564, of Volume II is shown a hopper placed beneath 
the track to serve a feeder for an ordinary bucket elevator. Any of 
the above types of unloaders may be used to deliver the materials into 
wagons or bins, and the latter may be designed to discharge into wagons 
or direct into mixer, as conditions may require. 

91. Cement —Cement is ordinarily ordered in cloth bags, owing to 
greater ease in handling. Since the price of the cloth bag will be re¬ 
funded* by the cement mills only for bags returned in good condition^ 
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provision should be made not only against loss but also against damage 
by water. This troublesome problem of caring for empty cement bags 
has been an important consideration in promoting the use of bulk 
cement, which is now being extensively used on large work. In Fig. 
340 is shown a plant arrangement involving the use of bulk cement. 

92. Water.—^The problem of water is often a serious one. Aside 
from questions of fitness or unfitness, cost, etc., there is the ever-present 
problem of handling water fast enough. Probably 7.5 per cent of the 
plants operating at high efficiency—^that is, at a rate approximating 
the theoretical maximum as determined by physical limitations set 
forth in Art. 108 of Volume II—^have their limit set by the speed with 
which the water can be measured and fed. 

Figs. 341, 342, and 343 illustrate the ordinary typo of measurinn 



tank. There are three principal objections to tanks of the above 
type: (1) The obstruction offered to the inflow of water through gradual 
closing of valve; (2) the practical limitation set to size of outflow pipe; 
and (3), but most im]Tortant, the impossibility of utilizing the full 
capacity of the feed pipe, since in all cases when the tank is full the 
water is automatically cut off, requiring perfect timing of the mixing 
optiration with the rate of water flow, an ideal impossible of attain¬ 
ment. Fig. 344 illustrates a duplex tank in which this latter objection 
is removed and provision made for utilizing the feed line to full capacity. 
The by-pass A set at the proper level provides for the overflow of the 
water from one tank to the other, as the water in the former reaches the 
proper height. A movement of the lever B opens the valve C and shifts 
the feed pipe into the second tank which in turn fills to the proper 
point and overflows into the first tank. This tank further permits the 
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use of a large outflow pipe unobstructed by valves, etc. Water under a 
light head flows slowly (approximately 1 gallon to the second through 
a 2-in. pipe), and since common practice of today requires 1| to 2 gal¬ 



lons of water per cubic foot of material, the time of flow becomes an 
important matter, especially so since it is very desirable that all the 
water for the batch be fed into the mixer in advance of the aggregates. 






CHAPTER XXIV 


MIXING 

93. Hand Mudng.—The present tendency in every line of activity 
is toward the substitution of machinery for hand labor. To this tend¬ 
ency the contracting and engineering field is no exception. There arc, 
however, many small jobs on which it is more economical to mix con¬ 
crete by hand. Even in large work it is sometimes advisable to resort 
to hand mixing; for example, at the beginning and end of a job or Avhere 
the concrete is to be placed in positions widely scattered. While the 
cases where hand mixing is economical are rapidly disappearing for 
reasons to be later set forth, it is important that duo consideration 



be given to the process of hand mixing wherein the plant consists mainly 
of the shovel, the wheelbarrow, the rake, atid the mixing board. 

The cost of hand mixing will vary with local conditions; but with a 
full knowledge of conditions, the cost may be readily and accurately 
estimated, for which purpose the reader will find Taylor and Thompson's 
“Concrete Costs" of value. 

For efficient mixing by hand it is of prime importance that a suitable 
mixuig platform be provided. This platform should be at least 48 in. X 
06 in. for single batches, or 96 in. X 96 in. for double batches, and may 
be of wood or steel. The writer has a decided preference for a steel 
plate (Fig. 345) of size suitable for a single batch, using two or more as 
the number of batches to be mixed simultaneously is increased. This 
type of platform is readily moved, gives an excellent shoveling surface, 
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and if it is always kept close against the toe of the stone pile, minimum 
handling of materials is the result. 

For measuring the aggregates, straight-topped barrows are strongly 
recommended as being more accurate than measuring boxes, and the 
barrows sho\ild be of such sizes, or assortment of sizes, as to permit 
struck measure rather than rounded or heaping measure. Where 
bottomless boxes are used, they should preferably bo smaller in plan and 
deeper than those ordinarily employed. Also struck measurement 
should bo insisted upon, as it is only in this way that accuracy may be 
obtained. 

The cost of hand mixing may usually be accurately estimated by an 
analysis of the various operations entering into the process. The 
following is taken from page 278 of Taylor and Thompson’s “Concrete 
Costs.”^ 

“ A Rang on a large subway tunnel, materials close jit hand, the cement 
and sand being mixed into a mortar and spread on the gravel before turning 
it; the concrete shoveled directly to place 

“One foreman with 2 gangs, consisting in all of 19 men, each gang 

divided as follows: 

2 men mixing mortar. 

4 men shoveling stone, mixing concrete, an<l shoveling e«merete 
dire<!tly to place. 

1 man assisting to shovel concrete, washing grac'd, an«l other odd 

work. 

2 men in excavation receiving concrete and ramming it. 

1 extra man working with both gangs carrying w'ater and on odd 
work. 

“This double gang mixed about (14 batches per day of 10 hours. The 
proportions were 1 :2\‘A, and, since for gravel concrete (gravel being as¬ 
sumed to have 40 per cent, voids), wo find from 1'able 22, on page I.*?!, 
that 1.40 barrels cement are required per cubic yard, this quantity divided 
into 64 batches per day gives an output of about 46 cu. yd. per day of 
10 hours.” 

Now let us assume for comparison that it is proposed to use a machine 
such as the “ Bantam” Fig. 346. For each batch there must be loaded 
into barrows, wheeled, and discharged into the mixer, 1 barrow' of sand 
and 2 barrows of stone, together with water and cement for each batch. 
An average man will load his own barrow, wheel a distance, say 50 ft., 
and return every 3 minutes, allowing for average delays and rests. 
Taylor and Thompson’s “Concrete Costs” set the figure lower than we 
have assumed above. If, therefore, we put on a double crew consisting 
of 6 men, we shall be able to deliver material for a 1-bag batch of the 
proportions 1:2 :4 every li minutes. One man will be required at the 

> Copyright 1012 by Frederick W. Taylor. 
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mixer, another to handle cement. If now we assume the mixer so placed 
that the concrete can be discharged directly into place, we need only 
provide the men in the excavation to receive and ram the concrete 
(say 6 men, by reason of the greater amount we shall handle) and our 
organization is approximately as follows, allowing for 2 extra men; 

1 foreman. 

6 men handling sand and stone. 

1 man handling cement. 

1 mixer attendant. 

6 men placing concrete. 

2 extra men. 

17 total. 

With these men, 3 less than required for hand work, we can turn out 
40 batches of 1: 2i: 4 concrete per hour. Assuming 40 per cent voids in 
the stone, our day’s out put would be 71 cu. yd. of concrete. We 
would thus save 3 men and do approximately 45 per cent more. 
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Since the mixer utilized for the above comparison can be purchased for 
1275.00 complete, it will quickly pay for itself and one need not have many 
days’ work in sight to warrant the investment of the amount involved, 
provided of course that maintenance charges arc not going to counter¬ 
balance. 

94 . “Machine Mixing.—Of late the field of machine mixing has been 
materially broadened by the introduction of small machines, such as 
thd “Bantam” type referred to in the preceding article. These 
machines are low in cost, efficient in operation, and are easily trans¬ 
ported and set up. The T. L. Smith Company’s “Mascot” (Fig. 347) 
is another machine of this class. The Standard Scale and Supply Conor 
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pany also turn out a reliable machine, and doubtless there are others* 
In making a purchase, however, it should be borne in mind that the 
more simple the construction of the machine, the more satisfactory will 
the investment prove; but on these lighter machines which have low 
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first cost and lightness for their primary requisities, the details will vary 
materially from similar details on more elaborate and costly machines. 

To the end that the machine may be as light as possible, rolled steel 
and wood should replace cast steel and cast iron wherever the change 
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can be made without serious sacrifice of efficiency; but steel plates of 
lighter weight tlxan No. 10 should not be used, save for protection against 
weather. Sprockets and chain should have preference over gearing on 
account of Ughtness.. The carrying rollers for a similar reason should 
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be of the self-oiling type, and revolve loose in fixed shafts, thus saving 
the weight and expense of journals. It must be conceded that loose 
rollers of this type are not quite so durable as rollers fixed to shafts re¬ 
volving in proper journals, but they are lighter and the arrangement is 
cheaper. The service they give will also be found fairly satisfactory. 

In the development of the ‘‘Bantam” the considerations mentioned 
have been given due weight and, in order to increase the capacity to 
the maximum, a door has been perfected which permits the effective 
closing of the discharge opening with the result that 10 cu. ft. can be 
crowded into a mixer of size 1700 lb. lighter than is the case where the 
ordinary open-end type of drum is used. 

The writer is credited with rather radical views as to the efficiency 
of small machines, holding that where a mixer must be charged wheel- 
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barrow at a time and the mixed material similarly handled, a mixer 
designed to handle a 1-bag batch will prove most efficient, and further¬ 
more that the simplest type of machine arranged for low charging and 
comparatively high discharge (see Figs. 348 and 349) will prove the 
must efficient of its class. 


Low charger Power loader 


Assembling batch—in mixer. 24 seconds 

Hoisting hopper. 

Flow of material, hopper to mixer. 

Lowering hopper. 

Mixing. 30 seconds 

Discharging into 4 barrows. 28 seconds 


In hopper 24 seconds 
10 seconds 
10 seconds 
5 seconds 
30 seconds 
28 seconds 


^ 82 seconds 107 seconds 

Allow for overlapping of operations. 24 seconds 


83 seconds 
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The above comparison is based on actual operations, and unit times 
given arc not exceptional. It will be further noted that, as the assem¬ 
bling time is reduced, the comparison becomes more favorable to the 
direct charged mixer, since this operation is the only one which can 
overlap. Conversely, as the time of assembly increases, the comparison 
becomes more favorable to the mixer with the power loader. In the 
above the time required to load the barrow has not been considered, since 
this is identical in both cases. The operation alone has been considered 
starting from the point where the barrows arc loaded ready for the 
mixing operation. 

A second comparison will be made between a l-bag-capacity low- 
charging mixer and a 2-bag-capacity machine with loader, materials 
to be handled in barrows on both sides of the mixer. For the purpose 
of illustration, average men will bo assumed who will load a wheel¬ 
barrow, wlujcl a distance of 5 ft., discharge their barrow, and return 
in 3 minut<*s. 'I’liis is a conservative figure. Uikju this basis the 
organization for the two plants will be as folloAvs: 

l-l)ag mixer Operatum 2-bag mixer 

G men.Assembling bat.<!b . 12 men 

1 imiii . . . .liaiidling cement at mixer. . . 1 man 

3 men.WViceling mixed concrete... Omen 

1 man.Extra man. 2 men 


21 men, total 


'I’hc above crews will operate as follows: 

24 seconds Assembling batch. 48 secornls 

Hoisting hopper. 10 seconds 

Time of flow of materi;ils lu)pp(;r to mixer.. 15 seconds 

Ijower hopper. 5 seconds . 

30 seconds Mixing. 30 seconds 

28 seconds Discharge of mixer into barrows. 56 seconds 


82 seconds 104 seconds 

Less i>verlap of itsseinbling time. 48 seconds 


116 seconds 

Reducing these operations to 1-man time gives 902 seconds per 
batch for the 1-bag mixer as against 2436 seconds for the 2-bag mixer, 
the respective batches yielding say G and 12 cu. yd. of finished concrete, 
with a time per cubic foot of respectively 151 and 203 seconds. 

It must be borne in mind that, in. making the above comparisons, 
conditions have been assumed somewhat unfavorable to the large ma¬ 
chine; but the conditions so assumed are such as must prevail in many 
cases, and the comparison given merely outlines the method to bo pur¬ 
sued in coming to a determination of the type of machine to be used. 


11 men, total 
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If the entire batch is discharged directly from the mixer to place, into a 
car or bucket, the result at once becomes favorable to the larger machine 
both directly and indirectly in overheads, superintendence, etc. This 
point is one often overlooked and the advantage of the large machine is 
thrown away through failure to properly appreciate the importance of 
limiting the time consumed in the operations of charging and discharg¬ 
ing. The writer observed, on a large building operation in Chicago, a 
case of flagrant violation of first principles in plant operation. 

The organization on the work was as follows: 

15 men loading barrows, wheeling, and charging. 

1 man handling cement. 

1 man operating discharge chute. 

8 men distributing mixed concrete in barrows. 

25 men, total 

This crew was mixing concrete in a ^-yard mixer at the rate of one 
batch in 4^ minutes, this limit being set by the delays iiuddent to the 
manner of charging and discharging. The mixing cycle was as follows: 

For a 3-bag batch of 1: 2^: 5 concrete: 

Assembling batch in mixer: 

Charging 3 bags cement. 21 seconds 

Charging 10 pails of water. 30 seconds 

Charging 9 barrows of aggregate. 63 seconds 114 seconds 

Mixing. 30 seconds 

Discharging into 10 barrows. 70 seconds 

Delays in discharging due to incidental shifting of run¬ 
ways, etc. 56 seconds 

270 seconds 

It was pointed out to the superintendent of this work that he was 
wasting time and labor by using 6 extra men to load barrows with sand 
and gravel, since his wheelers were forced in every instance to wait for 
the discharge of materials from the mixer. He was shown that men 
could load their own barrows, wheel to mixer and return in 3 minutes. 
Installation of a batch-charging hopper was recommended. The delays 
on the discharge side were pointed out and a suggestion made that the 
batch be discharged on a platform, whence it could be pulled off into 
barrows with a stroke of a hoe and the number of wheelers be reduced, 
sinep they could work steadily rather than spasmodically. A water 
tank was recommended. These suggestions were carried out, with the 
results that a speed of 3 minutes per batch was easily maintained with an 
organization reduced to: 
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9 men loading barrows and charging. 

1 man handling cement and water. 

1 man operating discharge chute and loading barrows. 

6 men wheeling to place. 

17 men, total. 

The above instance is not an isolated case. It is more or less typical 
of results which follow close upon failure to observe elementary prin¬ 
ciples, and to obtain an accurate knowledge of costs. 

So far only the simplest types of mixing plants have been treated, 
but it is believed that a knowledge of the possibilities in this direction 
will lead to intelligent selection of the more highly specialized plants. 
The more or less standard types of equipment were covered at some 
length in Volume II of this series, and will not be considered here. 
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CHAPTER XXV 


TRANSPORTING OF CONCRETE 

The mixed materials may be handled in barrows, carts, or cars, or in 
buckets operated in connection with derricks, cableways, or spouts. 
For the scope of the present chapter it will be sufficient to treat of 
cffectinR distribution only by barrows, carts, and spouts, leaving the 
derrick and cableway out of consideration. The use of derricks, on the 
one hand, is ordinarily limited to work confined to limited area, or to 
work wherein derricks are in any case a necessary part of the equipment. 
Cableways, on the other hand, are high in first cost which renders their 
adoption inadvisable except in exceptionally large work. 

96. The Use of Barrows or Carts .—A question deserving of very 
serious consideration is the cost of handling material in barrows or 
carts. This method involves loss original outl.ay than any other and 
in many cases which have come under the writer’s observ'^ation, the 
cost of installation of a more elaborate jilant would cover the costs of 
distribution by barrow or cart. 

Using the ordinary barrow, a man will handle an average of 19 cu. 
ft. per barrow and, including time of loading by shovel, will require 
(according to Taylor and Thompson) 25.4 minutes per cubic yard of con¬ 
crete, with an additional 3.9 minutes per cubic yard of concrete for 
each additional 25 ft. that it is necessary to wheel the material. 

If two-wheeled carts of 6-ft. capacity are substituted for the smaller 
barrow, a time is obtained of 11.28 minutes per cubic yard of concrete 
per 100 ft. of wheel, with an additional 1.6G minutes per cubic yard for 
extra distance. The above figure is based on an average load for the 
cart of 4^ cu. ft., which can and should be maintained. 

From the above comparisons it will bo seen that, at 20 cents per 
hour, the cost of wheeling concrete in barrows should not exceed $0,084 
per cubic yard with an additional $0,013 for each 25 ft. of additional 
wheel. For carts, results will be $0.0376 per cubic yard per 100 ft. of 
wheel, with an extra $0.0055 per 25 ft. additional wheel. There are, 
however, certain offsets to be mtxde. The wheelbarrow requires less 
in the line of runways or scaffolding than does the heavier cart, and the 
cost of these runways should be carefully estimated. Average results 
show a cost for 200-ft. runs of 2-in. plank as being approximately 
$0.03 per cubic yard of concrete for wheelbarrows and $0,074 for carts, 
assuming the cost of runways as distributed over 1000 cu. yd. of concrete. 
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It must, however, be borne in mind that the above prices are based 
upon runways laid on the ground. Where the runways must be 
elevated, the showing becomes more favorable to carts, for the reason 
that the bents or supports for the wheelbarrows must be practically 
the same as for the carts. 

96. Spouting Plants.—While there has Ixsen a tendency to exaggerate 
the advantages of spouting concrete, and to use it on small jobs, the 
present state of the art limits the use of spouting plants practically to 
the placing of 2500 yd. of concrete or upward. It is being recognized 
more and more widely that the extension of this system to smaller 
jobs is not a money-saving projwsition, particularly when the con¬ 
tractor is not well acquainted with all the problems involved. 

The installation of a spouting system is somewhat expensive. Under 
proper conditions it will make a definite saving, but it must not be rated 
too high by those undertaking it, for the saving will rarely reach the 
abnormal figures sometimes expected. Where the work is light and 
scattered, any attomiit to spout concrete into place is likely to prove 
disappointing. It is principally on heavy, solid construction that it 
is of advantage, and each case must be considered carefully on its own 
merits before a decision is made to use this method. 

Concrete may be conveyed a considerable distance by means of 
chutes suppfirtcd in a variety of ways, but care must be taken that 
these chutes have a workable inclination. In all cases it is important 
to maintain a uniform pitch throughout the entire line. Unless the 
pitch is kept uniform, the concrete will flow faster in some parts of the 
chute than in others, with the result that it Avill pile up at some point of 
slow flow, and will overflow and fall to the ground. The pitch, also, 
must be greater when the material is to be carried a considerable distance 
than when it is to be carried only a short distance. If given a slight 
start, fairly wet concrete will flow 50 ft. with a pitch of about one in 
six. As the distance increases, the friction of the concrete in the chute 
overcomes its initial momentum. This makes it necessary to increase 
the pitch for greater distances, so that a pitch of one in four is needed 
for 100 ft. while a distance of t300 or 400 ft. will require a slope of one to 
three. These slopes are based upon a chute rigidly supported and of 
uniform pitch. Where the spouts are supported from guy lines, the 
slope must be a little steeper, say 4 to 6 in. to the foot for long lines. 

If the pitch is too steep for the distance to be covered, the flow of 
concrete may be so rai)id as to separate the rock from the sand and 
cement. The concrete should be kept in a continuous flow, moving 
slowly and uniformly, if a well-mixed mass is to be delivered into the 
forms. Crushed-slag concrete is sluggish, while washed gravel concrete 
is fairly rapid in its speed of travel down the chute. All of these things 
have to be taken into account in preparing the chute concrete. 

For successful operation of any spouting system, the aggregates must 
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be mixed properly. There must be just as much water as the material 
can carry without separation, so that the stone particles will be carried 
in suspension in the mass. The proper amount of water is from 11 to 1} 
gallons to the cubic foot of material. The concrete materials must 


Fia. 350. 

slide down the spout, without any inclination to rolling. With a care¬ 
fully designed system and properly mixed concrete, large quantities 
can be handled by a small stream, and placed where desired, without 
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trouble from air pockets, without separation of particles, and without any 
tendency to produce laitance. 

Spouting lines are carried, in general, in one of three ways: (1) by 
booms hung from the concrete tower; (2) by a guy line, one end of which 
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is attached to the concrete tower; (3) by tripods or other supports from 
the ground, located at the ends of successive sections of spouting. 
Considerations of space, and particularly of the distance to which 
spouting is to be carried, determine generally which method of support 
will be used. 

In a boom spouting plant the spout is mounted upon a swiveled 
bracket at the tower end, while the outer end, supported by the boom, 
is moved freely about the work as required. A second length of spout 
usually completes this unit. One great advantage of this type is the 
flexibility and freedom of movement obtained in placing the concrete. 

In guy-line plants the spouting is suspended by ordinary blocks and 
manila falls, from steel wire rope guy lines or special cables set up for the 
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purpose. The principal advantage of this type lies in its ready adapta¬ 
tion to handle concrete over long lines. Its disadvantages are mainly 
those involved in difficulty of lateral movement. 

The tripod spouting plant uses movable towers to support the ends of 
successive spouting sections. While this is less flexible than the boom • 
plant, it is much more flexible than the guy-line plant, for the various 
supports in the line may be moved in succession, thus covering a very 
wide area from a single tower. In order to move the guy-line plant, and 
thus cover additional area, the whole line must be dismantled and set up 
again in the new location. 

In certain special cases the combination of two of these methods might 
be used to advantage, carrying the material across obstructions with 
the guy-line plant, and then distributing from the end of that section by 
means of one of the other methods. This would give some of the 
flexibility of the other methods while retaining, for a special purpose 
required, the peculiar features of the guy-line plant. 
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It is desirable that concrete spouting be based on a series of units 
which may be assembled in various combinations. Continuous line 
spouting should be changeable to swivel-head, or swivel-head to con¬ 
tinuous line, as the conditions of the work require, it being necessary 
merely to have in stock a supply of the necessary units. This inter¬ 
changeability is of great value in service, for spouts wear at the head 
and foot of each unit of length. By reversing a trough section, end for 
end, when showing heavy wear at one point, a new, unworn surface may 
be put at point of greatest wear. 

A stantlard trough section. Fig. 3.50, is made of No. 14^ gauge steel, 
forming a trough 8^ in. deep by 10 in. wide on top. The bottom is 
curved to practically a semicircle of 4-in. radius, the upper part of the 
sides being straight and tangent to the curve. Each section is punched 
with standard spacing, arranged for connecting all of the various 
attachments. 
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The hopper head. Fig. 351, attached at one end for receiving the 
concrete from the bin, or from an upper trough section, forma one point 
of support of the next trough section. At the other end is the splash 
hood. Fig. 35J. By fastening the hopper head to the trough section at 
one end, and the splash hood at the other, we have the complete trough 
section. Fig. 363. These 24 by 24-in. hopper heads, as w'ell as the 
splash hoods, can bo bolted to either end of any standard trough section. 

Standard trough sections are joined for continuous line spouting by 
bolting together their angle-iron yokes or flanges and bolting on the 
compression plate part. Thus, several sections are joined together, 
with a hopper head at one end of the entire group, and a splash hood 
at the other end, as sliown in the assembly of the -IS-ft. chute. Fig. 357. 

Fig^ 354 shows the swivel hook used in making the flexible joint 

1 Wliero desired, trough sections may be furnished in No. 12 or No. 10 gauge steel plates. 
Foi^all ordinary conditions, however, the standard section of No. 14 gauge will be found 
moat satisfactory. The writer, however, strongly favors the lighter plate, and is now 
conducting experiments to the end that the plate used may be of special high carbon steel 
(0.22). This should give longer life and greater stiffness. The steel ordinarily used is 0.10 
carbon. 
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between successive trough sections for swivel-head spouting and shows 
one of these joints, in which the upper line of spouting is supported by 
a fall and tackle attached to the bail on the splash hood; while the lower 
line is supported by the swivel-hook, connecting the lower hopper head 
with thb splash hood of the upper line. The swivel hook is kept clear 



Fig. 354. 


of the path of the concrete. The effectiveness of this method of support 
is shown clearly in Fig. 355, where the swivel hook on the splash hood is 
supporting a weight of 1500 lb. 

In some cases it is desirable to have a flexible joint in continuous line 
spouting. In this case the two sections are put together in a different 
manner. Fig. 356, where both the hopper head and the splash hood 
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are dispensed with. The himger plate is here used in conjunction witii 
a special yoke, after one of the angle-iron yokes has been removed. 
This allows a slight movement sideways, without requiring the. attache 
ments for the swivel-head operation. . „, ; 

The stiffness of the section is well shown by Fig. 357 which is a 
photograph of a 48-ft. assembled unit, heavily loaded. The sand was 
piled in the trough, 40 lb. per running foot, and then three men, weighing 
together 500 lb., stood on the center unit of the section. | 
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97. Hoists.—Whether the distribution is by spouts, by carts, or by 
barrows, it has become general practice on all work extending above 
ground to hoist the concrete. For this purpose a tower is practically 
indispensable. 

* Towers are constructed of steel as well as wood, the writer’s pref¬ 
erence being decidedly in favor of the wood tower. A concrete bucket is 
usually constructed on the simplest lines without catches or trips. 
A substantial bail made of two 3-in. Z-bars back to back, is arranged to 
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operate between two wooden guides, and is fitted at the lower 
end with journals in which rests the bucket trunnion. In setting up 
the tower and bucket, it is advisable in all coses to set the bucket so 



Flu. 356. 


that it is practically balanced, and to this end the front guide should be 
so set as to be practically in contact with the nose of the bucket when 
the latter is pushed back to a point where the load in the bucket will 
tend slightly to press the stops on the sides of the bucket backward 
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against the bail. Friction of the nose against the guides is, by this means, 
practically eliminated. By removing the front guide at any point in 
the height of the tQwer, and placing a block on the back of the latter. 
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the bucket is canted forward so that it will drop its contents out throu;^ 
the opening made by the removal of the front guide. The bucket 
automatically rights itself, and is pulled back into position by the weight 



Fia. 358. 

of the bail when the operator releases the brake. The concrete bin 
shown in Fig. 358 forms the upper cud of the spouting system, the 
gate of the hopper controlling the flow. 











PART V 


NOTES ON ESTIMATING 

By Leslie H. Allen 
Of the Aberthaw Construction Co., Boston 

The estimating of quantities and unit costs has 'been treated in a 
general way in Volume II. The chapters on estimating in this volume 
will- deal mainly with the application of the general principles, already 
set forth, to the work of estimating bridges and culverts. 

CHAPTER XXVI 

ESTIMATING BRIDGES 

98. General Considerations.^—^I..arge bridges are sometimes built 
in places that are very difficult of access and in consequence the cost of 
teaming materials may be much greater than in building work. In 
some cases it may be found necessary to set up a crushing plant for the 
supply of stone. The contractor, however, always avoids this, if 
possible, as the cost of operating a small temporary plant is always 
greater than that of running a large permanent plant, and it pays to 
buy crushed stone from such a plant, even if rock from the excavations 
is available. 

The cost of plant, also, will vary greatly according to the nature 
and size of the work. As a general rule, the plant required in bridge 
construction is more costly than that for building constructirin. This 
is particularly the case whore cableways are used. It is best to calculate 
separately the cost of labor and depreciation on each item of plant 
in each case and add the cost for supplies, fuel, and small tools. In 
general, however, it will be found that the total cost of plant for bridges, 
as in buildings, will vary pretty closely with the yanlage of concrete. In 
the writer’s practice he has found that figures of $6000 for plant on a 
6000-yard job, $7000 on a 6000-yard job, $5000 on a 400()-yard job, and 
so on, check up quite closely with actual costs. These figures, of course, 
do not include plant for excavating, drilling, etc. 

The labor cost of mixin g and placing concrete will vary in the different 
parts of the stmeture. The abutments and piers of a bridge are usually 
very massive and the cost of placing concrete in same is low. In arch 
ribs, on the other hand, the concrete requires very careful spading and 
the cost of placing" is considerably higher. 
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Assuming a luge job with good charging bins and a good layout of 
plant, the cost of mixing concrete should be about 20 to 25 cents per 
yard, and the cost of transporting and placing same in abutments and 
thick piers should be about 35 to 45 cents per cubic yard additional. 

It is usual to specify that large stones may be embedded in massive 
concrete work to reduce the cost of same. These stones are generally 
placed not less than 6 in. apart and are kept at least 12 in. away from the 
face of the work. Some specifications will allow stones that one man 
can handle; others will allow any stone that the derricks can lift. It will 
be found that from 25 to 50 per cent, of the volume of a massive pier can 
be composed of large stone in this way. The cost of placing these stc^nes, 
or “plums” as they are commonly called, should not exceed $1.25 per 
cubic yard. If the rock has first to be excavated for the purpose, the 
cost of the rock excavation must be added. 

As an illustration the cost of concrete on a large typical bridge job 
might be estimated as follows: 

Abutments and piers—1 ’.2^:5 mix: 

Cement. 1.4 bbl... .@$1.45 net.... $2.(^ 

Sand.0.5 cu. yd.@$1.00. 0.50 

Crushed stone_ 1.35 tons... .50. 2.03 

Labor, nibcing and placing. 0.65 

Plant. 1.10 


Total. $6.31 per cu. 

yd. 

Abutments and piers—l:2i:5 mix—with 30 per cent, of large stones: 

7 cu. yd. concrete as above.^$6.31. $44.17 

3 cu. yd. placing large stones... .25. 3.75 


Cost of 10 cu. yd. of concrete and rock in place.. $47.92 

Average cost per cu. yd. $4.79 

Arch ribs and deck slabs-—1:2 :4 mix: 

Cement. 1.66 bbl. ...@$1.45 net.... $2.42 

Sand .0.5 cu. yd .@ 1.00. 0.50 

Crushed stone.... 1.35 tons... @ 1 50. 2.03 

Labor, mixing and placing. 1.00 

Plant. 1.10 


Total. $7.05 per cU. 

yd. 

The above costs do not include forms, steel, or finishing of surfaces. 

‘’The most uncertain and difficult item to estimate in bridge construc¬ 
tion is the form work. It is best to estimate by the square foot of sui!^ 
face contact, as in building work, and to this add for the staging required 
for long arch spans. , ‘ 
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No general rules or instructions can be given for estimating bridge form 
work, except to say that the labor should be estimated at not less than 10 
cents per square foot, and the lumber, nails, and oil, etc., at 4 cents per 
square foot. Further discussion in regard to the cost of form work is 
given in the examples of typical estimates which follow. 

It is not possible to give the cost of reinforcement accurately, any 
more ihan that of form work, but the following are approximations: 

I 

Assume, steel at mill. $1.50 per 100 lb. 

freight... 0.25 per 100 lb. 

$1.75 per 100 lb. 
or $35.00 per ton 

Unloading, teaTning, and piling. 0.60 per ton 

Labor, bending and placing. 12.00 per ton 

Tools, wire, and sundries. 0.75 per ton 

Total.$48.35 per ton 

The cost of surface finish varies very little from that given in Volume 
II, Art. 119. 

99. Examples of Typical Estimates.—Examples of typical estimates 
f 9 r bridges are included in the following paragraphs: 

Arch Bridge Estimate. —Fig. 359 shows a small highway bridge built 
in 1912. The bridge was built in two sections, so as to cause no inter¬ 
ruption to the street car service, which was maintained with one or two 
short interruptions at 30-minute intervals during the progress of the 
work. 

The cost of the concrete w'ork was as follows: 


Labor, mixing and placing concrete in 

foundations and abutments.$0.01 per cu. yd. 

Labor, mixing and placing concrete 

; arches. 1.25 per cu. yd. 

Labor, mixing and placing concrete 

parapet and spandrel walls. 1.31 per cu. yd. 

Labor on form work to foundations 

■ and abutments.O.lOi per sq. ft. 

Labor on form work to arch soffits.... 0.10 per sq. ft. 
Labor on form work to parapet and 

spandrel walls.0.19 per sq.ft. 

Labor, bending and placing steel rcin- 

j forcement.$15.78 per ton 

l&bor, rubbing surfaces of parapet walls 
; with carborundum three times 

(once measured). 0.061 per sq. ft. 

Labor, picking panels of same. 0.071 per sq. ft. 
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Fia. 359.—Details of New Broadway bridge over Spicket River, 
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Cement cost $1.50 per bbl., f.o.b. cars to nearest siding. 
0.40 credit for bags. 

1.10 

0.091 unloading and teaming. 

0.05 testing. 

0.01 freight on empties. 

0.05)^ loss on empties. 


$1.30/i^ price of cement ready for use in concrete. 

Sand was dug and screened and teamed to the job at a cost of $1.28 
per cubic yard. 

Crushed stone cost $1.00 per ton, f.o.b. cars at quarry, 

0.48 per ton, freight to nearest siding. 

0.471 per ton, unloading and teaming. 

$1,951 per t(m, price of stone ready for use 
in concrete. 

The plant consisted of mixer and derrick operated by electric motor, 
the power being obtained from a local power station. The cost was as 


follows: 

Labor, erecting and moving derrick. $230.00 

Labor, erecting and dismantling mixer. 89.47 

General labor around plant. 157.50 

Freight and teaming. 153.02 

Rental of mixer and derrick. 360.00 

Small tools and supplies. 527.50 

Electric current. 210.00 $1727.49 


Deduct part cost of derrick, tools, etc., charged to excava¬ 
tion and coffer dams. 620.00 


Cost of plant chaigcablc to concrete work. $1107.49 

Divided by 826 cu. yd. equals $1.34 per cu. yd. 

Form lumber cost for 57 M ft. b.m. $1612.10 

Nails, wire, and sundries cost. 65.00 


Cost of lumber for forms. $1677.10 

Divided by 16,970 sq. ft. equals $0,099 per sq. ft. 
or practically.$0.10 per sq. ft. 


Steel reinforcement cost $33.20 per ton on cars nearest siding. 
Unloading and teaming, 1.23 per ton 


$34.43 per ton 
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The total cost of the above work would, therefore, be as follows: 
Concrete foundations and abutments—1 ;24:5 mixture: 

Cement, 1.4 bbl. @ $1.31 per bbl.$1.83 

Sand, 0.5 cu. yd. @ 1.28 per cu. yd. 0.64 

Stone, 1.35 tons @ 1.954 per ton. 2.64 

Labor, mixing and placing. 0.91 

Plant. 1.34 


Total. $7.36 per cu. yd. 

Concrete arches—1:2:4 mixture: 

Cement, 1.66 bbl. @ $1.31 per bbl.$2.17 

Sand, 0.5 cu. yd. @ 1.28 per cu. yd. 0.64 

Stone, 1.35 tons @ 1.954 per ton. 2.64 

Labor, mixing and placing. 1.25 

Plant. 1.34 


Total. $8.04 per cu. yd. 

Concrete parapet and spandrel walls—1:2:4 mixture: 

Cement, 1.66 bbl. @ $1.31 per bbl.$2.17 

Sand, 0.5 cu. yd. @ 1.28 per cu. yd. 0.64 

Stone, 1.35 tons @ 1.954 per ton. 2.64 

Ijabor. 1.31 

Plant. . 1.34 


Total. $8.10 per cu. yd. 

Forms to foundations and abutments: 

Labor.$0.104 P^r sq. ft. 

Lumber, etc.0.10 per sq.ft. 


$ 0,204 per sq. ft. 

Forms to arch sofiits: 

Labor.$0.10 per sq. ft. 

Lumber, etc.0.10 per sq. ft. 


$0.20 per sq.ft. 

Forms to parapet and spandrel walls: 

Labor.$0.19 per sq. ft. 

Lumber.0.10 per sq. ft. 


$0.29 per sq. ft. 

*Steel reinforcement: 

Reinforcement. $34.43 per ton 

Labor. 15.78 per ton 


Total.$50.21 per ton 
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. SUMMARY 

Concrete foundations and abutments, 408 cu. yd. 

@$7.36. $3003 

Concrete arches, 268 cu. yd. @ 8.04. 2155 

Concrete parapet and spandrel walls, 150 cu. yd. @ 8.10 1215 

Forms to foundations and abutments, 3800 sq. ft. @ 0 20^ 779 

Forms to arch soffits, 8100 sq. ft. @ 0.20. 1620 

Forms to parapet and spandrel walls, 5070 sq. ft. @ 0.29 1470 

Steel reinforcement, 5^ tons at 50.21. 276 

Rubbing faces of parapet walls with carborundum, 1600 

sq. ft. @ 0.06^. 104 

Picking panels of same, 650 sq. ft. @ 0.07|. 50 


Total. $10,672 


bTo this total must be added the cost of excavation, cofferdams, pump- 
Sng, road surfacing, waterproofing arches, watchman, .temporary fences, 
^ability insurance, and contractor’s profit. These items do not come 
iwithin the scope of the present work. 

i BeAim and Girder Bridge Estimate. —Fi®3. 360 and 361 show a rein- 
forced-concrete viaduct which was planned to carry highway f.raffic 
across a freight yard. The total length of the bridge was about 700 
ft. The figures given below arc from a contractor’s bid submitted in 
pompetition. 

j The chief problem to be considered was the cost of carrying on work 
eji^editiously without interruption to the freight traffic below. The 
method contemplated was the construction of a substantial temporary 
working platform about 3 ft. below the spring of the arch, the platform 
being constructed of steel I-beams on hard pine posts and floored with 
3-in. plank. This would afford a good working platform for the car¬ 
penters and a firm base for the support of the centers and wet concrete. 

It will be noted that the piers are not parallel to each other in most 
ct^es. This adds considerably to the cost of the form work, as no forms 
could be re-used without a good deal of alteration or ro-making. 

The estimated costs of the work were as follows: 

Cement quoted. $1.75 per bbl., f.o.b. cars to nearest siding. 

0.40 credit for bags. 


$1.35 
0.03 tests. 

0.06 unload, team, and store. 
0.03 freight on empties and loss. 

, Net $1,47 bbl. 

41 












Pier E9 Pier £8 

Fia. 360.—Details of Portland bridge, Cumberland County, Me. 
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Fig. 361.— Details of piera 28 and 29, Portland bridge, Cumberland County, Me. 
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Sand quoted, 90 cents i}er cu. yd. delivered in teams at job. Screened gravel 
quoted $1.15 per ton delivered in auto trucks at job. 

Labor, mixing and placing concrete: 


in foundations.$0.80 per cu. yd. 

in piers. 1.00 per cu. yd. 

in arch ribs and deck slabs. 1.20 per cu. yd. 


Plant—labor, depreciation, supplies, and i»owor .$1.00 per yard, giving a 
total of $7500 for the job. 

Price of concrete in piers—1:2:4 mixture: 


Cement, 1.66 bbl. @ $1.47.$2.44 

Sand, 0.5 cu. yd. @ 0.90. 0.45 

Gravel, 1.35 tons @ 1.15. 1.55 

Labor, mixing and placing. 1.00 

Plant. l.OO 


Total. $6.44 per cu. yd. j 

Price of concrete in foundations—1:22:5 mixture: I 


Cement, 1.4 bbl. @$1.47. $2.06 

Sand, 0.5 cu. yd. @ $0.90. 0.45 

Gravel, 1.35 tons @ $1.15. 1.56 

Ijsbor, mixing and placing. 0.80 

Plant. 1.00 


Total. 

Form work: 

Labor on forms to foundations. . 

Piers. 

Curved soflits to arches.... 
Sides of beams and gird(‘rs... 

Deck (or floor). 

Belt course below railing ... 
Form lumber, nails, etc. 

Steel reinforcement: 

Reinforcement quoted. 


$5.86 per cu. yd. 


$0.07 per sq. ft. j 
0.10 per sq. ft. j 
0.20 per sq. ft. . 
0.10 per sq. ft. | 
0.10 per sq. ft. I 
, 0.50 per lin. ft., ' 
. 0.04 per sq. ft.' 


$1.20 per 100 Ih. f.o.b. mill 
0.18 freight. 


$1.38 = $27.60 per ton base 


Teaming, unloading, piling. $1.00 per ton 

Labor, bending and placing.$11.00 per ton 

Extra cost of small sizes and small amount bought 

from stock. 1.00 pe^ ton 

Wire and sundries. 0.40 pet ton 


$41.00 per ton in 
place 
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' > 

CJost of working platforms, average size 57 ft. 0 in. X 51 ft. 0 in. X 
28 ft. 0 in. high: 

60 pcs. 12 in. X 12 in. H.P. 28 ft. long = 20 M @ $32.00... $640 


600 lin. ft. 8 in. X 12 in. H.P. = 4 M @ $31.00. 124 

8-in. spruce plank for platform, 3000 sq, ft. = 9 M @ $24.00... 216 

Nails, dogs, bolts, etc. 60 

Sundry lumber, 5 M @$30.00. 150 

630 lin. ft. of 12-in. 40-lb. I-beams = 2.5,200 lb. @ $0.02. 604 

$1684 

Probable salvage on I-beams and hard pine at close of job.., 700 

Not cost of material for one platform. $984 

Cost of material for three platforms (to be used four times 

each). 2952 

Labor, erecting and taking down platforms twelve times 

@ $450. 5400 

Kstimated total cost of working platforms. $8,352 

SUMMARY 

Concrete'foundations, 1:2^: 5, 2.520 cu. yd. at $5.86.$14,767 

Concrete piers, 1:2:4, 1692 cu. yd. @ $6.44 . 10,896 

Concrete arch ribs and deck slabs, etc, 1:2:4, 3280 cu. 

yd. @ $6.64. 21,839 

Forms to foundations, 29,560 sq. ft. @ $0.11. 3,252 

Forms to piers, 45,600 sq. ft. @ $0.14. 6,384 

Forms to curved soffits to arches, 8870 sq. ft. @ $0.24. 2,129 

Forms to sides of beams and girders, 66,440 sq. ft. @ $0.14..., ^ 9,302 

Forms to deck or floor slabs, 35,600 sq. ft. @ $0.14. 4,984 

Forms to belt course below railing, 1332 lin. ft. @ $0.76_ 999 

Steel reinforcement, 392 tons @ $41.00 . 16,072 

Clinton wire cloth reinforcement in sidewalks, 16,120 sq. 

ft. @ $0.02i. 403 

4-in. concrete sidewalk on cinder fill and finished in 

granolithic, 10,050 sq. ft. @ $0.14. 1,407 

Concrete curb to same with metal nosing, including forms 

6520 lin. ft. @ $0.55. . 3,036 

Rubbing outside faces of piers and belt course, etc., with 
carborundum, including staging, etc., 6000 sq. ft. @$0.06 360 

Concrete railings cast by unit method and hoisted and 
set in place, including forms and reinforcement, 1306 

lin. ft. @ $2.00. 2,612 

Ciliwt'bf working platforms over railroad tracks. 8,352 

Total cost of concrete work.$106,794 

Fxcavation and piles, wood block paving, conduits for cables, etc., 
and contractor’s profit not included in above items. 
























CHAPTER XXVII 


ESTIMATING CULVERTS 

100. Typical Estimate.—Fig. 3G2 shows a concrete culvert of a 
common type designed for use in highway construction. The unit cost 
of a single culvert of this type built independently of any other work 
would be very high. It is usually the case, however, that in a highway 



Ficj. 362.—Standard .5-ft, arch culvert, State of Missouri Highway 

Department. 


construction job of 10 miles in length there is found a large number of 
such culverts and they are ordinarily built by a large, well-organiaed 
contractor’s force. 

The analysis of the cost of cement, sand, and stone would follow along 
the same lines as in the preceding examples. The concrete would prob- 
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ably be hand mixed, and this labor of mixing and placing may be esti¬ 
mated at $2.00 per cubic yard. The plant would consist of shovels, 
mixing boards and tarpaulins, barrows, etc., which would be used again 
on other work, but it is fair to charge about $7.00 for use of these, in- 
cludihg teaming, which is equal to about $0.65 per cubic yard. 

The price of concrete — 1:2:4: mixture — would probably be as follows: 

Cement, 1.66 bbl.@$1.60.. $2.66 

Sand, 0.5 cu. yd.@ $1.00.. 0.50 

Crushed stone, 1.35 tons. @$1.30,. 1.76 

Labor. 2.00 

Plant and tools, etc... 0.65 


Total. $7.57 per cu. yd. 

Form lumber, nails, etc., for one culvert would cost about $60.00, 
which is equal to 6 cents per square foot, but if several culverts were 
built this cost would be divided between them. 


SUMMARY 

Concrete—1:2:4. 11 cu. yd @ $7.55.... $83 

Forms to vertical faces, 

labor only.310 sq. ft. @$0.10.... 31 

Forms to arch labor only. .660 sq. ft. @$0.13.... 86 

Form lumber for one culvert. 60 

Steel reinforcement.3601b. ®$0.02i... 9 

Total cost of (joncrete work.$269 

Excavation and road surfacing not included. 














PART VI 

THE ARTISTIC DESIGN OF CONCRETE BRIDGES 

By Wm. J. Titus 
A ssoc. M. Am. Soc. C. E. 

CHAPTER XXVIII 

PRESENT STATUS OF THE ART 

101. City Bridges.—Volumes have been written on the beautification 
of city bridges. Municipal Art Commissions and City Beautiful Com¬ 
missions have been appointed by the score in an effort to obtain 
bridges of pleasing outline and artistic ornamentation. In fact, it 
is felt by many that the character of the bridges, streets, and public 
buildings of a city bespeak the character and enlightenment of the 



Fio. 363.—Excess of details; too elaborate panels; lack of balance in arch. 
si)ans, resulting in ginger-bread effect. 


inhabitants of that city. This desire to secure beautiful bridges is to 
be commended, but unfortunately, wc have tended to load down many 
of our supposedly beautiful city bridges with ginger-bread ornamentar 
tion and every imaginable kind of inappropriate detail. It is better 
that we should be content with plain, honest, solid, useful bridges than 
that they should be adorned according to the standards that have 
governed the ornamentation of dwellings and public buildings, proper 
as these standards may be in such places. 
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102. Bridges in Country Districts. —Only with the coming of the 
automobile have we begun to realize that the roads and bridges of the 
suburban and more remote country districts are as deserving of careful 
and artistic design as those in our cities and other thickly populated 
districts. This has come about largely through the fact that our 
farmers are providing for themselves and their families a broader social 
and educational life. But even at the present time one finds in the 
literature on the subject many statements to the effect that “Few 
people would consider spending money for purely artistic features in a 
rural or remote district that is little frequented." The truth of the 
matter is, however, that the bridges in the country districts are more 
often designed to suit their surroundings than bridges in the city. 



103. Influences Affecting Design. —There have been many influences 
which have tended to prevent the construction of any considerable 
number of really beautiful bridges in America. Chief among these 
hindrances has been the insistent demand for more economical designs. 
This hindrance, however, has been largely removed by the use of con¬ 
crete in bridge construction. Another gi*eat difficulty has been that most 
of our highway bridges (especially the earlier ones) have been built on 
designs inherited from the railroads, where the most popular bridge was 
formerly the one most easily designed and most easily and quickly 
erected with little or no regard for appearances. 

Competition in design and the practice of allowing contractors to 
submit their own plans have been the reasons given for the existence of 
many of our flimsy and homely bridges. These are not valid reasons, 
however, in spite of the fact that the cheapest bid on the cheapest struc¬ 
ture was most often selected. On the contrary, competition in design, 
with proper engineering supervision, has proved to be a most effective 
means of securing adequate and beautiful bridges. In fact, competitive 
designs have been received on a large proportion of the notable bridges 
of America. 

There are today a number of consulting engineers who specialize in 
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or devote all their time to concrete bridges, and many beautiful, well- 
designed bridges throughout the country bear witness of the increasing 
ability of these specialists. The engineer in direct charge of the build¬ 
ing of a bridge often feels that he is admitting his own inability by allow¬ 
ing experts to submit designs, but in the large majority of cases he will 
be held in increased esteem by his associates for having secured for his 
clients at a minimum expense a structure that is very nearly the ideal 
one for the location. 



CHAPTER XXIX 


MAIN FEATURES IN DESIGN 

Concrete bridges today arc more easily made attractive than those 
of any other matenal, for even to the average mind they have the 
appearance of solidity coupled with strength. Concrete is a molded 
matenal and there should be no attempt to disguise this fact. Imita*- 
tion of stone arches, for example, is not to be desired. Expressiveness 
to most people is the chief source of beauty and when the charncten- 
istics of a material are destroyed rather than emphasized, the effect is 
not only flat and characterless, but may even be untruthful and in- 


- Vfs* 
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Fia. 366 -Awkwardly propoitioncd nich with obj< ctionable surface treat¬ 
ment to imitate stone. 01 net bid foilurcs .ire the high spritigings and 
uniform thickness of arch ung 


sincere. Stepping the upper surface of a wing has no excuse from an 
artistic standpoint. 

104. Principles of Design.—There are a number of principles which 
must be observed in the general design of a concrete bridge in order 
\hat the structure shall have a pleasing appearance. These principles 
pertain to the correct use of material, a symmetrical arrangement of 
the structure as a whole, and the securing of proper style and harmony. 

105. The Proper Use of Material.—One of the essential features of 
good design is clearness of purpose. The mind of the observer should 
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be impressed with the visible strength of the structure and the proper 
use of material should be apparent. These requirements are satisfied 
by the use of steel in the suspension bridge and of masonry in the arch, 
so that bridges of this type are sure to command attention and ad- 



Fio. 366.—^Arch bridge with beautiful lines and handsome railing and lamp 

posts, all of concrete. 


miration, They possess a boHuess and an inherent beauty of line 
that it is not possible to approach in a truss or girder bridge. In the 
case of a masonry girder, with the main strengthening element, the 



Fia. 367.—Girder bridge,' well proportioned structurally, but inherentiy 

unsightly. 


steel reinforcement, entirely hidden and difficult of representation in 
any way, it is scarcely possible to hide an appearance of weakness and 
obtain a truly artistic effect. 

106. Symmetiy.—Symmetry is another of the qualifications of a 
beautiful bridge and is an elementary idea in esthetics. A bridge should 
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always be symmetrical about a center line unless the contour or other 
conditions are such that it is impossible to make a symmetrical design. 
If the latter condition be the case, the arrangement should clearly show 
an adaptation to the natural profile. That the line of symmetry should, 



Fig. 368,—^Lack of symmetry. Poor arrangement of spans. 


if possible, be at the middle of a span and not at the middle of a pier is 
a feature of good design. This is true, probably, because the current 
of the river is ordinarily at the middle of the bridge and because one 



Pig. 369.—Arch bridge of plain design in entire harmony with rugged 

surrotmdmgs. 


dominating span, rather than two, gives to the bridge a more graceful 
appearance. 

107. Style.—^The style of a bridge should be in conformity with the 
environment, though a beautiful and appropriate bridge may often be 
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the means of improving its surroundings. It is only because they may 
be considered to harmonize with their surroundings that many of the 
over-decorated bridges of Europe can be called beautiful, so that the 
same standards of design and ornamentation applied in the United 
States would often be entirely out of place. However, a bridge should 
always dominate ns well as conform to its surroundings. A bridge 
among rugged hills or rocky cliffs should have a simple and bold out¬ 
line so that it may not be dwarfed by its surroundings. A bridge in a 
low level country should have long sweeping lines and be quite simply 
designed. On the other hand, a bridge in a park should be more graceful, 
ornate, or even quaint in appearance. All the details of the latter 



Fio. 370.—Park bridge of graceful lines and haniioniuus treatment. 


type of bridge should be worked out very minutely, since they will bo 
subject to much closer inspection than if the bridge is in any other 
location. A bridge in the city can usually carry considerable orna¬ 
mentation, but must possess dignity commensurate with its importance. 
If there are buildings of a permanent character in the immediate vicinity 
of such a bridge, it should be designed in harmony with them. 

108. Harmony.—In addition to harmony with surroundings, a bridge 
should have harmony of material, harmony of form, and harmony of 
dimension. 

109. Harmony of Material.—Harmony of material is best secured 
with the use of but one kind of material. It is very difficult to obtain 
an appearance of balance when different materials are used, as there will 
be no agreement in the sizes of members performing similar duties. If 
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it is necessary to make adjacent spans of different materials, the piers 
should be considerably enlarged and extended above the roadway as 
posts or pedestals in order to emphasize the separation of the two types 
of construction. Ornaments made of different material from the 
main structure often appear quite out of place, though a pleasing con¬ 
trast may sometimes be obtained. 

110. Hannony of Form.—^Harmony of form is an important element 
to be considered in obtaining an esthetic design. Concrete bridges have 
been built in three general forms: (1) arches, (2) girders, and (3) trusses. 
There are so few examples of concrete trusses that they are scarcely 
more than a novelty and will not be discussed here. 



Fia.371.—^Lackof hannony due to combinaton of steel girders with concrete 

girders in the same structure. 

The arch form cannot in general be combined with girders or trusses 
in a single structure with harmonious results. If variety is desired, it 
must be secured in some other way. Even the various forms of arches 
must be associated with great care when used in a single structure. 
For example, an arch tangent at the springings should not be placed 
adjacent an arch meeting the pier at a sharp angle; and springings at 
different elevations must at least conform to some reasonable order of 
arrangement. 

Arch Bridges. —The arch is one of the most beautiful of engineer¬ 
ing forms, but is probably the most difficult to design. There are two 
classes of concrete arch in general use: the earth-filled and the open- 
spandrel types. These types are each suitable for*certain conditions 
and require entirely different shapes of arch ring. If the bridge be 
high and the spans long, a reduction in the weight of the structure 
may be desirable from both structural and artistic standpoints. An 
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open>span<lrel type will probably be most suitable for this location, 
with the roadway supported on columns or transverse walls resting on 
the arch ring. With this class of construction the parabola is the 
form of arch ring which most closely follows the true pressure curve 
of equilibrium. 



Fia, 372.—Aiiprupriatc design for great height and long span. Unfor¬ 
tunately the arches of the approaches do not h^moubse with the spandrel 
arches. 


But if the bridge is an ordinary one, with the springings of the arches 
below the high water line, it will be necessary to construct full spandrel 
walls in order to prevent the catching of debris.' The addition of the 
weight of the fill will bo desirable and the curve of equilibrium will ap- 



Fig. 373.—Oval arches approximating ellipses^ with solid earth-filled span¬ 
drels, suitable for locations subject to floods. 


proximate an ellipse. This is probably the most graceful form for an 
fU'ch, and fortunately is very nearly the proper form for the large ma¬ 
jority of cases in America. In any case, different variations should be 
tried until the best result is obtained, for upon the careful selection of 
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the curve of the arch ring depends largely the final appearance of the 
bridge. 

Girder Bridges. —^The possibilities for esthetic treatment of concrete 
girders are very limited. The ends may be corbeled or made to resemble 



Fki. 374.—A well-designed girder bridge showing clearly the limitations of 

the giraer. 

the arch in ordei; to get curved lines. If further artistic treatment seems 
desirable, reliance must be placed on ornamentation. From an esthetic 
standpoint at least, the concrete girder is not suitable for bridges of very 
great height, because the engineering limitations are such that the span 



Flo. 375.—Pile tr^tlc in concrete. Support; appear to be inadequate, 
and the entire effect is one of cheapness accentuated by the gas pipe railing 
which is not even panelled in harmony with the spans. This structure is a 
wooden trestle moulded in concrete. 

cannot be increased in proportion to the height and therefore it is not 
possible to secure a clean, bold design. A series of short heavy girders 
supported by tall and apparently inadequate columns cannot be made 
to present a pleasing appearance. 
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Combination of Arches and (Girders.—-Arches and girders cannot be 
used in the same bridge without reducing the effectiveness of the design. 
The appearance of this type of bridge, however, may be somewhat 



Fig. 376.—Arch awkwardly combined with girder approaches. Lack of 
harmony, and also lack of symmetry, with no good reason. No apparent 
attempt to distinguish between two types of structural members. 

improved by some such method as has been suggested in case structural 
steel and concrete spans are adjacent to one another—^that is, by em¬ 
phasizing the piers which separate the two types of construction. But 



Fig. 377.—Roadway with easy vertical curve—^a parabola with vertex over 
> main span. 


even this will not hide the defect, when, as is so often the case, the only 
apparent excuse for the inharmonious effect is the difficulty of design of 
the type used in the more beautiful part of the structure. 
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The Roadway.—The roadway should be in the shape of an easy vertical 
curve This provides increased undcrclcarance and adds not only to the 
gracefulness of the bridge but to the appearance of stability as well. 
A bridge with a level floor will always appear to sag in the middle, and 



Fio. 379.—Unsatisfactory design with low and madequate pier, awkward 
cutwater details; no camber, resulting in an appearance of sag in copmg. 


but it does not present a pleasing effect unless it is a true curve, preferably 
a very flat parabola. 

Piers and Abutments.—The piers should ordinarily be tall and slender 
and without ornamentation other than a coping at the top. Their 
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height and stability should be emphasized with a slight batter, say 1 in 
24, in both directions. An excessive batter to the piers gives the entire 
bridge a squatty appearance. The abutments should harmonize ^th 
the piers, but should seem enough heavier to carry the thrust coming on 
them. ■ An appearance of stability may be obtained by making the 








I 


Fiq. 380.—Curved spandrel extensions lend added grace and beauty. 

abutments somewhat wider than the bridge and giving the front face 
a slight batter away from the structure. If the bridge is much nar¬ 
rower than the approaches, the offset may be either square or curved, 
though the appearance of the latter is somewhat more striking. 




Fig. 381.—Poorly-designed girder bridge. Unequal spans are not 
easily harmonized. Inadequate supports; nimsy railing. 

111. Harmony of Dhnoision.—Closely associated with harmony of 
form is harmony of dimension. For an arch bridge, the rise should bear 
a reasonable relation to the length of the span. The arch ring should 
be visible in the elevation of the bridge and should increase in thickness 
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toward the springings. In girder construction it b not possible to sho\K 
any harmonious relation between the height and the length of span 
unless the bridge is a low one. 

The length of the bridge should fit the width of the stream, at least 
the bridge should never be shorter than the stream is wide. Unless this 
rule is adhered to, there will be such an appearance of inadequateness 
and stinginess that the whole design will appear to have been slighted. 
If there are more than two spans, the longest should be in the middle, 
and adjoining spans should decrease in length toward the ends of the 
bridge. This applies particularly to arch bridges. By this method water¬ 
way is provided where needed and the bridge is given an appearance 
of balance. The span nearest the observer nearly always seems longest 
and the consequent loss of symmetry would necessitate a dominating 
span in the middle of the scries. Moreover, when spans are equal, 
the central span will seem to be shortest because of the readier compari¬ 
son with objects on the banks. To compensate for this optical illusion, 
the end spans should be shortest and there should be a gradual increase 
from span to span until the longest span is reached at the middle. Buch 
an arrangement of spans also permits the added rise to provide for suit¬ 
able camber. And there is no other satisfactory way to provide the 
added height for camber except possibly by placing the springings at 
different elevations, resulting in an awkward outline in elevation. 



CHAPTER XXX 


ORNAMENTATION 

The last feature to be considered in the eftort to secure an esthetic 
design is the ornamentation of the structure. It may be considered 
last, because if it should be forgotten entirely the result would more often 
be fortunate than otherwise. It is the general appearance of a bridge 
and not the details that make it a success or failure artistically. If all 
the lines are graceful and harmonious, the effect is sure to be pleasing. 
Ornamentation of any kind, unless it be determined upon after consider¬ 
able study, is likely to dwarf the bridge and destroy the harmonious 
effect. 

112. The Purpose of Ornamentation.—^The purpose of whatever 
ornamentation there is should be to emphasize the structural parts and 



J'la. 383.—^Piers with triangular cutwaters flattened at spaiidiel coping, 
presentmg an artistic and efficient appearance 


impress the observer not only with their relative imixntance, but with 
their interdependence. Oddly enough, perhaps, the importance of a 
structural part is emphasized by the absence of ornamentation, so that 
the less important members only may be decorated. Mere surface 
decoration, without any sufficient reason for its existence, is always in 
bad taste. The governing idea should be structural ornamentation and 
not ornamented construction. 

113. The Piers.—There should be no decoration on the body of the 
piers, but the bearing surface on top should be accentuated by a coping. 
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In an arch bridge, the coping should preferably be at the pier ends only, 
and, for arches with solid spandrels, the arch ring may preferably be 
made tangent to the pier surfaces. The piers should project beyond the 
parapet walls to serve as cut waters and in this way add to the ap¬ 
pearance of stability of the structure. Hound pier ends are particularly 
appropriate in concrete, though pier ends are also quite satisfactory in 
appearance if of triangular shape with a very flat angle at the apex. 
Maximum strength and beauty of line arc given to curved pier ends 
if the batter is made greater near the base than in the body of the pier. 
This detail, however, cannot be successfully applied to piers with 
pointed ends. In the latter case the batter should be uniform to the 
base of the piers in order to show as a straight Hue from whatever 
direction it is viewed. 

114. The Abutments.—The abutments, as well as the piers, are sup¬ 
porting members and should have the appearance of ample strength. 



Fia. 3S4.—Abutments hidden, resulting in an unfortunate appearance of 

weakness. 


For this reason they should usually be wider than the rest of the bridge 
and should be extended up to the roadway os wings or retaining walls 
for the approaches. Unless prevented by the necessity of obtaining 
maximum waterway between established dock walls or private property 
on the banks of a river, the abutments should be in full view and should 
be given the prominence which their importance justifies. If they are 
hidden behind retaining walls or adjacent buildings, there will be a 
reduction in the apparent stability and finished appearance of the 
structure. 

116. The Arch Ring and Spandrel Walls.—In an arch bridge the arch 
ring is the important supporting member and should be made to stand 
out in a high light. In the open-spandrel type of construction, the 
arch ring is a distinct structural member and requires no special treat¬ 
ment in order to emphasize it. If the spandrel is filled with earth 
between side-walls, the arch ring can be made conspicuous by marking 
its outline on the surface of the walls. The arch ring should be polished 
and the spandrel walls darkened by removing the surface, exposing the 
body of the concrete. The same results may be obtained by depressing 
the entire spandrel wuHs a slight distance, although the contrast of the 

43 
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two structural members will not be apparent to an observer at any 
ordinary distance from the bridge unless there is some variation in surface 
tone. If this difference in color bo obtained as suggested above, it will 
probably be permanent as the roughened surface of the concrete will be¬ 
come darker with age, catching and retaining more dirt than the polished 
arch ring. 

Horizontal spandrel coursing, always out of place on a concrete 
bridge, is more unsatisfactory than ever if continued unbroken between 
two adjacent spans. A vertical paneling has been employed in a con¬ 
siderable number of bridges. The effect is quite pleasing on a bridge 



Fig. 385.—Polished arch ring contrasting witli roughened spandrel wall. 
The accentuation of structural members results in a beautiful bridge. 


with a cantilevered sidewalk where the panels come between the canti¬ 
lever brackets, but there is not much excuse for this sort of surface 
treatment under other conditions. Figures in relief on the surface of a 
spandrel wall always give the impression that the would-be artist has 
taken advantage of his subject to display his lack of taste. Any 
attempt to cover up poor workmanship by applying a surface wash of 
mortar or neat cement is sure to check and crack off after a few seasons 
at most. 

If open spandrels are used, the spans between columns should in¬ 
crease toward the springings of the arch. If the column spans are all 
of the same length, those between short columns over the crown of the 
arch will appear longer than those between the longer columns over the 
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haunches. Instead of using columns throughout, a satisfactory result 
may also be obtained somewhat more economically by placing spandrel 



Fio. 386.—Unsatisfactory ornamentation. The spandrel of an arch is 
no place for a buffalo, and a single medallion on the pilaster would have been 
more effective than the two shown. 


walls instead of columns for some distance on each side of the crown 
of the arch. The difference in height of the columns will then not bo 



Fio. 387.—Awkward treatment of open-spandrel arches. Coping inade¬ 
quate. A single span would have been the proper solution. 


so great and the spans between columns will not appear so unequal. 
This method also has the advantage of giving a lighter and more grace* 
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fill appearance to the crown of the arch and, in addition, prevents the 
illusion of sag in the roadway at that point. This sag is due to the 
proximity of the straight liiie of the roadway slab to the curved line of 
the arch rib and cannot be eliminated except by the use of an excessive 
camber or by placing the roadway slab directly on the crown of the 
arch as suggested. It is believed that this latter method is better, 
because it is difficult to discover any reason for keeping the crown of 
the arch any material distance below the roadway slab. 

The columns supporting the roadway should be square, or rectangular. 
Each column should rest on a base somewhat larger in section than the 



Fia. 388 —Improper location of pier coping below the sprinmng The 
arches are identical, and the (amber neccssitatcA spnngm^ of dinerent ele¬ 
vations—a feature that could easily have been avoided by varying the 
spans. The camber of the coping line is badly treated 

column and should have a capital or coping for receiving the load of the 
roadway. There should be a half column only adjacent to or prac¬ 
tically forming a part of the piers and abutments. This detail gives a 
much better appearance than the entire omission of such columns, 
which omission apparently allows the roadway to rest directly on the 
piei^. The beams between the tops of the outside columns should be 
arched in order to harmonize with the rest of the structure. 

* The long narrow surface of the arch ring is not suitable for decora¬ 
tions. Besides, the arch ring is a most important structural member and 
should not be decorated on that account. Keystones and imitation 
voussoirs are inappropriate and untrue. Keystones in concrete have 
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the added disadvantage of putting an uncalled for and apparently 
heavy ornament at the crown of the arch where there should be an 
appearance of lightness and grace. In the concrete arch the springings 
should be emphasized rather than the crown. The coping at the top 
of the pier is sufficient for this purpose and should always be placed 
directly at the actual springing point of the arch ring. 



i 


1 


Fia. 389.—^Artistic treatment of round-nosed pier^ with curving batter 
and a triangular cutwater, blending the cocked hat of the pier cap into the 
spandrel face. 

118. The Pilasters.—A pier detail of some kind should always be 
carried up to the level of the roadway to differentiate the adjacent spans 
—^mere rcUef decoration is not sufficient. This portion of the pier is 
not a supporting member, so should bejess prominent and possibly have 
some ornamentation. But in every case it will bo found that a plain, 
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Fm. 391.—Vndesirable effect of triangular panels in retaining walls at 
each end of bridge. Raised panels on arches objectionable. Form of panels 
inartistic, particularly the feature that maintains a uniform thickness of arch 
ring. The bridge has no camber, resulting in appearance of sag at crowns. 
Plinth hnd cap of railing inadequate. 




















ARTISTIC BRimE DESIGN 515 

I 

flat, or pointed pilaster will give a better effect than columns, bays, 
statuary, or other affected architecture. The appearance is good if 
the lower portion of the pilaster is formed into a curved ice-breaker 
to relieve the sudden break in the pier construction. Molded decora¬ 
tions, in relief, if not too large, are appropriate and pleasing near the 
top of the pilasters. There should be but one ornament on each pilaster 
and it should be simple. 

117. The Retaining Walls.— A plain or depressed panel of sufficient 
size to add to the dignity of the structure will sometimes agreeably re¬ 
lieve the monotony of the dull, flat surface of the wings or retaining 
walls. Raised panels do not look well, partly because of their effect 
jon the apparent size of the wall and partly because they are not really 



Fig. 392.—Unsightly combination of arch and box opening. Illustrates 
the necciKity for proper treatment of abutments to show strength. Tlie box 
opening is to provide for a canal which will ultimately flow along the back 
of a retaining wall to be erected at the abutment end of the span. 

panels but raised ornaments. The panel should be made to contrast 
with the rest of the surface by exposing the body of the concrete or by 
using some contrasting material, though colored panels in concrete work 
nearly always so reduce the apparent size and strength of a member and 
attract so much attention to themselves that they should not be used 
except after considerable study of their effect. The panel on a re¬ 
taining wall should be rectangular and should not be of a triangular shape 
in an attempt to conform with the slope of an earth fill. Arches or 
other openings through the walls of the approaches should never be 
placed near enough to the face of the bridge abutment to destroy the 
appearance of ample strength. 

118. The Spandrel Coping.—The lino of the roadway should always 
be marked with a coping which should usually extend around the piers 
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and abutments as well as along the top of the spandrel walls. If the 
coping is omitted from the pilasters and abutment walls, the bridge is 
likely to look garish and incomplete; and if the coping is omitted en¬ 
tirely, which may be done by extending the spandrel walls to form the 



Fic. 393.—Unsightly arch in beautiful surroundings; no coping; no 
railing; unintentional break at crown due to careless erection. 


hand railing, the bridge will have an unfinished appearance—that is, 
will seem to be entirely minus a hand railing. 

The depth of the coping and the amount of the overhang will depend 
upon the size and importance of the bridge. The vertical face of the 



Fio. 394.~Inartistio attempt to treat concrete as an individual material; 
a proper motive, but handled with no knowledge of structural ornamenta¬ 
tion. Note absence of coping, railing, pilasters, and improper attempt at 
ornamentation over piers. 


ooping should never be decorated, but much beauty may be added to 
the structure by decoration of the undercoping. It should be handled 
as a cornice, depending on the shadows to give character to the work, 
but may not be developed to any such extent as in an elaborate building. 
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Square, quarter round, or cove moldings may be used to good effect 
and are readily molded in concrete. The most elaborate cornices are 
more suitable for use with materials other than concrete. 



Fia. 395 —^Lack of coping and plinth ruins an othf*rwiao acceptable struc> 
ture. Improper location of panels accentuates absence of coping. Un¬ 
sightly discoloration on spandrel face due to improper selection of construc¬ 
tion joints. 

119. The Railing.—Since the carrying of the roadway across the 
stream is the main object of a bridge, the line of the roadway is of 
enough importance in the structure that it should be further accentuated 
with a railing. The railing is about the only portion of a bridge that 



Fio. 396,—Structural ornamentation subordinated to surface finish. A typ¬ 
ical case of gravel finish carried to excess. 


is visible from the street, so should bo designed with more attention to 
detail than the rest of the structure. It should, first of all, seem to be 
strong enough to serve as a protection to traffic. The flimsy pi^ 
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railings that so mar the appearance of many otherwise handsome bridges 
do not even have the quality of economy to recommend them, although 
they do have the appearance of cheapness. On the other hand, pipe and 



Fio. 397.—A fairly satisfactory design with numerous petty faults. Coping 
projection excessive. Appearance of arches would have been improveo by 
tangency at piers. Panels are too deep m spandrels. Hailing well designed 
but would have been improved by odd number of pam'ls over each span. 
Lamp posts harmonious except as to material. Cocked hat on pier caps of 
undignified design. 


other iron handrails may sometimes be used with good results, as on light 
park bridges or on heavier bridges when the depth of the side-walls 
above the middle of the span is great. The railing on a concrete bridge 
should more often be of concrete or stone, preferably the former. But 



Fiq. 398.—Flimsy gas-pipe rad compensated to some extent by heavy but 

awkward posts. 


even then, judgment must be used or the appearance will be as much too 
heavy as the pipe railings look too light, particularly when a solid vertical 
slab is used. 
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120. Parts of the Railing.—^To every masonry railing there should be 
three distinct parts; (1) the plinth or base, (2) the coping, and (3) the 
dado or central portion. 






Fig. 400. —Showing railing with plinth, dado, and coping, in elemental 
form, with no attempt at ornamentation. The result would not have been 
bad except for the unjfortunately excessive height of the pedestals at each 
end of the rail. 

The Coping and Plinth .—^The plinth should be plain and substantial 
without any ornamentation. It may shade into the dado with well- 
defined lines of right-angled beading which should be small since the 
load to be carried is evidently not great. The coping and plinth should 
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be of the same vridth and ^ould be set so that the outside face of the 
railing and the side-walls of the bridge are in the same vertical plane, 
allowing the coping of the side-wall to serve as a projecting water-table. 



Pia. 401.—A well-proportioned railing on a threenspan arch bridge Note 
spandrel coping, plinth, dado, cap, solid dado over abutments and pier, 
true line and camber of handrail uninterrupted by posts except at abutment 
and piers. 



* Fio. 402.—A properly-detaUed railing. Pier and coping, however, not suffi¬ 
ciently pronounced. 


The coping is a handrest, so should be smooth. It may be flat on 
top but presents a better appearance if slightly gabled, with a true 
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line at the peak. It should not be nearly so deep as the plinth nor so 
deep as the coping of the side-walls. Nor should the undercoping of 
the railing be decorated to any such extent as the undercoping of the 
walls, but it may have one or two lines of beading which will give sharp 
shades and shadows. About the only other note of individuality which 
may be given to the coping and plinth is to give them a more striking 
color. This has been done quite effectively by the use of white stone 
for these portions of the railing with gray stone dado or with coping and 
piinth made of white cement and the dado of the ordinary darker 
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Pio 403 —A well-designed radmg that might have been improved by more- 

subdued posts 


The Dado .—^The only portion of the railing which may receive much 
decorative treatment is the dado. If of masonry, it may be solid with 
depressed panels of a contrasting color alwa 3 rs in flatter tone than the 
rest of the surface. An especially pleasing effect may be obtained on 
a bridge which is somewhat massive by the use of turned or molded 
balusters. These balusteis are short columns and should have a well- 
deflned plinth, body, and capital. They should be light and graceful 
because they carry no load and should not make the bridge look top- 
heavy. On the other hand, they should not have the appearance of 
being spindling and insufficient. The railing should be divided into 
panels by the use of plain rectangular posts unless the camber is so 
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Fig. 404 —A substantial and expensive structure, ytt unsightly. Arch 
(iirvc awkw ird and improperly selected for tlie < irth fill, e\( f s‘<iv< ly he \vy 
C 10 W. 1 , the whole effi ct bring of eonstiu t( d w it( i w ly foi w hu h Hk ic is no 
necessity Objectionvblc lulling post over ciown Driinige discharge 
should }ia\u been through aich instead of wing 



Fig 405 —A liandsomc bi idge exeemt for two defects A heavy post and 
closed dado would have been preferable over eac h abutment, and the curv^ 
camber should have ended with the span. 
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Fiq. 406.—^An example of Chinese camcl-back design without sufficient 
i^parent excuse. Lowering of crown would have increased the beauty of 
the arch curve and would have reduced the excessive reverse in the co])ingB. 
Note the refuge bays at extreme ends of railing, and absence of railing detail 
to show end of span. 



Pia. 407.—Detail of lamp post from bridge shown in Fig. 366. The post 
is made entirely of concrete including the brokets, with bronze holders for 
the glass globes. Cap of railing post is excessively heavy, but is necessitated 
for proper appearance^ of pier from water front. 
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excessive that their vertical lines are out of harmony. These pbsts 
should be the same height and thickness as the balusters and should 
never interrupt the lines of the coping and plinth. The number of 
panels of balusters should always be uneven, so that there will be a 
panel and never a post over the center of the span. This gives an ap¬ 
pearance of lightness and strength and is even more pleasing if a long 
panel is placed at the middle with panels of decreasing length on each 
side. 

121. Pedestals over Piers and Abutments.—The pedestals at the end 
of the spans should be in the nature of developments of the piers an 



Fig. 408.—Refuge bays improperly supported, necessitating duplication of 
lamp i^ts at piers. End post of railmg a failure, designed apparently to fit 
a previously moulded cluster light post. 


abutments. They should harmonize with the rest of the railing, pref¬ 
erably by having the same coping and plinth, though considerably 
wider, especially over the abutments. But the pedestals over the 
piers and abutments should not be so large and out of proportion that 
the bridge will seem to have been built only in order to display them. 
The dado of the pedestals should be solid and should not ordinarily be 
paneled or ornamented. This is as suitable a place as any other to 
put the tablet inscribed with the name of the builders. The railing 
'will have a more finished appearance if the pedestals over the ends of 
the spans are given additional height in the shape of raised caps on the 
coping. These may be cither flat on top or sloping in four directions. 
The caps over the pier pedestals should not be so high as those over 
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the abutments, but on the other hand, should not be so as to be 
insignificant. 

122. Special Features.—There arc a number of special features that 
are sometimes added to beautify a bridge or give it a more monumental 
character. These include ornate lamp posts, refuge bays, statuary, 
and ornamental portals. 

Lamp Posts .—Lamp posts should be of the same material as the rest 
of the railing. This is especially desirable in concrete bridges, for iron 



Fig. 40®.—Illustrates the top-heavy appearance of a refuge bay without 
proper treatment of the pier support below. With omission of the refuge 
bay, the pier would have been satisfactory. 

posts will rust and discolor the masonry. The posts should be of a 
height and general design harmonizing with the rest of the structure. 
If cluster lami» are provided, the columns and bases should be heavy 
eiKiugh to carry them with apparent security. A lamp post should be 
placed over each abutment as nearly at the end of the span as possible 
and not at the outer end of the wing walls. Additional lamps may be 

placed over the piers, but not between the piers unless the spans are 
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very long, and then never at the center of a span. Lamp or trolley poles 
at the curb lines are undesirable, because they decrease the apparent 



Fio. 410 —The entrance to this bridge may be in harmony with the monu¬ 
mental structure, but there is nothing about the iron railings to support this 
appearance. Also the two totem poles at each pier might have been 
ipplaced to advantage by a single more massive detail to haimonize with the 
portal. The apjiearance of the structure from the roadway dors not sup¬ 
port the expectations aroused by the entrance 



Fia. 411 —Detail combining many undesirable features Pier, low, and 
apparently inadequate from lack of cutwater; awkward panels, absence of 
plinth m rail; inappropriate ornaments on posts. 


width of the bridge. It is scarcely possible to design a combination 
light and trolley pole that will present a pleasing appearance. 
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Refuge Bays .—^The appearance of a bridge is often spoiled by the 
use of refuge bays. These bays serve no useful purpose, except per¬ 
haps at the abutments where they afford a view of the entire side 
elevation of the bridge. Even in the latter case, however, the results 
are miich more satisfactory if the entire approach is enough wider than 
the bridge so that the view is provided from the approach sidewalk. 
Also the observer’s feeling of security is much greater. 

Statuary and Ornamental Portals .—The addition of statuary is ordi¬ 
narily a mistake. If the bridge is a great monumental structure or is 
located amid a lavish display of building architecture, diminutive 
statuary may not appear out of place. 

Ornamental portals have been much more largely used in Europe than 
in America. This is because European bridges have often been erected 
as memorials or in commemoration of some military triumph or there has 
been the necessity for fortification. These reasons do not swsm to have 
existed in this country though there are bridges with massive portals 
at Capitol Park, Hartford, Conn, and in Indianapolis, Ind. It is be¬ 
lieved, however, that with any but the largest structures, satisfactory 
results may usually be obtained with the use of less pretentious orna¬ 
mentation. 




PART VII 


THE CONSTRUCTION IN DETAIL OF SEVERAL TYPES OP 

CONCRETE BRIDGES 


By Albert M. Wolf, C. E. 

Principal Assistant Engineer, Condron CoA 

Construction methods and costs so materially affect the design of 
concrete bridges in matters not strictly theoretical, that a detailed de¬ 
scription of the construction of several concrete bridges representing 
good practice can be considered an important part of this treatise. 

The construction of the monumental Tunkhannock viaduct is an 
achievement of such widespread interest, that, although not exactly 
typical of extensive American practice, its detailed treatment is of 
exceptional value to the student and the practising engineer. This 
bridge is indicative of the high state of development of the concrete 
designing practice of the D. L. & W. R. R. and in addition reflects great 
credit upon the status of concrete bridge design and construction in 
America. 

CHAPTER XXXI 

CONSTRUCTION OF THE YARDLEY BRIDGE 

The construction of the Yardley Bridge over the Delaware River, 
Philadelphia and Reading Ry. (the details of design of which are given 
on Plates IV, V, and VI, Chapter XIII) involved some interesting and 
novel methods—especially in pier excavation, arch centering, and surface 
finish—and these features together with other construction methods 
will be described in detail. 

123. General Plant Layout.—On account of the extreme length of 
the bridge (1455 ft., 6 in.) it was deemed advisable at the outset to 
carry on the work from both ends, and duplicate plants were therefore 
built at each end of the structure, as shown in Fig. 412. 

The mixing plants were of similar construction and consisted of Ij- 
yd. mixers mounted on a timber framework high enough above ground to 
permit dumping directly into cars, or into buckets on cars. The mixers 
were belt driven by steam engines. Above each mixer was a stone bin 
with a capacity of 22 cu. yd. and a bin for sand with a capacity of 14 

> Aosoniate Editor, Concrete-Cement Age; Formerly Aseoaiate Editor, Railway Xhigi- 
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Fig. 412.—Yardley bridge. General plant layout. 
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cu. yd. The condition imposed by the necessity of storing considerable 
material on the site was responsible for the location of the mixer plants 
at some distance from the work, as shown in Fig. 412, which handicapped 
the work and curtailed the plant output. In addition to the mixing 
plants a cement house, central boiler house, blacksmith shop, tool house, 
supply house, and office were located on each side of the river; and a 
carpenter shop and saw mill equipped with a 44-in. circular saw were 
built on the Pennsylvania side. The plant on the west, or Pennsylvania 
side of the river, was located at the foot of a'45-ft. embankment and 
materials were unloaded from cars into storage piles by means of chutes. 
On the New Jersey side the materiab were brought in on a siding of the 
Pennsylvania R. E. and unloaded into storage piles or mixer bins by 
means of derricks with clam-shell buckets. The cement, however, was 
unloaded by hand and placed in the cement house adjacent to the track. 
The sand and gravel from storage piles were transferred to mixer bins 
by derrick in both plants, and the cement was conveyed to the mixer 
platforms in skips (capacity about 50 bags) by these same derricks. On 
the Pennsylvania side the cement house was 100 ft. from the mixer 
and this necessitated hauling the loaded skips on narrow gauge cars to 
within reach of the derrick. 


Construction op Subbtructure 

124. Construction Mediods.—To carry on the work of excavating and 
concreting piers, a temporary pile trestle was built on the center line 
of the new bridge to pier No. 7 (see Fig. 412) from the Pennsylvania 
side. Upon this was laid a track of 20*ft. gauge, for a steel traveling 
derrick, with an additional rail at one side forming a narrow-gauge 
track over which concrete, form lumber, sheet piling, etc., were trans¬ 
ported from the shore. The traveling derrick was used in placing coffer¬ 
dams, in handling the excavated material, and in transferring the buckets 
of concrete from the flat cars to the pier forms. Fig. 413 shows the 
construction trestle with traveling derrick at the far end. 

The work conducted from the other side of the river was handled in 
a somewhat different manner from that described above. Instead of 
using a traveling derrick, a number of stiff-leg derricks were employed, 
so placed as to cover two piers each. To serve these derricks, 
about 1200 ft. of narrow-gauge track was laid on a temporary trestle 
from the mixing plant to a point between piers 8 and 9, as shown in 
Fig. 412. In Fig. 413 may be seen the stationary stiff-leg derricks and 
the plant on the New Jersey side of the river. 

126. Excavation for Piers.—^The excavation for all river piers was 
carried down to rock in cofferdams of Lackawanna interlocking sheet 
steel piling 12f in. wide, with f-in. web and 18 ft. long. The piles in 
the construction trestle adjacent to the piers were driven so as to provide 
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anchorage near water level for 12 X 12-in. timber template, of the same 
general outline as the piers around which the steel sheet pilii^ was driven. 
The piling was set up by the traveling derrick, or one of the stiff-leg 
derricks, and driven to rock by a 4200-lb. steam hammer. That this 
piling 6tood driving (which was for the most part through a material 
made up of heavy gravel, sand, and boulders) in an excellent manner is 
demonstrated by the fact that only sufficient piling for five cofferdams 
was purchased and so most of it was used three times. The loss by 
splitting and bending while driving and pulling amounted to only about 
5 per cent. 

The excavation, in general carried down 11 ft. below mean low 
water level, was made by hand, the material being shoveled into buckets 
which were removed by the derricks and the spoil deposited against 
the cofferdam to aid in reducing the leakage. (See Fig. 414.) This 
leakage, when excavation was first begun, was very great on account 
of the direct contact of several feet of water on the piling and it was 
difficult to keep the water down so as to allow excavation even when two 
6-in. centrifugal pumps were in oi)eration. By placing earth in burlap 
bags against the outside of the cofferdams and by puddling the gravel 
and silt along the outside of the joints, the leakage was reduced so as 
to be easily handled by the pumps. When the rock surface was reached, 
the water came in under the piling, even where it penetrated 12 to 18 
m. into the shale, and interfered with concreting. Since the cofferdams 
were 2 ft. wider than the pier forms, a space about 1 ft. wide all around 
the pier was left as a sump (separated from the concrete by a low 
plank dam) from which to pump the water. 

As the excavation in the piers was carried down, additional timbering 
and bracing was installed to keep the cofferdam in line against the oufr 
side pressure of water and excavated material. 

126. Pier Forms.—The form work used on all parts of this work 
is of exceptional interest. All forms were built in units in such a manner 
as to permit using them several times, and methods which might be 
termed unusual were employed to keep the forms in exact line and 
position. 

When the excavation was completed, heavy timber uprights to hold 
the forms in line were placed against the sheet piling and the pier forms, 
built in 12 X 16-ft. sections on shore, were placed by the derricks. 
These forms were built up of 8 X 16-in. horizontal timbers, spaced about 
2 ft. centers and well braced, covered with two layers of 1 X 8-in. 
boards laid diagonally, which in turn were faced with No. 22 galvanized 
sheet iron. They were held in place by 4 X 6-in. horizontal spreaders 
and i-in. rods, and the ends were equipped with wrought-iron swivels to 
receive the square nuts of stub bolts which extended several inches into 
the pier and through the forms to the outside of the waling timbers. 
The use of these stub bolts and swivds made the alignment and removal 
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Plan snowii^ Arrangement of Forms al50ut Pier 
■Yardley bridge. Details of pier and umbrella forms. 
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3f forms easy, for, when removing forms, the stub bolts were turned out 
3 f the nuts in the swivel, and the holes left were patched up with con- 
3 rete. Thus the necessity of cutting bolts was avoided, and no metal 
was exposed which could rust and discolor the concrete. The top 
portion of the forms was adjusted to line by the use of diagonal 2 X 
2 X |-in. angle braces anchored to the concrete previously poured, 
and these were equipped with turnbuckles at the top which were 
bolted to collars on the upright waling timbers. By referring to Fig. 
415 which shows a section of pier form in place inside the cofferdam, 
it will be seen how true to line the forms were kept by the braces and 



Coiuiriy of Mr E Chambtrlatn, Ana'i Eng’r ,P dt E By 
Fia. 417.—Yardley bridge. View inside of pier form showing bracing. 


tics. The details of pier forms, including the umbrella sections of 
arches, are shown in Figs. 416A and 416B. 

127. Concreting Piers.—The concrete placed in the first 4 ft. of 
pier footings (which were about 10 ft. deep) was of a 1:2:4 mixture, 
while, in the remainder of the pier to the springing line of the arch^, 
a 1:3:0 mixture of concrete was employed with large limestone rocks 
^(suoh as one or two men could handle) embedded therein. The quan¬ 
tity of stone used in various parts differed since the same derrick placed 
the concrete and the stone, and the concrete was at all times given pref¬ 
erence, being placed as soon as delivered from the mixers. 

The concrete was delivered to the derricks in If-yd. drop-bottom 
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buckets. Special care was taken at all times to obtain good construction 
joints and for this purpose triangular wooden fillets IJ in. wide were 
placed at such points as conformed with the daily output of the plants. 
The day's work then stopped at the inner edge of a fillet. This scheme 

I 



Section 

Fio. 418.—Yardley bridge. Details of abutment cofferdam. 


was very effectual in hiding any irregularities in the construction joint 
and gave an excellent line to work to. Fig. 417 shows work stopped 
off at a fillet and the form bracing in detail. It will be noted in the 
figure referred to, that horizontal rod ties were placed just above the 
construction joint. These allowed the drawing up of forms after the 
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1 ft. 3 in. wide and 6 in. deep were formed in the ends to key the arch ring 
and haunching to the umbrella sections. 

132 . Arch Centers.—^The main arch centers consisting of seven 
curved-top-chord trusses of timber were spaced 5 ft. 4 in. c.to c. with 
a span of 70 ft. between umbrella sections. These were supported on 
inclined timber bents resting on the pier copings, and anchored near 
the top to the umbrella sections by means of seven l|-i“- bolts passing 
through 2-in. pipe sleeves set in the concrete, and further supported at 
the middle by a timber tower, 21 ft. X 33 ft. in plan and about 60 ft. 



Coartuy of Mr. E Chamberlatn, As»’t Eng’r, P A R. Ry. 

Fia. 420.—Yardley bridge. End view of umbrella forma. 

high, resting on fourteen wooden piles driven in two rows. Figs. 421A 
and 421B give the details of arch centering including the truss framing 
details. It will be noted that the inclined timbers of the bents sup¬ 
porting truest were also anchor bolted to the piers, and the pier cop- 
inp were reinforced with old T-rails placed directly under each ])ost 
V> take the thrust from the arch centers. 

The trusses were built of short-leaf yellow-pine timber with bolted 
connections throughout, and were built in half sections to facilitate 
erection. They were set on pairs of hardwood wedges at aU points of 
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Fig. 42IB.—Yardley bridge. Details of arch centering. 
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support to allow some adjustment in height and slaking down at th« 
time of striking centers. 

In framing the trusses they were increased in height IJ in. at the 
crown over that shown on the plans to allow for compression in the centers 
and settlement in arch rings after striking centers. This was done after 
it was found that the additional height could not be readily obtained by 
manipulation of the wedges. The centers were designed only for a load 
equivalent to the showing face of the arch ring (see Plate V, Chapter 
XIII). This necessitated the pouring of the entire arch ring to this 
thickness; and after keying up the ring, the haunching was placed. In 
Fig. 422 the completed centering for one arch is shown with center 
supports for two other spans under construction. 



Ccurleay of Mr. E Chamberlain, Asa't. Ena’r., P. <£ R. Ry. 

Fio. 422.—Yardley bridge. View of completed arch c<>ntering. 


The center portion of the top chord of the trusses over the center 
tower was composed of one large piece of timber cut to the radius of the 
arch ring, while the other two top-chord sections on either side were 
composed of three pieces of timber, the center one being cut to the curve 
of the arch, while the outer pieces were framed without shaping. 

The lagging (3 X 6-in. lumber) was laid on the trus-scs, the side forms 
for rings lined with galvanised iron were erected, the lower reinforce¬ 
ment was put in place (see Plate V, Chapter XIII), and the concreting 
begun. The arch ring between the umbrella portions was divided into 
thirty-five false voussoirs by the use of triangular wooden fillets nailed 
to side forms and lagging. 

133. Concreting Arches.—^Each arch ring was divided, for construc¬ 
tion purposes, into six large voussoir sections extending the full width of 
arch, three voussoirs occurring on each side of the 2-ft. key section. 
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These sections were concreted in pairs on opposite sides of the crown to 
balance the horizontal thrust on centers. Two of these sections 



amounted to a one day’s output of the mixer 
plant and no intermediate joints were al¬ 
lowed, As previously noted, the arch ring to 
a depth of the showing portion was concreted 
first and, when the key had hardened, the 
haunching was placed. 

After centers for four arches to the left of 
pier No. 7 (the center or abutment pier) had 
been erected, the two voussoirs next to the 
crown of arch No. 7 were placed, in order to 
weight down the centers at the middle and to 
obtain a maximum settlement of centers as 
early as possible, thus avoiding excessive sec¬ 
ondary stresses in the ring due to settlement 
after a considerable portion of the ring had 
been poured. Then two voussoirs next to 
the crown of arch No. 6, were placed, in order 
to weight down the center and enable it to 
better withstand any horizontal thrust which 
might occur while the sections at the skew- 
back of arch No. 7 were being placed. The 
fourth pair of voussoirs cast was at the crown 
of arch No. 5, and then two were placed at 
the skewback of No. 6. The sixth pair then 
completed arch No. 7 witl^ the exception of 
the key section which was next in order. 
This method of alternating the pouring of 
sections was followed throughout the entire 
work, as indicated in Fig. 423, which gives 
the pouring schedule for the first four arches 
constructed. 

All vousBoir sections were keyed together 
by means of 14-in. keyways, 6 in. deep formed 
in the ends of the voussoirs. After the 
crown or key section had hardened, the 
haunching or backing for the entire arch was 
poured at one time, except that the haunch¬ 
ing was kept back 2| ft. from the face of the 
arch so as to form the extradosal joint be¬ 
tween spandrel walls and arch ring at the top 


of the arch ring instead of at the top of the haunching (see Plate V, 


Chapter XIII). The centers were allowed to remain under each arch 


for at least 30 days after completion. 
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During construction, levels were taken on the centers before and after 
completing the crown sections, also on completing the haunch blocks, 
the keyways, and before and after striking centers. The first set of 
readings gave the maximum deflection (0.6 in. to 1.56 in.) for the various 
arches. 

184. Spandrel Forms. —^When the centers had been struck and re> 
moved, forms were built for spandrel walls. The outside forms, lined 
with galvanized iron, were set up complete as shown in Fig. 424. The 
inside forms were constructed so that the spandrel walls for each arch 
were concreted in seven sections, not counting the pilaster section over the 
pier. The details of spandrel forms are shown in Fig. 425. 



Courteay of Mr. E Chamberlain, Aee’t Eng'r ,P. & R Ry 

Fiq. 424.—Yardley bridge. Outside spandrel wall forms in place. 


136. Eiqtansion Joints in Spandrels.—^The two middle joints on each 
side of crown were located directly over corresponding joints m the arch 
ring; this, however, was not true of the other spandrel joints (see Plate 
V, Chapter Xlll). These vertical joints which were carried up through 
the coping, were to provide lines at which any tendency to open up 
cracks due to shrinkage or temperature changes would be localized, 
thus preventing the formation of ragged, unsightly cracks. In order to 
key the sections together, tongued-and-grooved joints were used. To 
form a cushion between joints and to prevent one section from bending 
with the other, corrugated asbestos boards were placed on the faces of 
these expansion joints. • At the junction with the pilaster a double thick¬ 
ness of asbestos was used. 

136. Concretiiig Spandrels. —The spandrels were poured in alternate 
sections and in pairs on each side of the crown. The pair at the haunches 
and at each side of the crown section were poured first and, after they 
had hardened, the remainder was concreted. A steel traveling crane, 
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operated on a track laid on the arch 
rings, was used in connection with the 
cableway to place the concrete in 
spandrels. Fig. 426 gives an inside 
view of the spandrel forms with the 
cross forms for various sections and 
with some of the railing post forms in 
place. The sections were anchored to 
the arch ring by mcs-ns of vertical stub 
bars, and to the haunching (for sec¬ 
tions over and near piers) by means 
of anchor bolts with 6-in. washers 
projecting from the haunching. The 
coping was not concreted until the en¬ 
tire spandrel for each arch was com¬ 
pleted and hardened, so as to avoid 
any breaks or bends in alignment of 
coping due to side movement of spand¬ 
rels during construction. After com¬ 
pletion of coping the railing posts were 
cast in place. 

137. Surface Treatment.—All show¬ 
ing faces of the structure, except the 
railing posts which were bush ham¬ 
mered, were spaded against metal- 
lined forms. This produced a very 
smooth and uniform surface. The 
original specifications called for a 
granolithic finish throughout, to be 
scrubbed and washed to expose the ag¬ 
gregate, or a bush-hammered finish, 
at the option of the contractor. The 
contractor, however, asked to be 
allowed to use the spaded face, and 
was granted permission on the basis 
that it be equal in appearance and 
uniformity of surface and color to the 
granolithic finish. 

138. Waterproofing.—When the con¬ 
crete had thoroughly dried out, the 
backs of all arches were waterproofed 
with five layers of Hydrex felt laid 
with wide laps and each layer was 
thoroughly mopped with asphalt, as 
was {dso the surface of the concrete. 
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The felt was carried up about 12 in. on spandrels except directly over 
piers where it was carried up to a height of 4 ft. and flashed into re¬ 
cesses and covered with cement mortar. The felt on backs of arches 
was protected by a layer of vitrihed brick laid on the asphalt-covered 
surface of the felt, the brick joints being filled with asphalt. 

The construction joints in the haunching and the vertical joints in 
the spandrels, were covered with a single layer of prepared burlap, 12 
in. wide and thoroughly mopped with asphalt, before the felt was placed. 
At vertical expansion joints the burlap was carried up under coping. 



Courtesy of Mr E Chamherlam, Asa't. Eng'r , P. Jt R. liy. 

Pio. 426.—Yardley bridge. Inside view of spandrel wall forms. 


The spandrel filling, consisting of large stone such as one or two men 
could handle, was placed by means of the cableway and carried up to 
within about 18 in. of the top of coping. The ciushed rook ballast 
for track was spread on this to the level of the top of coping and the 
tracks placed. 

The structure was started in the spring of 1911 and completed in 
the summer of 1913. The first year’s work was the construction of 
the foundations and piers. By November, 1912, all the arch rings had 
been concreted and most of the spandrels completed. Work was 
carried on to some extent during the winter, when weather conditions 
would permit. 











CHAPTER XXXII 

CONSTRUCTION OF THE TUNKHANNOCK CREEK VIADUCT 

The Tunkhannock Creek viaduct at Nicholson, Pa., on the Delaware, 
Lackawanna and Western Railroad’s rc-location between Scranton, Pa. 
and Binghamton, N. Y., the largest structure of its kind in the world 
and but recently completed, is representative of the most advanced 
methods of design and construction of concrete arch bridges. On ac¬ 
count of the magnitude of the work and the difficulties attendant 
therewith, the methods of construction used in various parts of the work 
are especially interesting and valuable, representing as they do the best 
modern practice in high-class bridge construction. The quantities of 
material involved in its construction—namely, 165,000 cu. yd, of con¬ 
crete and 1200 tons of reinforcing steel—give some idea of the unprece¬ 
dented size of the bridge. 

Construction plant and methods which arc suitable and economical 
for work of this character would of course be entirely tqo costly for 
small work, but a glance at the historical record of concrete-bridge 
building will show that within the past two decades there has been a 
very steady increase in the span and general dimensions of concrete 
bridges. It is not at all illogical, therefore, to assume that methods 
which now seem uncommon and unusual, will in a few years become 
commonplace and be treated as accepted practice. 

139. General Design.—The Tunkhannock Creek viaduct is a double¬ 
track structure 2376 ft. long, 34 ft. wide over all, and has a maximum 
height above ground of 240 ft. with a maximum total height of 304 ft. 
from bottom of deepest pier to top of highest masonry of the parapet. 
The bridge is composed of ten full-centered or semicircular ribbed 
arches of transverse-arch spandrel construction with 180-ft. clear span 
and two 100-ft. arches of the same type at the ends acting as “abutment 
arches” and completely buried in the approach fill. (See Figs. 428, 440, 
441, 442, 444, and 446.) These arches spring from solid concrete piers 
founded on bed rock. 

Pier*.—^The deeper piers have a section 40 ft. X 46 ft. below the 
surface of the ground and all piers are 36 ft. 6 in. X 43 ft. 6 in/in section 
to a point 17 ft. 6 in. below the springing line of arches. At this point 
’ a ledge 4 ft. 3 in. wide is formed in the piers to act as a seat for arch 
centering. This ledge was later filled out with a receding corbel to 
conform to that used on the ends of piers. (See Fig. 427.) The deepest 
pier extends about OS ft. below the surface of the ground. The faces 
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of all piers are vertical and the portions above ground have horizontal 
coursing marks 4 ft. apart. 

Main Arch Spans .—The main or 180-ft. arch spans, the details of 
which are shown in Fig. 427, are composed of two ribs 14 ft. wide <8 ft. 
thick'at the crown and 17 ft. thick measured radially at the skewback), 
spaced 20 ft. on centers, with a 6-ft. opening between ribs. The rein¬ 
forcement of these arch ribs consists of fourteen 1-in. square bars, 
following both intradosal and extradosal lines, to provide for contraction 



Section A-A 

Fia. 427.—Tunkhannock viaduct. Details of 180-ft. arch spans. 

and temperature stresses only. The arch ribs were proportioned so as 
to have the resistance line approximate very closely the arch axis and 
it does not, for any condition of loading, approach the outer line of the 
“middle third” of the ribs, thus insuring purely compressive stresses. 
The bridge was designed for the maximum stresses resulting either from 
two Mikado-t 3 rpe engines, each weighing 233 tons, followed by a train 
load of 6000 lb. per foot of track, or from two Mallet compound 
locomotives, each weighing 300.5 tons, followed by a train load of 
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6000 lb. per foot of track, both tracks carrying maximum load at 
the same time. 

Spandrel and Deck Details .—On the arch riba are placed transverse 
spandrel walls of reinforced concrete varying in thickness from 3 ft. 
2 in. to 4 ft. 6 in., as indicated in Fig. 427. These spandrel walls are 
arched over the open space between ribs (Fig. 444) and are connected 
at the top by 13 ft. 6 in. semicircular spandrel arches 1 ft. 9 in. thick at 
the crown. In order to form a seat for the spandrel-arch centering, a 
6-in. projecting belt course was placed on the spandrel walls 1 ft. 6 in. 
below the springing line of the arches. The floor formed by spandrel 



Fig. 428.—Tunkhannock viaduct. Details of 100-ft. arch span. 

arches is given a 6-in. slope from crown of each spandrel arch to the 
center of adjacent spandrel wall for drainage, the water being carried 
down through a 6-in. hole in the middle of spandrel wall, discharging 
into the open space between ribs. 

The two transverse spandrel walls over the piers are connected 
at each side of the bridge by a reinforced-concrete pilaster, 3. ft. thick and 
about 22 ft. wide, to give longitudinal stiffness to the spandrel system 
and to giv6 the appearance of a solid pier. 

The parapet walls of solid reinforced concrete extend the full length 
of the viaduct, and arc 7 ft. 3 in. high above crown of spandrel arches, 
except at piers where the pilasters are 3 ft. higher. 
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Four expansion joints are provided in each span, as shown in Fig. 
427. These joints consist of a J-in. open space covered by a copper 
plate bent to project a short distance into the joint and having its edges 
turned down into grooves parallel with the joint, where it is held in place 
by a mastic filling. The waterproofing consisted of a 3-ply cloth and 
asphalt membrane protected by a iHn. layer of torpedo gravel mixed 
in an asphaltic binder. The waterproofing membrane is separated 
from the protecting coat by one thickness of asbestos felt. 

Abutment Spans .—The abutment spans (see Fig. 428) are composed 
of two reinforced-concrcte ribs 5 ft. 6 in. thick at the crown and 12 ft. 
wide, spaced 22 ft. centers, thus leaving a space 10 ft. wide between 
ribs. These ribs are tied together at four points by reinforced-concretc 
struts. A reinforced-concrete floor slab supported on five transverse 
walls extends over a little more than half of the span next to the first 
large arch, the tracks being carried on fill over the arch beyond this point. 
This floor varies in thickness from 1 ft. 9 in. to 2 ft. 0 in. The space 
between the floor slab and the arch ribs is closed by a'longitudinal span¬ 
drel or curtain wall 18 in. thick along each outside face, thus giving the 
appearance of a U-abutment when the approach fill is completed, as 
shown in Fig. 446. 

Materials .—“Class A” concrete, a 1:2:4 mixture, was used only in 
the reinforced-concrete floor slab over abutment spans. “Class B“ 
concrete, a 1:3 :5 mixture, was used for all other work above the spring¬ 
ing line. “Cyclopean” concrete was used for all piers below springing 
and was of the same mixture as “Class B” concrete with derrick stone 
embedded in it. 

140. Construction Methods .—Methods of Locating Lines and Piers.— 
A glance at Fig. 437 shows the nature of the bridge site which at once 
conveys the idea that the establishment of lines and the location of 
piers was no easy matter. The center line of tlie viaduct was established 
by the railroad engineers, by punch-marks on pieces of steel rail set 
vertically in the ground between piers. The pier centtirs were then lo¬ 
cated by careful measurements from these points at each side of each 
pier. A reference line of stakes was run parallel to the bridge center- 
line and 25 ft. to one side of it to provide a basis for chocking measure¬ 
ments on the main base line or to re-establish such points as might be¬ 
come misplaced during construction. 

Points were also established 3 ft. beyond either face of pier by the 
measurement of longitudinal distances, and transverse reference lines 
were then run through these points and marked at both ends by rail 
monuments. These lines provided means of locating piers and also for 
plumbing them by offsets from the face of masonry to the vertical planes 
determined by the transverse reference lines as located by transit set 
on the line. 

Cantractor^s Plant.—The contractor began work on the structure 
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May 24, 1912. The first operations were the widening of the railroad 
company’s embankment on the present main line nearly parallel to and 
about 460 ft. away from the new bridge, and the lasdng of the material 
tracks, marked “track for empties” and “room for 16 loads” in Fig. 
429. After these tracks were laid, the pile trestles for material tracks 
were constructed. The material trestle was 30 ft. high and provided 
storage space for 15,000 cu. yd. of sand and crushed stone dumped 
directly from cars. 

The general layout of the contractor’s plant is shown in Fig. 429. 
The loop formed by the narrow-gauge track enclosed a knoU about 30 ft. 
higher than the general level of the valley. The general material der¬ 
rick was erected on a narrow ridge connecting the knoll just mentioned 
with the ridge on which the present main line is located. A similar 
ridge extends from pier No. 6 to the high ground at the hospital. Piers 
Nos. 5 and 6, being located on the cast slope of the knoll, necessitated 
about 30 ft. more of excavation on the west side of the piers than on the 
east. Pier No. 8 lies on a similar slope which necessitated about 40 ft. 
more of excavation on the north side than on the south. Piers Nos. 3, 
4, and 7 are located on low ground. 

CONSTBTTCnON OF SOBSTBUOTCmB 

141. General Excavation.—^Early in July, 1912, after the narrow-gauge 
tracks had been laid from mixing plant No. 1 to pier No. 4, derricks were 
erected, steel sheet piling was brought in, and the excavation and build¬ 
ing of cofferdam for pier No. 4 were started. 

About the middle of July a 40-ton Marion steam shovel, with a 1-cu. 
yd. dipper was run from the siding down into the valley on a temporary 
track. Work was started at pier No. 6 where the excavation was 
carried down 20 ft. below the ground level on the high side, the material 
being hauled away in 4-yd. narrow-gauge dump cars and used for grading 
up construction tracks and leveling up the mixer plant sites. The 
shovel was then moved to pier No. 5 and, after the excavation was car¬ 
ried down 36 ft. below ground level on the high side or down to ground 
water level, the shovel moved back to pier No. 6 and carried the excava¬ 
tion down to the same level. The next operation was to excavate pier 
No. 8 to the same depth. The excavated material was used to raise 
the grade east of piers Nos. 7 and 8 about 12 ft., or to the level of the 
grade east of piers Nos. 7 and 8 about 12 ft., or to the level of the grade 
at mixing plant. On this fill, a saw mill, storage piles of reinforcing 
bars, lumber, and other materials were conveniently located. 

After completing its work at pier No. 8 the shovel excavated the mate¬ 
rial down to bedrock at piers Nos. 10, 9, and 2 successively, the rock 
in these excavations being found above the level of ground water and 
only a few feet beldw ground line at the lower sides of pier. In these 
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excavations the material, a clay and sand mixture, was allowed to take 
its natural slope, the excavation being extended back far enough to 
provide for natural raveling of the banks before completion of excava¬ 
tion of the construction of the piers. The steam shovel work was com¬ 
pleted in December, 1912, about 60,000 cu. yd. of material having been 
moved. 

For the end abutments and the piers adjacent to them—Nos. 1 and 
2—open excavations were made down to rock (which on the hillsides 
was only a few feet below the surface) without the use of sheeting or 



Courtegy of Lackawanna Steel Co. 

Fig. 430.—Tunkhannock viaduct. Steel sheet piling (partly driven) for 
inner cofferdam of piers, showing timber guide forms. 


derricks, the excavated material being spread out around the edge of the 
excavation. 

142. Cofferdam Excavation.—^The entire excavation for piers Nos. 
3,4, and 7 was done in open cofferdams of steel sheet pilings, as was the 
remaining excavation of piers Nos. 6, 6, and 8. Lackawanna steel 
sheet piling 12 in. wide weighing 45 lb. per linear foot was used in lengths 
of 30 ft., with some additional piling of shorter length driven on top 
of the upper 30-ft. lengths where the excavated depth was about 70 ft. 

When starting the cofferdams, a 46 X 52-ft. rectangle made of 12 X 
12-in. horizontal timbers spliced together was assembled. A second 
rectangle was then assembled on posts 16 ft. long which rested on the 
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first rectangle. These rectangles formed the inner waling for the piling. 
A similar set of waling was then built 6 in. outside of the first set to act 
as the outer walings and as forms for sheet piling. (See Fig. 430.) By 
means of two guyed derricks at each pier, the steel sheet piling was 
assembled between the walings and driven with a 3-ton Warrington 
steam hammer operating in 30-ft. leads suspended from the derrick 
boom, as shown in Fig. 431. The piling was driven in stages of 2 or 3 
ft. penetration, the hammer working around the cofferdam until a total 
penetration of about 10 or 15 ft. had been reached. Excavation was 
then begun with l|-cu. yd. Williams’ clam-shell buckets and sets of 
horizontal-timber bracing were placed in the cofferdam at vertical 
intervals as the excavation proceeded (see Fig. 431), the bracing being 



Courtesy of Mr, C, W. Simpson, Res. Eng’r. 

Fig. 431.—Tunkhannock viaduct. Cofferdam for piisr No. 6, steam ham 

met driving inner sheeting. 


so arranged as to allow the operation of the bucket in the bays between 
braces. When the excavation had proceeded to about the bottom of 
piling, the latter were again driven down and the operations repeated 
until the top of sheeting reached the surface of the ground. 

The bracing consisted of 12 X 12-in. yellow-pine timbers arranged 
in horizontal panels approximately 7 X 10 ft. and spaced from 3J ft. 
to 6 ft. apart vertically, being supported at intersections by 12 X 12-in. 
vertical posts. The braces, which were of necessity in short sections, 
were cut to approximate length on the ground, lowered into place by 
derrick with splice planks nailed to them, fitted, drilled, and bolted in 
position with J-in. bolts. The outer bays of horizontal braces were 
further stiffened by diagonal bracing, as shown in Fig. 432. 

After the first seit of sheeting had been driven down complete, a 
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second rectangular cofferdam was erected about 6 ft. 6 in. outside the 
first and driven down part way. The material between the two sets 
of sheeting was then excavated with the clam-shell bucket, the space 
between the two sets braced, the first set of sheeting driven down, and 
then excavation resumed in the main pit—the upper set of sheeting 
being braced in the manner just described. (See Figs. 432 and 433.) As 
the inner cofferdam was driven down, the top bracing was removed and 
placed at the bottom. These operations were repeated until the inner 
cofferdam reached rock. 

Practically all the steel sheet piling was used four or five times so that 
only a little more than enough for two complete foundations was re- 



Fio. 432.— Tuukhannock viaduct. Details of cofferdam sheeting and 

bracing. 

quired. The piling was pulled (after the concrete had been placed) by 
an “A” frame of'12 X 12-in. timbers 16 ft. long resting on top of the 
pier footing and equipped with a triple block and fall rove with a |-in. 
steel cable. The fall was attached to the tops of the sheet piling by 
passing a bolt through a hole in the web and through a rasp clamp. 
By fastening the cable to the double block on the derrick, a pull of 
about 60 tons could be exerted on the pile, which was sufl&cient in prac¬ 
tically all cases to pull the piling. 

. The deep piers, with the exception of piers Nos. 4 and 5 which gave 
some added difficulties on account of quicksand, were excavated mainly 
with clam-shell buckets operated by derricks. In corners the excavation 
was done by hand, and bouldera which were encountered under or near 
the sheeting w^ di^odged by hand or with the aid of dynamite, and 
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were rolled down into the deeper excavation made by the buckets. 
Water entered the cofferdams mainly from the bottom, but in some cases 
it came through the piling joints until such time as they were puddled 
or idled with sand. This water was at first removed by means of two 
8-in. centrifugal pumps and two 10-in. Emerson plunger pumps, but 
after once a cofferdam was fairly free of water two of the pumps could 
in general keep the water down so as to allow hand excavation in the 
comers which were kept higher than the central portion of the pit. 
The material excavated was usually placed in spoil banks near piers or 



Courtesy of Mr C, W, Simpson, Res. Eng'r. 

Fio. 433.—Tunkhannock viaduct. View of cofferdam at junction of outer, 
and inner sheetings, lower ends of outer sheeting visible. 


used to build construction-track embankments, and to bring certain 
parts of the bridge site to a more or less uniform grade. 

The use of open cofferdams of such unprecedented size (the largest 
ever used) is a remarkable engineering feat and one which proves be¬ 
yond doubt the value of steel sheet piling. Steel sheet piling has been 
used very extensively in all kinds of bridge work and for the most part 
has entirely replaced timber sheet piling, the driving of the latter being 
difficult in hard ground or where boulders are present. The present 
example shows that the limit of applicability of steel sheet piling has 
not yet been reached. 
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143. Special Methods of Pier Excavation.—After carrying the ex¬ 
cavation in pier No: 4 down to a point about 40 ft. below the surface 
a large pocket of fine flowing sand was struck along the west side and 
around the southeast corner of the pier. This sand exerted such heavy 
pressure on the sheeting as to distort the timber bracing and break 
through the bottom of the pit, causing the ground outside the sheeting 
to settle as much as 10 ft. At one time the cofferdam was moved bodily 
about 15 in. transversely by the pressure of the wet sand. The coffer¬ 
dam was brought back into line by additional excavation both inside 
and out and by the use of jacks and additional bracing, but when the 
work had been carried down about 10 ft. into the sand—or to a point 12 
ft. above rock—^the bracing was in danger of failure and a new scheme 
had to be adopted in order to facilitate the work which was progressing 
very slowly. The cofferdams were accordingly divided by driving a 
line of 3-in. plank sheeting parallel to the west side of the pier and about 
16 ft. therefrom. Excavation was then made to rock to the east of 
this row of sheeting and concrete placed to a height of 30 ft., braces being 
left in place in order to prevent any further distortiem of the material 
on the west side of the sheet piling. T his west portion was then divided 
by a transverse wall of 3-in. plank sheeting, and the northwest corner 
excavated and concreted to a height of 10 ft. After this was done the 
remainder of the excavation was made and the concrete placed. 

To take care of the water entering the pit, a 4-ft. 8-in. pumpwell was 
left in the large portion that was first concreted and the water conducted 
to it by wooden drains laid close to the steel sheeting. This well after 
fulfilling its purpose was filled with concrete. Four pumps with a 
combined capacity of 200,000 gallons per hour were required to keep the 
excavation dry. 

In excavating for pier No. 5 the usual methods were pursued until 
a point was reached about 75 ft. below the surface and about 17 ft. above 
rock, where a stratum of quicksand extending over the entire excavation 
was encountered. An attempt was first made to go through this quick¬ 
sand by dividing the cofferdam into twenty-four compartments each of 
which was to be finished separately. Four compartments were started, 
but the sheeting wtis so badly bent and displaced in driving by boul¬ 
ders overlying the rock that the scheme had to bo abandoned. It 
was then decided to use a pneumatic caisson on which to sink the pier to 
rock. The caisson (constructed in the usual manner with 12 X Ti-in. 
timl)er) was divided into two working chambers each provided with 
one “material-lock," and was constructed with a heavy metal cut¬ 
ting edge 27 ft. above rock. A one “man-lock" served for both cham¬ 
bers since a “manway” was provided in the bulkhead. Upon this 
caisson the pier concrete was placed, the weight sinking the caisson 
as the material was excavated from under the cutting edge. The 
maximum air pressure required in the working chambers to keep the 
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water from entering was only 24 lb. per square inch as the head of water 
was kept as low as possible by pumping above the caisson. The 
material was excavated by hand and removed in buckets operating 
through one of the air locks in each chamber. After rock was reached 
and the surface cleaned off, the working chambers were filled with 
concrete, the air locks removed, the shafts leading to them concreted, 
and the procedure from that point on the same as for other piers. 

The air was turned on in the caisson December 13, 1914, and on the 
21st a depth of 10 ft. had been reached. The excavation was completed 
on Feb. 4, 1915, 7 months after all other piers had been completed 
up to the skewbacks of the umbrella sections. 

144. Concrete Plant.—While the excavation for the piers was in 
progress the concrete mixing plants were completed at the locations 
shown in Fig. 429. The cement storehouse near mixing plant No. 1 
had a capacity of 3000 bbls., the cement being unloaded from cars into 
four inclined chutes with forked ends which delivered it to any part of 
the building by means of switches in the chutes. ‘Cement was taken 
from this storehouse only when shipments wore delayed and when no 
cars of cement were at hand. Ordinarily the cement at mixing plant 
No. 1 was loaded directly from cars into a derrick bucket, and swung 
to the hopper floor of the mixer, each mixing plant being served by 
two derricks operating 40-cu. ft. Mead Morrison clam-shell buckets. 
At plant No. 2 the cement was conveyed by gravity in chutes from the 
ears to the hopper floor of the mixer. (In Fig. 437 the stock piles and 
mixing plant No. 2 appear in the middle ground.) 

The sand and stone were lifted from the stock piles into small bins 
over the mixers, from whence they pas.scd by gravity into a measuring 
hopper, at which point the cement was added and the materials dropped 
into a 2-yd. cube mixer. After mixing each batch for at least 2 min¬ 
utes, the concrete was dumped into 2-cu. yd. bottom-dump buckets on 
flat cars of 3-ft. gauge and hauled by 12-ton locomotives in three-car 
trains to the derrick or cableway which placed the concrete in the forms. 
One car of the train was empty to receive the empty bucket from the ^ 
derrick or cableway, the train starting back as .soon as the last bucket 
of concrete was raised. (See Fig. 436.) Two concrete trains were used 
and for the mass work in piers an output of 35 cu. yd. per hour per 
plant was attained. The first concrete was iwurcd on Jan. 6, 1913, and 
concrete work was carried on almost continuously for over a year, the 
mass work in piers being little affected by the comparatively mild winter 
weather. 

146. Derricks and Cableway.—The derricks were equipped with 
masts from 85 to 90 ft. long and had booms from 80 to 85 ft. long. 
Three-drum hoisting engines with swinging gear attachment were used 
to operate the derricks. In order to give a greater height to some of 
the derricks, they were placed on timber pedestals, but in general they 
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were erected at ground level and all work which could not be reached 
with them was done by the cableway. 

The construction of the cableway was started shortly after the ex¬ 
cavation was commenced and in about 6 months the cableway was 
put in operation. The cableway consisted of two lines of 2i-in. main 
cables spaced 20 ft. apart, concentric with the center lino of arch ribs. 
These cables were supx>orted by end towers 3028 ft. apart and 150 and 
165 ft. high, also by a halfway tower 260 ft. high. The center tower 
divided the cableway into four independent units each about 1510 ft. 
long and each operated by an independent engine. The cables and 
carriages had a normal capacity of 7 tons. An occasional load of 10 
tons, however, was allowable—such loads being imposed while erecting 
the steel centers, as described later. 

The towers were built entirely of timber resting on concrete piers 
and guyed with heavy cast-steel guy ropes. The end towers, located 
at some distance beyond the abutment arches, were wedge shaped, con¬ 
sisting of eight lines of battered posts with the two inner pairs inter¬ 
secting, as shown in Fig. 440. The central tower consisted of nine 
12 X 12-in. main batter posts in three longitudinal bents, as shown in 
Fig. 436. The posts of this tower were so arranged as to clear the arch 
ribs and by the removal of a few secondary braces the arch ribs were 
constructed without obstruction through the tower. This tower was 
later raised to a height of 300 ft. by adding a 40-ft. extension at the top 
and raising one line of cable at a time, meanwhile keeping the other in 
operation. 

146. Pier Construction.—In the deep piers, concrete was placed to a 
height of 30 ft. (or to the neatwork line) without forms. The cofferdam 
was entirely filled with concrete, the bracing being removed as the con¬ 
creting progressed. To prevent the concrete from sticking to and enter¬ 
ing the joints of the steel sheet piling which would prevent the pulling 
of the piling, tar paper nailed to vertical wooden strips was used. The 
concrete work up to the neatwork line was frequently carried on con¬ 
tinuously day and night. In one case, for a period of 7 days, 2400 
cu. yd. of concrete were placed during freezing weather without pro¬ 
tracted interruption; frequent delays of 4 to 5 hours, however, 
being necessitated while the bracing timber was being removed. 

Above the tops of the lower cofferdams, the concrete below the surface 
of the ground was usually placed in forms made of rough plank braced 
back to the steel sheeting. (See Fig. 434.) For the remainder of the pier 
shaft, sectional self-supporting forms were used. 

One distinct and important feature of this structure is that the design 
IS such as to permit the extensive use of sectional forms on all parts of 
the work. Wherever possible the designers duplicated parts so as to 
allow the use of the same formwork many times, sometimes even on 
entirely different parts of the work. This indicates very forcibly how 
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the designing engineer who is alert to methods and costs of construction 
can materially lessen the cost of a structure without decreasing its 
strength or esthetic beauty in the least. 

The sectional forms used for the construction of pier shafts above 
ground are good examples of the utility and construction of the general 
type of formwork used wherever possible. These forms were made in 
two sizes, one 15 ft. 8 in. long by 17 ft. 9 in. high, and the other 18 ft. 
3 in. long and of the same height as the shorter one. Two of the long 
sections formed the shorter sides, or ends of piers, and three of the shorter 



Courteny of Lackawanna Steel Co 

Fio. 434.—^Tunkhannock viaduct. Pier concreted up to ground level inside 
of cofferdam. Note large stone embedded in the concrete. 


sections made up the form for the long side of pier. A total of ten 
sections therefore composed a form, providing for the concreting of a 
net height of 16 ft. of pier—^tho lower lOJ in. of the forms extending 
down over the concrete previously poured and no concrete being poured 
against the upper lOJ in. (See Fig. 435.) These precautions were taken 
to prevent, as far as possible, the formation of lips or fins at the junction 
of sections and to insure tho plumbness of the finished work. A total 
of four complete sets of these sectional forms sufficed for the construc¬ 
tion of piers and, after completion of same, the forms were used with 
little or no alteration on other parts of the work. 

The sections were built up of two layers of 1 X 8-in. tongue-and- 
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grooved boards nailed at right angles to each other and diagonally to 
8 X 10-in. horizontal timbers, or studs, spaced 2 ft. 6 in. on centers. 
Vertical timbers 10 X 10 in. in section and 20 ft. long were bolted to 
these studs at the ends and middle of the sections—the end verticals 
being half on one section and half on the adjacent one, as shown in Fig. 
435. The inside face of the forms was covered with sheets of No. 24 



Half Section at BB 

Fio. 435.—Tunkhannock viaduct. Details of sectional forms for mam 
piers, showing methods of holding forms in line and place. 


galyanized iron so as to give a smooth surface against which to spade 
the concrete. The weight of the larger sections was about 7000 lb. 

* The forms were held in line and position by diagonal ties consisting 
of steel angles and 12 X 12-in. horizontal struts wedged against the 
opposite verticals. The former held the forms from moving out and 
the latter from pushing in at the top as the concrete was placed in the 
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bottom portion. Diagonal bolts with nut bearings on exterior beveled 
washers were connected by means of tumbucklcs with the long diagonals 
which remained in the concrete. (See Fig. 435.) These diagonals had 
their lower ends bent and punched to engage permanent vertical anchor 
bolts- built into each course of concrete. The turnbuckle permitted 
the tightening and plumbing of the forms and, after the section was 
concreted, the upper portion of the stay (whujh was set in a pipe sleeve) 
was removed by unscrewing the bolt from the turnbuckle. The hole 
was then grouted up. 



Courtesy of Mr. C. TV. Simpson, Res. Eny'r. 


Fig. 436.—Tunkh.annock viaduct. Concreting pier shafts in sectional 
foniis. View also shows general plant layout and two of the cableway 
towers. 

At first concrete was placed in these forms in four courses, each 4 ft. 
thick and containing about 235 cu. yd., poured continuously in about 
6 houra. Later two of the 4-ft. courses were placed in one continuous 
run of 11 hours’ duration. In the lower portions the concrete was 
placed with the derricks, while the upper portion was placed by means 
of the cableway, the buckets being lifted from the concrete train and 
dumped (while suspended over the forms) by a special attachment de¬ 
vised by the contractor for dumping with the cableway. (In Fig. 436 
the pier forms are in place and the concrete is being dumped into same by 
the cableway.) At the joints between the sections, V-shaped strips 
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were nailed to the forms and the concrete stopped at the inner edge of 
the same; the construction joints are thus inconspicuous and the scorings 
relieve the monotony of the plain surface. After the top course was 
from 3 to 7 days old, depending on the weather, the upper ends 
of the diagonal rods were removed and the panels lifted by derricks or 
cableway to a new position and re-erected. A force of six carpenters 
was able to do this in 2 days, which is exceedingly rapid work when 
one considers the height above ground at which some of this work was 
done, and it shows how well the type of forms used were adapted to the 
conditions. That the method of holding the forms in line was a good 
one is witnessed by the fact that none of the pier shafts were even i in. 
out of plumb. 

The piers were carried up in these forms until a point 17 ft. 6 in. below 



Courteay of Mr. C. W. Simpaon, Rea. Bng’r. 

Fio. 437.—^Tunkhannock viaduct. General construction view, some of the 

piers completed. 


the springing line of arches was reached. Hero a temporary ledge 4 ft. 
3 in. wide was formed on both sides to act as a seat for the arch centers. 
The portion above this seat to the skewback of arches (a total height of 
64 ft. 6 in.) was carried up monolithic with the rest of the pier. These 
umbrella sections, though in reality a portion of the arch ribs, were 
concreted in special wooden forms of similar construction to those just 
described. These sections projected about 7 ft. beyond the springing 
line of the arches, as it was more economical to construct them as part 
of the piers duo to the fact that the departure from the vertical is very 
slight. 

The arch-rib reinforcement in this portion was placed in short sec- 
*tions for each lift of forms and the upper surface of the concrete at the 
skewbacks of arches was finished off in a radial plane with rectangular 
recesses or key slots to key the umbrella sections to the arch rib vous- 
Boirs placed on them later. Two inclined anchor bars ll in. in diameter 
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were concreted m the umbrella sections of each rib to aid in erecting 
and securing the centering trusses against wind pressure, as described 
later. In Fig. 437, which gives a general view of the bridge, the pier 
shafts are shown in various stages, while in Fig. 440 pier shafts are 
shown completed up to the skewbacks of the arches. 

As previously stated, the concrete used in each pier shaft up to the 
springing lines was of a 1:3:5 mixture with a maximum of about 11 per 
cent of Cyclopean atones of a size which could be conveniently handled 
by derricks. These stones were carefully embedded in the concrete 
and some wore set so as to project into the course, thus binding the 
different courses together. (See Fig. 434.) 

In very cold weather adequate precautions were taken to prevent 
the freezing of concrete before setting took place. The aggregates and 
water were accordingly heated with live steam so ns to have the con¬ 
crete go into the forms at a temperature of 50 or 00® F. The con¬ 
crete, after being placed in the forma, was protected by packing hay 
between the vertical sides of the forms with strips nailed over the hay 
to keep it in place, and at night tarpaulins were placed over the top 
surface of the concrete. 

CoNSTKUCTION OP SUPBRSTRUCTUKE 

147. Details of Arch Rib Centers.—The centers for 100-ft. arch spans 
were composed of timber trusses, one set under each rib resting on a 
timber tower at the center. At the ends, ledges were left on the um¬ 
brella sections to receive short wood struts braced top and bottom to 
the central tower by inclined struts upon which the ends of the trusses 
rested. Upon these centers 4-in. lagging was laid for the arch-rib forms 
with sectional timber side forms. 

The centers for the main or 180-ft. arch riba consisted of four pin- 
connected arch trusses for each rib, spaced 3 ft. 10 in. centers and braced 
with top- and bottom-chord laterals and radial sway-bracing frames. 
After completing one arch rib of the span, the entire centering was 
moved transversely on rollers for a distance of 20 ft. and the second rib 
poured. Five complete sets of centering were used, so that each set 
was erected twice and moved transversely the same number of times. 

In Fig. 438 the sizes of the various members of the centering trusses 
as well as the loads coming upon them are indicated. It will be noted 
that the top chords were composed of two channels and a cover plate, 
while two latticed channels made up the bottom chords. The former 
were designed for local bending between panel points, due to the weight 
of fresh concrete. The web members consisted of latticed channels or 
angles. The trusses were shipped in four sections, the connections near 
crown and at the lower ends being made by pins while the others were 
bolted. 
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The top and bottom chords converged at the crown pin, and a rigid 
triangular frame at either side of crown resting on the top chords, sup¬ 
ported the lagging over the crown panels. The space between these 
frames was filled with an oak block about 2 ft. long resting on bracket 
angles. 



Bottom Chord Bracing Section A-A 

Tig. 438.—Tunkhannock viaduct. Make-up of members and loads on 
centering trusses, 180-ft. arch span. 


The horizontal thrust due to dead load on each truss was 18,900 lb. 

“When the trusses were being shifted to position concentric with the 
second rib, this thrust was taken up by two horizontal rods 1 in. in 
diameter connecting the base pins at each end. The horizontal wind 
pressure acting on the half trusses was resisted by two l|-in. vertical 
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anchor bolts through the pedestal at each end, and the inclined anchor 
bolts in. in diameter anchored into the umbrella sections. As a 
further safeguard against excessive wind pressures, the trusses were 
guyed laterally in both directions at the crown and quarter points by 
wire cables attached to anchors buried in the ground. 

The lower ends of the trusses rested on, and were spaced by, built-up 



Pedestal for Falsevrorh Trusses Details of Lagging 

Fio. 439.—Tunkhannock viaduct. Details of adjustable panels of centers 

Pedestal and lagging details. 


pedestals, the details of which are shown in Fig. 439. The base plate 
cf the pedestal had a X ^-in. guide rib riveted to it, which engaged 
the shoulders of a set of six 6-in. rollers under each truss, to facilitate 
shifting of the centers. These rollers operated on an I-beam grillage 
consisting of four 8-in. beams 35 ft. 6 in. long resting on the pier ledge. 

In order to adjust the height of the centers at the crown, the first 
web member beyond the crown normal to the top chord was built i& 
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two pieces, connected by a right- and left-thread screw operated by a 
ratchet and lover to allow of easy adjustment. Since the three panel 
points on each side of the crown were pin connected, this adjustable 
member acted as a toggle to increase or diminish the chord length of the 
arched trusses and thereby lower or raise the crown. (See Fig. 439.) A 
platform was hung from U-bolts over lower-chord pins near the crown 
to give a working space for the adjustment of the centers. 

148. Erection of Centering.—The erection of the arch-truss centering 
was accomplished entirely with the use of the cableway. The trusses 
were assembled on the ground nearby in four sections each. The 
pedestals were first set in place and then the lower sections were hoisted 
into position by the cableway and connected by anchor pins to the 
pedestal. After the lower sections of the four independent trusses were 



Courtesy of Mr. C. W. Simpson, Rts Eng'r, 

Fio. 440. —Tunkhannock viaduct. Erecting segment of arch centering by 
means of double cableway. Ccnterij for one rib in adjacent span erected. 


erected and temporarily held in place with the aid of the cableway, the 
bracing was bolted up and yoke beams were attached to the inclined 
anchor bolts passing through the umbrella sections to engage the top 
chords of the sections of the semi-trusses at a point about 52 ft. above the 
base pins. (See Fig. 438.) This yoke beam held the sections securely 
and made the segments act as cantilever trusses. When the lower or 
cantilever sections of each group of semi-trusses on opposite piers had 
been erected, the upper halves were hoisted into position and bolted up 
to the first segments, as shown in Fig. 440. Until all the upper sections 
* were erected and the crown pins driven, each half of the center acted 
as a cantilever truss, fulcrumed about the base pin and held by the yoke 
beams anchored to the umbrella sections, without any other external 
support. 
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By the operation of the inclined bolts through the umbrella sections, 
the Bcmi-trusses were raised or lowered slightly until the pin holes regis¬ 
tered and the pins could be driven. The yoke beams holding the lower 
portions to the umbrella sections were then released from bearing on 
the top chords of the trusses, and the entire centering made to act as a 
three-hinged braced arch; the yoke beams, however, were not drawn 
so far from the top chords as not to be able to act as anchorage against 
wind pressures. A completed arch center ready to receive lagging is 
shown in Fig. 441. 

The 4-in. lagging of the arch ribs was laid on plank ribs cut to fit the 



Courtesii of Engineenng and Contracting 

Fig. 441.'—l^nkhannock viaduct. Near view of completed areh truss 
center for one arch nb of 180-ft. span. Completed arch ribs for 100-ft. 
abutment span are also shown. 

curve of the arch intrados and placed in pairs directly over the channels 
making up the top-chord members of the centering trusses. These 
ribs were anchored to the channels by i-in. bolts (about 18 m. on centers) 
with wood spreaders and transverse bolts to hold them securely in pairs. 
(See Fig. 439.) 

The centers were erected for arch ribs on alternate sides in adjacent 
spans, as shown in Fig. 442, to allow the use of both cableways simul¬ 
taneously for the delivery of materials. When one rib of each span was 
completed, the arch centers were lowered by lengthening the adjustable 
members at the crown, and the entire centering was jacked over on the 
rollers under the pedestals for a distance of 20 ft. to a position under the 
second rib. After completing the second rib and allowing the proper 
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time for hardening, the centers were again slacked down and rolled back 
to a position directly under the opening between arch ribs where the 
lagging was removed and the trusses dismantled in sections, then lifted 
up through the opening and transported to the next arch to be connected 
by means of the cableway. After the removal of centers, the ledge on 
piers serving as a seat fur centers was filled in with concrete in receding 
steps, as shown in Fig. 427, to conform to the architectural treatment 
of the remainder of the pier. 



Courtesy of Mr. C. W. Stmpson, Res Eng'r. 


Fi(}. 442. —Tunkhannock viaduct. Concreting keyways of arch rib in 
one span, erecting side forms for voussoirs in tiie next, lower segment of cen¬ 
tering in the third span. 

149. Constructing Arch Sibs.—The steel arch centering having been 
erected and the lagging for arch-rib soffit placed, the side forms for the 
large voussoir blocks were erected with the aid of the cableway, as 
shown in Fig. 442. Each arch rib was divided for construction purposes 
into eleven vousspirs or blocks separated from each other by compara¬ 
tively narrow keyways, as indicated in Fig. 443. The forms for the 
voussoir sides were built in units of similar construction to those used 
on the piers, hoisted into place, and held in position with diagonal 
braces, rod ties and timber separators connecting the forms on either 
side. End forms for the voussoirs were next built, forming an entirely 
Independent form for each block so that any voussoir could be concreted 
entirely independent of any other. On the lower end of each voussoir 
form, a triangular extension was built os a side form for pedestals or 
seats for transverse spandrel walls so as to provide a horizontal bearing 
for the latter. 
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The arch-rib reinforcement, in lengths of about 30 ft., was placed in 
position before the transverse voussoir forms were built. All rein¬ 
forcing bars were lapped 40 diameters. The bottom bars were held in 
the proper position above tho lagging by the transverse rods, while the 
upper bars were secured by and rested on transverse rods or wires fast¬ 
ened to the side forms. 

The concreting of voussoirs was done with the aid of the cableway, 
the order of concreting being as indicated numerically in Fig. 443. It 
will be noted that the first pair of voussoirs placed were those at the 
skewbacks, then tho pair midway between crown and skewback, and 
next those adjacent to the crown voussoir. This order of placement 
was used so that the loading of the centers would be as balanced as 
pos.siblc, and would thereby prevent any undue deformation of the 
centers caused by unequal or improperly distributed loads. The section 



Fi< 5. 443.- Tinikhannock viaduct. Diagram showing schedule of pouring 

voussoirs and keyways of arches. 


at the crown was the last one to be poured. The concreting of the key- 
ways was then begun, starting with the lower ones and working up to 
the crown. In every case, however, a period of at least 7 days was 
allowed to elai)sc between the concreting of the voussoirs and the ad¬ 
joining keyways. 

The forms for the keyways were in no way dependent upon the vous¬ 
soir forms for support and the latter were therefore removed as soon 
as allowable and put into use on another arch. With this arrangement 
it was possible to construct the twenty ISO-ft. arch ribs with two com¬ 
plete sets of arch forms. (The keyway forms are shown in po.sition on 
the main-arch rib to the right in Fig. 442.) The arch centers were not 
struck until at least 4 weeks after the last keyway had been concreted. 

160. Special Methods Used in Constmeting Arch No. 6 . —^As pre¬ 
viously stated the central cableway tower was located at the center of 
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the arch span between piers Nos. 5 and 6, and was so placed as to locate 
the central bent between the arch ribs and the outside bents entirely 
clear of these ribs. This necessitated some changes from those cited 
above in the operations of concreting and erecting centers. On account 
of the difficulties encountered in the construction of pier No. 6, the 
arches 6 and 6 were the last to be constructed. Instead of building one 
rib at a time, as with the other spans, the centers for these arches were 
erected so that both ribs of each span were concreted at the same time— 
all other arch ribs being completed and enough centers being made 
available to so carry out the work. 

The lower sections of centers for arch No. 6 did not interfere with 
the cableway tower and were erected complete for both ribs in the usual 
manner. For the erection of the middle sections of centering trusses, 
one panel of cross-bracing on each face of tower was removed tempo¬ 
rarily and then replaced after the centers were completed and properly 
adjusted. The formwork for arch-rib voussoirs and keyways was then 
placed in the usual manner, the cross-bracing in the panel above that 
through which the centering trusses passed being removed to allow the 
arch-rib concrete to be poured. 

After the arch centers for this span were set no hoistways remained 
through which the concrete could be hoisted by the cableways. This 
necessitated the use of four derricks (two derricks on the top of pier No. 
4 and two on the top of pier No. 6) to hoist the concrete buckets from 
the ground below to the bridge deck where they were transferred to the 
cableways and placed where desired. The portion of arch No. 6, 
enclosed by the cableway tower, was concreted by spouting from hoppers 
at the faces of the tower into which the buckets were dumped from the 
cableway. The economy of the cableway in handling concrete is 
illustrated very forcibly by the fact that the hoisting of the buckets 
of concrete to the bridge deck with the derricks required 90 seconds, or 
three times as long as with the cableway. 

The central cableway tower also interfered with two of the transverse 
spandrel walls and, in order to erect forms for and to concrete these walls, 
the cross-bracing was removed in one panel on each side of the three 
center posts of the center bent transverse to the viaduct between the 
arch ribs. The tower did not interfere with the pouring of the viaduct 
floor except where the three posts above mentioned passed through it. 
Here small square holes were bulkheaded of! around the posts and filled 
in with concrete after the tower was removed. 

n _ 

161. Spandrel Construction.—^The construction of the deck over the 
^ch ribs was not commenced until the main arch centers had been 
stnick. The transverse spandrel walls supporting the spandrel arches 
were concreted in sections of varying height in self-supporting sectional 
forma (see Fig. 444) lined with galvanized iron. The concrete was 
delivered to a dumping platform by the cableway and was thra 
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shoveled into the forms, the width of the same not being great enough 
to allow dumping directly. Just below the sponging hne of the span¬ 
drel arches a heavy projecting coping was placed on the walls to support 
the ends of the arch centers. 

The spandrel arch centers were built in sections 10 ft. 4 in. long, four 
sections for each arch, consisting of 2-m. lagging nailed to 3 X 12-in. 
bow-ribs spaced 2 ft. 4 in. centers, as shown in detail in Fig. 446. These 
sections were made adjustable to facilitate erection and removal. The 
bottom chords of the ribs had a 4-in. opening at the middle, covered 
by 2-in. fish-plates bolted on each side to allow the strikmg of centers. 
Above the second bottom chord from each end a rod and tumbuckle 



Fig. 444 —Tunkhannock viaduct. Completed arch ribs for two 180-ft 
spans Transverse spandrel walls, pier pilasters, and spandrel arches being 
concreted. 


were placed which, when all the fish-plates were removed, were tigl tened 
up to slack the centers away from the concrete and allow their removal 
after the wedges were drawn. A total numlier of 80 sections sufficed 
for the construction of the spandrel arches for the entire bridge. 

At the time the spandrel arches were poured, the parapet wall, up to 
the first offset of the coping, was also concreted in order to avoid an 
unsightly construction joint at the floor level. The forms for this por¬ 
tion of the parapet were built in sections extending from the crown of 
one arch to the crown of the one adjacent, as shown in Fig. 444. The 
reinforcement for spandrel arches and parapet was placed complete 
before any concreting was done. As soon as the forms for spandrel 
arches were removed, the wooden forms for the parapet copings were 
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erected, reinforcement placed, and the concreting done in the same 
manner as for transverse spandrel walls. 

The cableway could not be readily used for removing the spandrel 
arch centers on account of the eccentric loading which would of necessity 
come upon it during such a procedure, and a stiff-leg derrick was there- 



EiffMy untfs used ibr entire brkf^ 

Fici. 44.').—Tiiiikhuimoek viaduct. Details of spandrel arch centers. 

fore erected on the finished floor to handle these centers, and moved along 
as the work progressed. 

During cold weather the freshly poured sections of floor were covered 
with tarpaulins and a .steam pipe run under same to keep the concrete 
warm until it had set. In hot weather newly constructed sections of the 



Fia. 446.—^Tunkhaunock viaduct. Progress photograph, June 26, 1915. 


floor were dammed up at the ends and flooded with water until the 
concrete had set. After completing the floor the waterproofing was 
laid, the track ballast placed, and the track laid. Fig. 446, a progress 
photograph of the viaduct, shows the status of the work on June 26, 
1915. The entire bridge has since been completed (Nov. 7, 1915). 













CHAPTER XXXIII 


CONSTRUCTION OF UNIT-BUILT CONCRETP^ PILE TRESTLES 

In the early days of railroadini; and even within recent years it has 
been the general practice to bridge small and unimportant streams, 
swampy lowlands, and wide flat drainage areas with timber trestles. 
In such localities the spans can be made relatively short, and the 
standard pile trestle with bents 14 or IG ft. on centers is well adapted 
and economical. 

Of late years timber for such purposes has become scarce and costly. 
For this reason and also on account of the great fire hazard in some 
localities, a more economical substitute for the more or less temporary 
timber trestle has been need(‘d. It has been found by experience 
that concrete i)ilc trestles, consisting of concrete ])ile bents supporting 
concrete slab docks of 14-ft., IG-ft., or 20-ft. span, can be constructed 
economically, and besides are fireproof and require no maintenance. 
Concrete trestles have been used also for crossings where the openings 
were too high to permit the use of concrete pile bents, thin concrete 
piers being used to support the slabs. 

Concrete pile trestles have been found especially economical for the 
reason that the piles and slabs can be cast in a central yard, allowed 
to become seasoned, and then hauled to the site and put in place with a 
minimum amount of field work and with a plant which can be readily 
moved from place to place. This obviates the necessity of hauling and 
storing large quantities of materials and the erecting of a costly plant 
at each site. The central yard can be conveniently located close to the 
source of supply of sand and gravel, and the fact that material for many 
structures is fabricated at one place warrants the installation of more 
expensive and eflicient plant as the total plant cost is distributed over a 
greater number of structures. 

152. Details of Design.—In connection with 36 miles of double 
tracking between Fulton and Memphis, Tenn., the Illinois Central has 
recently built thirty-six concrete pile trestles (see Figs. 447 and 448) 
varying in length from 16 to 1648 ft. and in height from 6 to 21 ft. 
This railroad has also built concrete trestle approaches to three large 
steel bridges, with a total aggregate length of 9600 ft. for which about 
4000 concrete piles were used. 

The bridges in general consist of 5-pile bents at 16-ft. centers for 
single-track work, capped with reinforccd-concrete caps 3 ft. 6 in. deep 
and 2 ft. 3 in. wide upon which rest the slabs, two for each span. The 

675 



676 BEINFORCED CONCRETE CONSTRUCTION 


slabs are 7 ft. 'wide, 16 ft. long, and 2 ft. 1 in. thick, with side curbs 10 in. 
high and 1 ft. wide to retain the ballast. For double track trestles two 
additional intermediate slabs were used, making the structures 28 ft. 



Courtesy of C. F. Massey Co., Chicago, 

Fio. 447.—Pile trestle. General tjrpe of concrete pile trestle for crossings 
of less than ten spans, Illinois Central R. R. 


wide, the number of piles in each bent being increased to ten. The 
details for end, intermediate, and anchor bents arc shown in Figs. 253 
and 264 of Part II. These trestles were designed for Cooper's E-60 



Courtesy of C. F, Massey Co., Chicago. 

Fio. 448.—Pile trestle. General tsrpe of concrete pile trestle for crossings 
of more than ten spans, Rlinois Central R. R. (Note the double row of piles 
which occurs at every sixth bent.) 

live loading with impact equivalent to 50 per cent of the usual allow¬ 
ance given by the formula 
« . LU X Lh 

^ “ dZTlX 

where Lh « live load and D.L « dead load. 

Whenever a bridge consisted of ten or more spans, ah anchor bent, 
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consisting of eight piles driven close together in two rowB, was used at 
every sixth or seventh bent to resist the lateral stresses due to expansion 
of the slabs and the tractive force exerted by a moving train. (See Fig. 
448.) At these bents a concrete partition wail 1 ft. wide was built 
integral with the pile cap to separate the bridge into six or seven panel 
units, thus preventing the accumulation of the expansive and contractive 
movement of the deck for the entire bridge at one point, the movement 
being limited to units of six- or seven-span lengths. Expansion joints 
2 in. wide were provided to take up the movement at each anchor 
bent. In Fig. 253 of Part II the detail of the partition walls at anchor 
bents is clearly indicated, the upper portion conforming in outline to that 
of the top of slabs. 

163. Casting Piles.—The piles of octagonal shape, 16 in. in diameter 
except at the point whore they were tapered to 5 in. diameter, varied 
from 20 to 40 ft. in length. The lengths requirc{l at different points 
were asccitaincd by driving wooden test piles at every third bent. The 



l'’iG, 449.—Pile trestle. Details of standard concrete pile, I. C. R. R. 


piles were reinforced with longitudinal bars tied at intervals by welded 
wire loops, as shown in Fig. 449. 

The piles were cast in collapsible forms so constructed as to allow of 
2-ft. variations in length. These forms consisted of two-piece sections 
of sheet metal, each bent to form three sides of the pile, the width of 
each bide being 6 in. The seventh or bottom side consisted of a 2 X 6-in. 
plank to which the metal forms were clamped. These planks were kept 
level by transverbe supports placed at 4-ft. intervals. The eighth or top 
side was left open for placing and spading the concrete. The point of 
pile was formed by a complete metal form bolted to the lower end of the 
sectional forms. The reinforcement was slipped in from the upper end 
and a wooden bulkhead clamped to the end of the form and the pile 
concreted. 

164. Fabrication of Pile Reinforcement—From the detail of the stand¬ 
ard pile it will be seen that the reinforcement consisted of longitudinal 
bars tied together with wire hoops. The main reinforcement fur most 
of the piles consisted of eight f-in. bars, four of which extended the full 
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length of the pile, being bent into the point and wired together, while the 
other four were stopped off near the line where the taper of point began. 

To fabricate this reinforcement the bars were placed about templates 
on a long bench, in positions conforming to that which they occupy in 
the completed pile. Hoops of No. 7 B. W. G. wire with welded joints 
were wired to the bars at spacings shown in the detail, Fig. 449. Flat 
iron spacers were placed at several points between the bars to prevent the 
unit from collapsing and to hold the bars the proper distance from the 
forms. The long bars previously bent to lit the taper were then wired 
together and the unit or cage as it was called was ready for placement in 
the form just described. 

166. Concrete Plant.-—The concrete train consisted of the cars con¬ 
taining the crushed stone and sand, and a flat car uixin which was placed 



Courtrsy of C. F. Masmy Co., Chicago. 

Fio. 450.—Pile trestle. Pouring concrete piles. Various stages of the 

work arc shown. 


a mixer with a maximum capacity of 18 cu. yd. per hour and an average 
capacity of 12 cu. yd. per hour. A sloping deck placed above the mixer 
allowed the dumping of concrete materials (hauled in wheelbarrows on 
portable runways supported along the sides of the material cars) directly 
into the charging spout of the mixer. The cement was stored on the 
mixer car under the sloping deck. The concrete of a 1:2:4 mixture was 
discharged into the bucket attached to the cables from the boom of the 
locomotive crane and by this means swung around to either side of the 
track and discharged into the pile molds. (See Fig. 450.) The concrete 
was carefully spaded during placement and the top surface troweled. 
Fig. 451 gives a near view of the mixer train and also shows concrete 
piling stored in piles for curing. 
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166. Handling Piles.—^After remaining in the molds for 24 hours 
(although this depended somewhat on the weather conditions), the 
molds were removed and the piles allowed to cure on the planks for a 
period of 7 or 8 days, after which time they were stored in piles four 
and five high with wooden stringers between rows to allow air spaces 
on all sides so as to facilitate curing. The length of this latter curing 
period was about 2 weeks. 

At the end of this time they were loaded on flat cars by means of the 
locomotive crane and hauled to the site. None of them were driven, 
however, until they were at least 30 days old. The weight of these 
piles was about 215 lb. per linear foot, or about.3i tons for a 30-ft. 
pile. 



Courteay of C. F. Mamey Co., Chicago. 

Fio. 451.—Pile trestle. Near view of mixer train concreting slabs. Con¬ 
crete piles and slabs seasoning alongside the track. 


167. Driving Piles.—The piles were driven by the railroad company’s 
forces with five derrick-car pile drivers equipped with Worthington single^ 
acting steam hammers with striking parts weighing 3000 lb., and a 
combination follower cap and hood weighing 2500 lb. A heavier hammer 
was tried, but the piling was badly damaged and its use discontinued. 
The hammers of these drivers were swung in 50-ft. leads supported by a 
40-ft. boom of a derrick car, and had a drop of 3 ft. These drivers 
operated on a short temporary track blocked up on the piles previously 
driven and moved along by their own power as driving proceeded, as 
shown in Fig. 452. 

To protect the pile heads from the direct blows of the heavy hammer, a 
wood and steel follower block 6 ft. long was placed in the leads between 
the hammer and the top of the pile, as shown in Fig. 453. The length 
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Courtesy of Mr. Maro Johnson, En'jineer of Bridges and Buildings, I, C. R. R. 

Fia. 452.—^Pile trestle. Driving concrete piles with steam hammer. 
Temporary track for driver olocked up on piles just driven. 



Courtesy of Mr- Maro Johnson, Engineer of Bri^kiee o/nd BnUdinga, I. C. R. R. 

¥iq. 463.—^PUe trestle. Near view of wood cushion in metal guides fas¬ 
tened to.dnver leads to prevent breaking of pile heads. 
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of the hood or follower permitted driving the piles to the proper elevation 
without having the Icadu go below the track. To protect the pile heads 
still more while driving, cusliions of one or two coils of 2-in. rope were laid 
directly on the pile heads. In this way piles were driven to an avcra'ge 
penetration below ground of 20 ft. (minimum 15 ft.) without, for the 
most part, damaging the piles in the least. The combination of wood 
and rope cushions reduced the shock on the concrete and distributed 
the blow more uniformly over the pile head. A few of the piles broke 
down near the top and a few broomed so badly that they could not be 
used, but in general the piles stood up well and the failures occurred 
only under unusual circumstances. The rated bearing capacity of these 
piles was 24 tons. 



Court*iy of C F. Massey Co , Chicago. 

Fio. 454.—Pile trestle. Pile bents los^y for pile caps. (Note excellent 

condition of pile heads.) 


On account of the material encountered it was not always possible to 
drive all piles in one bent to the same level and some of them had to be 
cut off before the pile caps were placed. This was done by chipping off 
the concrete to the bars, cutting the steel with hacksaws, and then 
knocking the concrete off with sledges. In cases where the excess 
length did not exceed 3 ft., the concrete was removed and the rein¬ 
forcing bars bent down so as to be entirely within the pile caps. Where 
piles penetrated beyond the anticipated depth, the caps were deepened 
so as to extend down 11 in. over the lowest pile. The pile-driving outfit 
and a number of pile bents ready to receive caps are shown in Fig. 454. 

Some crews were able to drive as many as thirty piles in 1 day under 
good conditions, while in some cases only eight or ten could be driven. 
The total average cost of these piles for four or five of the longer 
trestles was 99.1 cents per linear foot, divided as follows: manufacture, 
G6 cents; handling, 12.3 cents; and driving, 20.8 cents. 
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Courtesy of C. F. Massey Co., Chicago. 

Fig. 456.—Pile trestle. Concreting pile caps from temporary narrow-gauge 
track carried on j^ht framed bents. 



Courtesy of C. F. Massey Co., Chicago. 

Fig. 456.—Pile trestle. Pile ^nts completed ready for slabs. (Note 
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168. Capping Pile Bents.—After all the piles for a bridge had been 
driven and brought to the proper elevation, forms were built around the 
pile heads, reinforcement placed, and the pile caps concreted. For 
short bridges the concrete for pile caps was mixed at one end of the 
bridge and hauled out in small cars and dumped into the forms. For 
the longer bridges a light trestle was built at some height above the top 
of the bents and the concrete was hauled out on small cars from the 
plant beyond the trestle and dumped into the forms. Fig. 455 shows 
such a construction track and the pile-cap forms in place, while in Fig. 
456 the pile bents are shown completed ready to receive the deck slabs. 

When the pile caps had hardened, the deck slabs (cast 2 months 
before in the Illinois Central slab yard at Fulton) were placed in position 
with a derrick car, as described later. 



Cowteay of C. F. Maasey Co., Chicago, 

Fio. 457.—Pile trestle. Handling 19-ton concrete slab with locomotive 

crane. 


169. Casting Slabs.—The slabs were cast in the yard at Fulton in . 
single rows on each side of the track to facilitate haiidlitig. The side 
forms, built in units, were erected on heavy floors of tongue-and-groove 
lagging; the reinforcement was then placed in position and carefully 
wired up. The concrete, of a 1:2:4 mixture, vras poured directly from 
the mixer train with the aid of spouts. (See Fig. 451.) A day or two 
after pouring, the side forms were removed to allow more rapid curing, 
and were again erected at other points fur additional slabs, a minimum 
number of forms thus being required. The corners and edges of slabs 
were chamfered to prevent chipping and spalling of same. 

160. Handling and Placing Slabs.—In order to make room in the 
yard the slabs were moved, 3 weeks after pouring, to the site where 
they were to be used but were not placed in the work until they had 
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hardened for 2 months. To make the handling of slabs easy, rings 
or hoops were embedded in the concrete at each end of slab. To move 
the slabs, a pair of chains with hooks at one end were hooked into the 
handling rinp, the other end of each chain being fastened to a large 
link which hung from the hook of the ^recking crane. A nearly 
vertical pull was obtained on the handling rings by the use of a steel 
spreader just above the hooks, as shown in Fig. 457. The slabs were 
picked up, loaded two on a flat car, hauled out to the site, and placed in 
the work by means of derrick cars of the same type as used for pile 
driving, having a lifting capacity of 30 tons. The slabs were set on a 
bed of grout on the pile caps, and the longitudinal and transverse joints 
(except at anchor bents) were filled with cement mortar. The slabs 
were then waterproofed by the application of two coats of hot coal-tar 
pitch, and soon after the ballast and track were put in place. 



CHAPTER XXXIV 


CONSTRUCTION OF CONCRETE SLAB BRIDGES FOR TRACK- 

ELEVATION SUBWAYS 

The construction of track-clcvation bridges in large cities where 
traffic must be maintained at all times, and where’ space to carry on 
operations is necessarily limited, involves methods which differ greatly 
from those ordinarily employed. The G. M. & St. P. Ry. in connection 
with the Bloomingdalo Road track-elevation project (1913-14) erected 
thirty-two reinforced-concrcto trestle street crossings (commonly known 
as subways) of practically the same design, the construction of which 
involved some new and economical methods designed to prevent the 
Mocking of street traffic. 



Courtesy of Mr. H, C. Lolhholz, Engineer of Design, C. M. & St. P. Ry. 

Fio. 458.—Track-clcvation subways. ^ View of 69-ft. subway, Blooniingdalc 
Road track elevation, Chicago, C. M. & St. P. Ry. 

161. General Design.—These subways consist of reinforced-concrete 
trestle slabs built in place on plain-concrete abutments at street lines * 
and on three intermediate reinforced-concrete skeleton piers, one 
pier at the center line of street and one at each curb. The majority of 
these bridges are 28 ft. wide and cross 60-ft. streets so that the main, or 
street spans, are made 19 ft. 6 in. centers and the end spans 10 ft. 6 in. 
from center line of pier to face of abutment. The former are slabs 
2 ft. 4 in. thick, built in two sections, each 14 ft. wide; and the latter 
have a maximum thickness of 1 ft. 6 in. All bridges have an under¬ 
clearance of 12 ft. at the crown of roadway except where street car tracks 
are crossed where the underclearance is increased to 13 ft. 6 in. Con¬ 
crete curbs or parapets built integral with slabs retain the track ballast. 
The parapets are beveled off at the bottom of the slab so as to ap- 
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parently reduce the depth about 6 in., and the face is paneled so as to 
relieve the monotony of the plain fiat surface. The accompanying 
illustration (Fig. 458) of a 60-ft. subway gives some idea of the general 
design, and Fig. 262 of Part II shows the details. 

162. Construction of Abutments and Piers.—The excavation for 
piers and abutments was in general carried down by hand in open 
trenches to a stiff clay capable of sustaining a load of 4000 lb. per square 
foot, the excavated material being thrown or hauled back between 
retaining walls, previously built, which connected with the abutments. 

The abutments arc of a modified gravity type with a reinforced toe 
footing projecting 4 ft. 6 in. beyond face of abutment so as to avoid 
excess toe pressures and thereby give greater stability. The footings for 
abutments were poured in one continuous run from mixer trains which 



C&urtesy Mr. U. C. Lcthhoh, Engineer of Design, C. M, & St. P. Ry. 

Fio. 459.—Track-elevation subways. Completed abutments and piers 
for OO-ft. subway, Rloomingdale Road track elevation, Chicago, C. M. & 
St. P. Ry. Centering for slab forms being erected. 

operated on a temporary pile trestle built on one side of the right-of-way. 
Two lines of keyways 4 in. deep and 12 in. wide were formed by em¬ 
bedding beveled timbers in the fresh concrete to key the abutment 
proper to the footing and prevent sliding of the abutment on the base 
due to the earth pressure behind it. (See Fig. 262.) The timber forms 
for abutments were then erected and the concreting done in one opera¬ 
tion, no horizontal joints being allowed in the ncatwork. 

The piers for all subways consist of four rcinforced-concrcte columns 
abouh 12 ft. high resting on a continuous inverted T-beam footing and 
connected at the top by a continuous girder or cap with the underside 
arched between columns to improve the appearance. 

The pier footings were cast in rough forms in one continuous operation 
with the vertical bars for columns set in place in the forms. The pier 
forms, composed of self-sustaining metal sections, were then erected 
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around the column steel, the cross-girder steel set in place, and the 
entire pier concreted in one operation. In the early part of the work 
sectional wooden forms were used for piers, but these were later dis¬ 
carded entirely for the metal forms which were more economical, since 
they could be more easily erected and taken down, and were not so 
susceptible to damage on removal. These metal forms also required 
little or no repairs, which was not true of the wooden forms. The 
completed abutments and piers are shown in Fig. 459. At the right, 
next to the pier, note a line of upright posts being erected to carry the 
slab forms. 

, 163. Construction of Slabs.—The slab forms were built for a slab 
one-half the width of the bridge—namely, 14 ft.—since the temporary 
construction trestle obstructed one side of the bridge above the tops of 
the piers and abutments. The centering consisted of heavy timber 
stringers carried on heavy posts resting on the footings of the piers and 
abutments, thereby obstructing only a small portion of the sidewalk and 
roadway. Across the stringers 4 X 6-in. joists were laid at about 18-in. 
centers and upon these dressed and matched lagging was placed. The 
side forms for slabs were then erected, and the reinforcement (consisting 
of two rows of longitudinal steel in bottom and one row in top of slab, 
tied together by continuous V-shaped stirrups and some transverse 
bars both top and bottom) was securely wired together and blocked up 
so as to be 2 in. clear from the forma. 

A layer of 1:2 cement mortar 2 in. deep was then placed over the 
forms to insure adetjuate covering of the steel, since the close spacing 
of bars (3^ in. centers) would no doubt have caused the formation of 
stone pockets had the usual 1:2:4 mixture been used. To prevent the 
formation of ragged and uneven edges all corners and joints on showing 
faces of slabs were given a chamfer, formed by nailing a 1-in. V-strip 
to the forms. Each slal) was poured in one continuous run but no two 
adjacent slabs were poured at the same time. This method was 
followed so as to make sure that each slab was a separate unit, a f-in. 
space being left between all adjoining edges of the slabs. The roadway 
slabs each contain about 24 yd. of concrete and the sidewalk slabs about 
one-half this amount. 

At crossings where it was necessary to keep the two street car tracks 
open for traffic as much of the time as possible, the deck slabs were not 
cast in their final position as was the usual case, but were cast on forms 
raised some distance above the tops of the piers to give the required 
underclearance, and were afterward let down into place. 

After the piers had been completed, the slab forms for one of the 
roadway spans was erected on the usual type of centering, but at a higher 
elevation, and the concrete poured without interrupting traffic below. 
The second slab was then placed in the same manner and, after the slabs 
had cured sufficiently, blocking and hydraulic jacks were placed under 
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the ends of one slab, the formwork then removed, and the slab lowered 
into its final position by means of the jacks. The street under this 
slab was then tom up and excavated to the depth required to give the 
necessary clearance of 13 ft. 6 in., the street car track replaced, and 
traffic diverted to it while the other span was being lowered into position. 
In Fig. 460 one of the slabs is being lowered into position while the other 
is still blocked up above its final seat. 

Expansion is provided for at the center pier, the slabs being keyed to 
the other piers and to the abutments by 6-in. beveled keyways 1 in. deep 
left in the piers and abutments at the time of concreting. At the ex¬ 
pansion-bearing a continuous zinc plate, as wide as the pier top, was 
anchored to the same when concreted, and similar plates were fastened 
to the ends of the slabs to form a sliding joint. The expansion joint was 
filled with a sheet of waterproof “lith” i in. thick which is quite elastic 
and which will readily compress, when subjected to pressure, to about 



Courtesy of Mr IF C Lothhoh, Engtnnr of Design, CM ^ St P Ry. 

1 lo. 460.—Track-elevation subways. Concrete deck slabs poured on forms 
raised to give street car clearance, C. M. & St. P. lly. 

one-fourth its original thickness, and is therefore very effective as an 
expansion-joint filler. The joints at fixed ends, and also the longitudinal 
joints, were filled with cement grout after the slabs had seasoned 
thoroughly. 

As soon as the slabs for one side of a number of consecutive subways 
had been constructed and hardened sufficiently to bear traffic, a tem¬ 
porary track was laid on the slabs, the timber trestle removed, and the 
other half of each bridge built. 

164. Concrete Plant—The concrete plant used for most of the subway 
copstruction work was of a special type, consisting of a mixer mounted 
on a flat car which was fed with aggregate from storage bins on the 
«same car. These bins were supplied by a dragline bucket, operated on a 
cableway, with which the sand and gravel was picked up from the cars 
in the train. Bulk cement, which was used almost exclusively on this 
work, was hauled in wheelbarrows to the mixer along runways laid on 
portable scaffold brackets hung from the car roof, the cement car being 
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l^ced at the head of the train. The general arrangement of this plant 
is shown in Fig. 461. 

From the illustration it will be seen that the car at the rear end of the 
train (»irries one of the 46-ft. steel cableway towers and also the boiler 
and hoisting engine which operates the buckets on the cableway. The 
other tower is carried on the mixer car between the mixer and storage 
bins. The towers are set on trunnions on which they may be folded 
down when moving the plant for any great distance. The 1-yd. grab 
bucket can be so operated on the cableway as to pick up a load in any 
of the five gondolas in the train, and transfer it to the storage bins, which 
have a capacity of 30 yd., sufficient for a 1-hour run. From the bins 



Courleay of Univeraal PorUand CemenA Co, 

Fig. 461. —Track-elevation subways. Concrete plant used in construc¬ 
tion of concrete subways, Bloomingdale Road track elevation, Chicago, 
C. M. & St. P. Ry. 

the aggregate is conveyed by a belt conveyor (driven by a gasoline 
engine) to the ^yd. mixer operated by another gasoline engine. In the 
work in question the concrete was in general placed through a spout or 
chute, directly into place. 

With this plant, operation may be continuous even when the material 
cars attached are so few in number that switching is necessary during the 
day. In such cases the cableway has been taken down, empty cars 
taken out, and full cars of material switched into the train in 45 minutes. 
Under average conditions 60 cu. yd. of aggregate per hour can be 
handled with the yard bucket and 75 per cent, of the material may be 
unloaded without assistance; the remainder, however, must be shoveled 
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into the bucket. With a crew of 14 men to operate it, this plant has a 
capacity of 200 cu. yd. per day. 

166. Drainage and Waterproofing.—The tops of the main slabs are 
sloped 2 in. from the center each way to side gutters which slope down 
so as to discharge on to the sidewalk slab which is sloped to discharge 
the drainage over the abutment, where it is collected in drain tile, con¬ 
nected through manholes with the street sewer. Seepage into longi¬ 
tudinal joints between slabs is prevented by 4-in. curb walls. 

When slabs last poured had seasoned for some time they were pre¬ 
pared for waterproofing by patching up the surface, filling the joints as 
mentioned above, and rounding out all re-entrant angles and pockets 
with cement mortar. The surfaces to be waterproofed were thoroughly 
cleaned with wire brushes, care being exercised to remove all laitance to 
which the waterproofing did not adhere properly. Before applying 
the waterproofing the concrete had to be thoroughly dry, hot sand being 
used where necessary to dry out comers, gutters, and wet surfaces. 
The deck was then mopped with hot pitch and a “ Jiarrett Specification” 
five-ply waterproofing applied, the layers of felt being laid with wide 
laps transverse to track and covered with hot pitch. Wherever prac¬ 
ticable, the waterproofing was laid in one run for the full width of bridge 
and flashed into recesses in parapets. Wherever possible, longitiidinal 
joints were made at the center line of the slabs. The |-in. expansion 
joints between slabs were covered with two continuous strips of tar 
paper 3 ft. wide, care being exercised not to get any pitch between 
layers. The top layer of felt was then mopped with pitch and the 
waterproofing carried over it in the same manner as if no joint occurred 
at that point. 

To protect the waterproofing layer it was then covered as soon as 
cold with a l^-in. layer of 1:2:3 concrete, with 4-in. stone or gravel for 
the coarse aggregate. This covering of concrete was troweled smooth 
and the surface protected from the direct rays of the sun for 24 hours. 
When the concrete had hardened, the rock ballast was spread over it 
and the ixjnnanent tracks were laid. 


For subways of similar design built in connection with the Evanston 
track-elevation work of this road in 1909, the slabs were built in a central 
yard, transported to the site, and erected by a specially-designed train. 
In this case it was impossible, on account of the great volume of traffic 
which had to be maintained, to use any method which would make it 
necessary to utilize the second track during construction. This at 
once precluded the building of slabs in place, as was done on the Bloom- 
ingdale work. For any scheme that could be evolved, based on the use 
of wrecking cranes or derrick cars for placing the slabs weighing 65 tons, 
it was found that either traffic would have been blockaded to an un- 
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desirable extent or that considerable change would have been necessi¬ 
tated in the cranes or derricks before they could have operated suc¬ 
cessfully under the conditions. 

In the Bloomingdale Road track-elevation work, the traffic, other 
than that of construction trains, was not very heavy and was diverted 
to a track on one side of the right-of-way outside the wall. Thus the 
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Fio. 462.^—Track-elevation subways. Special car for transporting and 
placing concrete slabs for subways, Evanston Division, C. M. & St. P. Ry. 
1909. 


maintenance of traffic put little handicap on the methods of subway 
construction so that pre-cast slabs could have been placed without 
difficulty. From past experience, however, it was deemed best and more 
economical to concrete the slabs in place, and this was accordingly done. 

The device used on the Evanston work to transport and set slabs 
consisted of a 76-ft. plate-girder span mounted on two 100-ton steel flat 
cars equipped with special timber decks, spaced far enough apart to 
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allow the hanging of the slabs from the girders by means of two four- 
sheave tackle blocks operated by two hoisting engines in two derrick 
cars, one at each end. (See Fig. 462.) 

With this apparatus the placing of slabs was accomplished in the 
following manner: The slabs were blocked up in the casting yard and 
placed on girder carriages which were mounted on rails; then they were 
run out under the 75-ft. girders and the sheave blocks fastened to the 
lifting hooks embedded in the ends; finally the slabs were lifted clear of 
supports and transported to the bridge site. The slab was spotted 
directly over the piers on which it was to rest, the temporary track re¬ 
moved, the slab lowered into place on a stii! bed of mortar, and the track 
blocked up on the new slab to allow removal of train. 



CHAPTER XXXV 


1 

CONSTRUCTION OF THE NORTH SAMUELS AVENUE VIADUCT, 

FORT WORTH, TEXAS 

The North Samuels Avenue viaduct at Fort Worth, Texas, a beam- 
and-girder bridge over the Trinity River made up of nine 50-ft. (c. to c. 
of piers) girder spans, the designing details of which are shown in Figs. 
275 to 278 inclusive of Part II, no doubt ranks among the largest of 
structures of this type involving such unusual spans. A novel feature 
of .the construction was that the widths of all beams and girders were 
made to conform to stock, or actual sizes of lumber, instead of with utter 
disrespect to sizes of lumber as is usually the case. This effected quite a 
saving in the cost of form construction. 

Construction op Substructure 

166. Excavation.—;The excavation for land piers and abutments was 
done mainly with slip and wheel scrapers through a heavy black clayey 
loam which when dry was quite hard and would stand up with a vertical 
face for a height of 16 or 20 ft. without caving. 

The river piers were excavated by hand with pick and shovel in 
timber-sheeted holes to a depth of about 12 ft. below the river bed. The 
excavated material was shoveled into 1-yd. turn-over buckets and lifted 
out by a 5-ton A-frame derrick with 60-ft. boom mounted on a car. 
(See Fig. 463.) The material encountered was alternating strata of mud 
and gravel, which contained much water after heavy rains and which 
required considerable pumping to keep the holes fairly dry. The 
sheeting (2 X 10-in. lumber) was driven down with hand maul as the 
excavation proceeded, and was braced to hold same in line, as shown in 
Fig. 464. The water was handled by a duplex steam pump. 

167. Piling.—The piles for the river piers were driven with a 2500-lb.‘ 
drop-hammer driver in 25-ft. leads swung from the derrick boom, as 
shown in Fig. 465, the driver in this case being used to drive falsework 
piles. 

These piles, originally specified to be 26 ft. long, averaged only 10 or 
12 ft. in length and were driven until they struck a bed of hard compact 
gravel. On reaching this stratum the average penetration was about i in. 
under the last blow of the hammer and the tops of the piles tended to 
broom badly. After the piles were cut off to the proper elevation, the 
footing reinforcement was placed and the footings concreted. 

40 . 593 
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168. Forms for Hers and Abutments.—^The forms for neatwork of 
piers and abutments consisted of 1 X 8-in. or 1 X 10-in. shiplap on 



A- ' 



Courtesy of Mr. E. W. Robinsoa of tU McKenzte Coiu Co , Son AtUonto, Texas. 

Fio. 463.—Samuels Avenue viaduct. Various stages of pier excavation 



Courtesy of Mr. E, Bofnnaon of the MeKensie Cons. Co , San Antonio, Texas, 

Fio. 464.—Samuels Avenue viaduct. Inside view of coffderdam for 

river pier. 


2 X 6-in. vertical studs held by 4 X 4rin., 4 X 6-in., or 6 X 6-in. wales 
tied at alternate studs by 4 strands of No. 8 or No. 3 black annealed iron 
wire. The forms for different portions of the structure were designed 
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for the rate of filling which could be obtained with the mixing plant 
used. These designs were made on typewriter paper and copies were 



Courtesy of Mr. E. W. Robinson of the McKenzie Cons. Co., San Antonio, Texas. 

Fio. 465.—Samuels Avenue viaduct. Pier footing poured and pier forms 
creeled in.sidc of cofferdam. Driving falsework piles with drop hanimerin 
swinging leads from derrick. 

given to the superintendent with a notation of the head they were 
designed to withstand. Fig. 466 gives a detail of a typical section of 
pier and abutment forms. Built-up sections or panel units of forms 



Fio. 466.—Samuels Avenue viaduct. Typical detail of pier and 

abutment forms. 


which were used several times were advantageously employed on the 
lower lifts, or where they could be handled by the derrick. In general, 
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however, it was found more economical to build the forms in place. 
In constructing forms care was exercised to obtain as smooth an outside 



Courtesy of Mr. E. W. Bobtnton of the McKeruie Cone. Co., San Antonio, Texaa. 

Fig. 407.—Samuels Avenue viaduct. Pulling pier forms with derrick, 
showing abo spouting equipment for substructure work. 



Courtesy of Mr. E. W. Robinaon of (Ae MeKemie Cone, Co., San Antonio Texaa. 

Fiq. 468.—Samuels Avenue viaduct. Pulling cofferdam sheeting with 

derrick. 


surface as possible to avoid the necessity of much refinishing of surfaces 
£dter removal. 
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109, Concrete Work on Piers and Abutments.—The concrete for 
piers and abutments was of a 1:2|:5 mixture, with limestone passing a 
2-in. ring as coarse aggregate. In this, some 250 tons of one-man stone 



Cowttgy of Mr, E. W. Robinson of Oie McKensie Cons. Co., San Antiono, Texas. 

Fig. 469.—Samuels Avenue viaduct. View of south abutment and land 


pier forms. 

were embedded. The high cost of handling it on accoimt of the small 
yardage used at each pier resulted, however, in a very small saving. 

The concrete was mixed in a 9-cu. ft. mixer driven by a gasoline engine, 
hoisted to the top of a 110-ft. hoisting tower, and then discharged into 



Cowieay of Mr, E. W, Robinson of iht MeKensie Cons. Co., San Antonio, Texas, 

Fig. 470. —Samuels Avenue viaduct. Finished piers and abutment, ready 

for girders. 


place by means of Wylie trussed steel chutes and wooden troughs placed 
at a grade of not less than 1 in 4. The main chutes were so attached to 
the tower as to tdlow swinging over a considerable radius and the wooden 
troughs, to give a still greater radius of distribution, were set up on 
timber A-frames, as shown in Fig. 467 which also shows the derrick 
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being used to remove the lower section of pier forms before pulling the 
wooden sheeting. In Fig. 468 the pier forms are shown removed and 
the sheeting pulled. In Fig. 469 may be seen the abutment forms in 
place, also those for upper portion of the two-pillar land piers, and the 
falsework for the first span of the superstructure in course of erection. 
In Fig. 470 the north abutment and adjacent land piers are shown, 
stripped of formwork, with stub bars for anchoring girders protruding 
from the top. In this view the construction joints in the concrete are 
plainly visible, but these joints were afterward quite effectually hidden 
by a method which will be described further on. 


CoNSTKUOTION OF SuPEKSTUTIOTUnE 

170. Forms and Centering for Superstructure.—A construction load 
of 50 lb. per square foot, in addition to the dead load of concrete, was 
assumed for the design of the forms. The total load of one span was 
thus about 833 tons, and was carried on twenty-two 6 X 0-in. posts under 



Fio. 471A.—Samuels Avenue viaduct. Forms and supports for floor-beams. 


the two main girders and seventy-two 4X4-in. posts under the slabs, 
stringers, and floor-beams. The spacing of the posts and the loads 
which they were assumed to carry are indicated on the accompanying 
detail drawings. Figs. 471A and 47IB show the forms and supports 
for floor-beanjs, and also for stringers, girders, and the slab between 
floor-beams. In Figs. 472A and 472B are shown the floor-beam form 
details and supports under stringer forms, also the forms and supports 
for girders. The posts were well scabbed together (that is, extra pieces 
nailed on) at all splices and they were braced by horizontal lines of 
braces in both tlircctions, with some diagonal bracing in addition, as 
indicated in Fig. 473. 

The main girder posts (carrying from 5.5 to 7.5 tons), and those for 
land spans, rested on footings of concrete 6 in. thick designed for a unit 
bearing of 2 tons per square foot. The smaller posts with loads of from 
0.9 to 2.4 tons were placed on pieces of 3-in. plank embedded in mortar. 

From the illustration (Fig. 473) it will be noted that a comparatively 
large number of form supports were used. These were decided upon as 
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giving a more economical form construction than a fewer number of 
large posts capped with timbers, due to the increased cost of erection of 
posts of the latter type, and also because of the fact that no special 
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took place, the large number of posts employed making it possible for 
one post to settle considerably without affecting the structure due to the 



Courtesy of Mr. E. W. Robinson of the McKentie Cons. Co., San Antonio, Texas. 

Fia. 473.—Samuels Avenue viaduct. View of falsework for superstructure. 

fact that adjacent posts were close enough to take practically all the 
additional load. On another job of similar construction in the same 
city, where the other method of supporting forms was used, two main 



Courtesy of Mr. E. W. Robinson of the MeKsnsie Cono. Co., San AiUonUt, Texas, 

Tio. 474.—Samuels Avenue viaduct. View of river span falsework, show¬ 
ing also the difference in construction of river and land piers. 

girders crackc^i, presumably due to the settlement of one post after the 
concrete had taken its initial set. Oh the bridge here described, the 
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settlement of land forms varied from i in. to | in., due almost entirely to 
tightening of the joints and compression of the vrood. 

For the river spans the same type of falsework as was used for the land 
spai^ was supported on twenty-one temporary timber piles, capped with 
4 X 12-in., 6 X l!2-in., and 8 X 12-in., timbers, as shown in Fig. 474, the 
load on the piles varying from 6.5 to 15.5 tons. In Fig. 475 one span 
of the falsework in river is shown wrecked by driftwood; the concrete, 
however, was sufficiently set at the time of the failure to carry its own 
weight so no harm was done. This illustrates one of the dangers to be 
met with in the use of many-post centering in streams subject to floods. 

Due to the fact that piles were not driven to proper penetration, 
through an error on the part of the pile-driver foreman, the first river 



Courtesy of Mr. E. W. Bolnneon of the McKenzie Cons. Co., San Antonio, Texas, 

Fio. 475.—Samuels Avenue viaduct. View of wrecked river span 

falsework. 


span concreted settled 4^ in. This happened before initial set in the. 
concrete had taken place so no damage resulted; a slight bow, however, 
shows in the girders. To guard against similar settlement in the 
other river spans, extra posts, resting on concrete footings, were placed 
at points of greatest load. 

On another job of similar construction over the same stream, supports 
for river spans were arranged so as to leave the channel entirely free from 
obstniction, thereby avoiding danger of loss by high water, also the 
excessive settlement encountered on the North Samuels Avenue viaduct. 
This construction shown in Fig. 476 consisted of 6 X 6-in. inclined posts 
supporting the formwork and resting on 8 X 8-in. waling strips bolted 
to the piers with |-in. bolts 20 in. long with a nut on each end embedded 

in the concrete, the bolts being wrapped in tar paper to allow their 
fio 
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removal. This centering was given a 2-in. camber in anticipation of 
settlement or deflection of inclined struts, but none occurred. 

In the design, sizes for beams and girders were selected with a view to 
make use of stock widths of lumber for the bottoms of the forms and the 
sizes were accordingly made 11^ in., 17 in., and 23 in. Planking 3 in. 
thick was used under the main girders and 2-in. material under the beams. 
The side forms and also the slab forms were of 1-in. shiplap supported 

by 2 X 4-in. and 2 X 6-in. studs 











Fig. 476. —Samuels Avenue viaduct. 
Detail of river span falsework useil on the 
Fourth Street viaduct (Ft. Worth) of the 


and joists. Some J-in. bolts 
were used to tie side forms of 
the beams and girders to pre¬ 
vent spreading, but in general 
No. 3 or No. 8 black iron wire 
tics proved more economical 
and satisfactory. In the build¬ 
ing forms, 0.104 lb. of nails and 
0.107 lb. of wire were used per 
square foot of form surface. 

171. Placing Reinforcement. 
—^After forms were complete for 
an entire span all reinforce¬ 
ment was jdaoed and securely 
wired to i)revent any tlisi)lacc- 
ment. To further insure the 
proper location of steel in the 
finished bridge, small beveled 
concrete blocks were used as 
spaccm at beam bottoms and 
sides. Fig. 477 shows the rein- 
lorccment for a portion of the 
beams and girders in place 
ready for slab steel. 


same type of construction. 172. Methods of Concreting 

Supers^cture.—^In pouring the 
superstructure, the portion between the curbs for one entire span was 
placed in one continuous run, the remaining portion (consisting of curb 
stringer, sidewalk stringer, and sidewalk slab) being poured a few days 
later. This procedure was adopted on account of the difficulty of sup¬ 
porting the side forms for the curb to an accurate line or grade while the 
concrete of the roadway slab was still green. Machine bolts 1 in. in diam¬ 
eter were set in two rows and spaced 2 ft. 3 in. centers for each rail of a 
street car track located over each girder. At first boxes were set on the 
forms to provide slots into which each pair of bolts was grouted after the 
slab had hardened. The closeness of the slab bars made this a slow and 
expensive method and it was finally decided to use these boxes every 10 
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or 12 ft. to support an inverted T-bcam composed of two 2 X 6-in. planks 
on which the bolts were hung to hne and grade. This also formed a 
platform from which the men could woik, and also a support for the 
movable wooden chutes with which concrete \ivas conducted from the 
end of steel chutes, attached to the tower, to all paits of the work. 

All the concrt'tc, with the exception of that in a part of the railing, was 
mixed at the central plant, at the distiibuting tower pro\iously men¬ 
tioned. Only one plant was used, this being moved from its original 
position two spans north of the south abutment to the north end of bridge 
and then back again, in older to reach all parts of the work with a maxi¬ 
mum distance of 250 ft. for chuting the concrete. With this length of 



CourU 91/ of Mr E W RobtTtson of Ihe McKfntu Cons Co , 6an Antonio, Trxat 
Fto. 477.—Samuels Avenue viaduct Beam and girder rtiuforceinent 

in ])lacc. 


■ 

chute the concrete was^distributed without difficulty except when a dry 
batch was followed by a wet batch, in which case the latter batch would 
spill over the sides of the chutes The stone and sand were dumped as 
near the mixer as possible and wheeled in bairows to the hopper of the 
mixer, which was self-loadmg. Concrete was mixed and placed at the 
rate of 20 cu. yd. per hour with the following aveiage organizations: 
three men wheeling sand, six men wheeling stone, two men bringing and 
emptying cement into mixer, two men to run mixer and hoist, and 
four men on the deck working the concrete around the reinforcing steel 
and shifting the chutes. A mixture of the propoitioiia 1 2.4, with 1-in. 
limestone as coarse aggregate, was used for the entire superstructure. 

173. Progress Chart—The progress chart, Fig. 478, shows very clearly 
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the general progress made in excavation and the sequence of construc¬ 
tion of the various parts of the structure. A chart of this nature vdll be 
found a most excellent record and one which will demonstrate its value 
many tim^ (even after a structure is completed) to settle questions that 
may arise els to time and sequence of construction and many related 
questions. 

174, Surface Finish.—^In carrying on the concrete work the concrete 
was well spaded next to the forms, but no special pains were taken to 
conceal constniction joints. After the forms were removed and before 
the concrete had become too hard, all showing faces were gone over and 



Excavation 

Fia. 478.—Samuels Avenue viaduct. Progress chart for entire construction. 


the fins and lips removed with a bushhammer, pr carborundum stone, 
and smoothed off carefully. All holes were pointed up with mortar 
and later rubbed down to give a surface of uniform color. After under¬ 
going this treatment, the construction joints are very inconspicuous at a 
distance of 100 ft., which was not the case before treatment, as indicated 
in Fig. 470. 

176. Expansion Joints.—^At the expansion end of each span the girders 
rest on a pair of milled-iron bearing plates and the ij-in. expansion 
joint between end floor-beams is packed with tar paper. In the roadway 
and sidewalk slabs a U-shaped strip of 16-oa. sheet copper was embedded 
in the concrete near the top for the full width at expansion joints, and 
the ^'U” filled with asphalt to prevent seepage into the joints. 
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176. Concrete Railings or Parapets.— -The parapets or railings were 
constructed in three operations. First the foot r^ was cast in place 
without anchorage to the walk, with an opening at each post about 8 in. 
less than the width of the post. Next the open-spindle panels 5 in. 
wide, previously cast in units, were set up in the groove in the footrail, 
and the handrails with grooved bottoms set up on the panels. Finally, 
the post forms were erected and bolted in place and the concrete poured 
in around the other members, the vertical reinforcing steel for posts being 
anchored into the outer stringer. 

When the forms were removed, all the joints were pointed. A few 
days later the concrete was painted with grout and rubbed down with 
carborundum brick to give a surface of uniform and pleasing texture, 
free from small defects and holes. 

Wooden forms were used for all parts of the railing with the exception 
of the semicircles at the top of the 6-in. openings in the panels, which 
were of galvanized iron. The bed of the panels consisted of tongue- 
and-groove flooring nailed to 2 X 6-in. joists. The openings for all 
panels are vertical, and, since the grade of the bridge varies from level 
to 2 per cent, the cores had to be shifted with a change of grade. The 
cores were removed as soon as possible after pouring to allow dres-^ing up 
the defects. 

Expansion joints were provided in the railing, directly over those 
in the deck, by wrapping the ends of the panels and rails with tar paper 
before pouring the post. 
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PART VTII 

EUROPEAN CONCRETE BRIDGES 


nv 

Philip Aylett, Assoc. M. Am. Soo. C. E. 

AND 

P. J. Maiikmann, C. E. , 

American criginoers who have followed European progress in the 
design and construction of concrete bridges must have admired their 
esthetic merit and wondered at the light, bold design. 

A number of epoch-making practical applications of theoretic princi¬ 
ples in the design of concrete bridges within the last decade have to bo 
credited to European engineers. Hinged arches, free-ring (barrel or 
ribbed) arches, and the subdivided system of concreting, etc, all origi¬ 
nated in Europe and were all looked upon at first with disapproval in 
America, and arc even today not approved of in some quarters. 

Within the last few years hhiropean bridge enginwirs have made 
another and more remarkable departure, one which has attracted 
attention far and wide. Briefly, it may be generally described as the 
successful founding and construction of reinforced-concrete arch bridges 
upon soils so insecure in character that the new type of construction has 
been referred to in the American technical press as “floating founda¬ 
tions.” This practice at the time of its first apjiciarance, like other 
European innovations which have preceded it, met with the disapproval 
of American engineers and is still looked upon unfavorably. Foreign 
engineers, however, have always been noted for their thoroughness and 
conservatism, and it appears inconsistent, therefore, to believe that in 
the so-called “floating foundations”—radical as such construction may 
seem—they should have departed from their usual thorough analysis 
and safe procedure. 

It has been the aim of the authors of these chapters to point out some 
of the most marked characteristics and features of European practice 
and to show, both by description and illustration, the ways and means 
which have contributed to the excellent results secured. In doing this 
it has been the intention to emphasize the thoroughness of the scientific 
research work accomplished in Europe, and to comment at length on 
the architectural form of the European bridges and their admirable 
harmony with surroundings. 

The material for these chapters has been collected during an extensive 
tour abroad devoted exclusively to the design and construction of 
52 607 
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concrete bridges. This tour included England, Belgium, Holland, 
Germany, Switzerland, and France. 

Many of the photographs have been taken by one of the authors at 
the bridge sites. The descriptive matter has been partially prepared 
from personal inspection notes, records, and interviews with foreign 
engineers and others, supplemented by material from the foreign 
technical press and works of reference, which has been rearranged and 
abridged. 

The authors take great pleasure in acknowledging their obligation to 
Wilhelm Ernst & Sohn, Berlin, Germany, for their kindness in allowing 
the authors to reproduce illustrations and to make extracts from the 
Handbuch ftir Eisenbetonbau, 2d revised edition, Vol. VI.* 

The authors further desire to express their sincere thanks to railway 
and public officials, to the American and British Consulates in various 
cities, and to engineering societies for their valuable assistance in obtain¬ 
ing and supplying photographs and data. 

Acknowledgment for various favors and assistance is also especially 
due to the following engineers: M. L^n Lebrec, Secretaire technique 
de la Soci6t6, Imgdnieurs Civils, Paris; M. Hennebique, Paris; H. 
Schhtze, Wattwil, Switzerland. 

The following technical publications and works of reference have 
been consulted; Annalcs des Ponts ct Chauss^Sos, Paris, France; Le 
G6nie Civil, Paris, France; Annales des Traveaux Publics de Belgique, 
Brussels, Belgium; The Engineer, London, England; Concrete and 
Constructional Engineering, London; Engineering, London; Engineer¬ 
ing News, Now York; Engineering Record, New York; Beton and Eisen, 
Vienna, Austria; Le C6ment, Paris; Schweizerische Bauzeitung, 
Zurich, Switzerland; Allgemeine Bauzeitung, Vienna, Austria; Christo- 
phes “Le B6ton Ann6;” Emperger's “Handbuch fiir Eisenbetonbau.” 


CHAPTER XXXVl 

EUROPEAN VS. AMERICAN PRACTICE 

177. General Discussion.—One cannot travel abroad, especially on 
the Continent, without being struck with the conscientious care given to 
the finished appearance of bridge structures. This is true not only of 
prominent structures in or near centers of concentrated wealth and 
artistic taste, but also of comparatively modest structures at places 
remote from any large centers of population. Although a number of 
well-designed structures have been built in American cities and parks 
within recent years, it must be acknowledged that in Europe there are 

* For eonteats uid review of thia thorough and oomprehenaive treatiae aee '‘Engineering 
Newa” Xiteratura Supplement, Oet. 17, 1S12. 
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a great many such structures, and that they are the rule and not the 
exception. 

The American engineer, on account of the rapid development of 
concrete construction in his own country, is apt to overlook similar 
wrorfc in foreign lands, and probably never realizes fully what goes on 
there. He believes naturally, inasmuch as the same conditions and 
problems met with here also exist in foreign lands, that the methods 
employed and results attained there are probably somewhat similar to 
his own; that, if differences do exist, they are due to the inferior practice 
abroad and the superior practice in his own country. Any such opinions, 
however, arc very far from the truth. While American practice does 
excel in some respects, these relate exclusively to plant, machinery, etc.— 
that is, to methods and things economic or utilitarian—and seldom to 
the esthetic or scientific, so far as reinforced-concrete bridge construc¬ 
tion is concerned. 

In the design, manufacture, and erection of the typical American 
structures, the steel truss and girder, we excel and reign supreme without 
a rival—but there our supremacy ends. In fact, in the design and con¬ 
struction of bridges in reinforced concrete, foreign practice is far in 
advance and the European engineer in this is still our master, and we 
have much to learn from him. 

Although the problems and conditions met with here are similar 
to those encountered abroad, nevertheless, certain essential differences 
exist in methods employed and residts obtained—especially the latter— 
which are bound to be of interest and value to the American bridge 
builder. It must be remembered that Europeans were the pioneers in 
concrete and reinforced-concrete bridge construction, and that they 
originated and developed nearly every important advance and expedient 
in connection therewith—in both theory and practice; many of these 
progressive ideas have been imported and adopted, more or less, by 
American practice; others arc still comparatively unknown or little used. 

• When reinforced-concrete construction was younger—that is, before the 
introduction of European methods—differences were more marked and. 
comparisons less favorable to American practice than they are at 
present, but wide differences still exist. 

When the methods or results attained by one nation or people in 
commercial or industrial affairs differ with those of another, vre usually 
attribute the difference to conditions affected by the cost of labor and 
material—that is, to the laws of supply and demand. These relative 
conditions, however, do not fully account for the difference in results 
in the field of modern reinforced-concrete construction. The principal 
reasons for the marked superiority in the scientifically economical and 
esthetically beautiful results which European engineers have to thw 
credit may be found by analyzing the European work with respect to the 
scientific, esthetic, and economic elements involved. 
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178. The Scientific Element.—Scientific differences are due princi¬ 
pally to the more thorough technical training of the European engineer 
and to the painstaking scientific investigations, researches, tests, and 
experimental work by government institutions, the results of which 
are at the engineer’s disposal. These conditions lead to a superior 
knowledge of the properties of materials and the laws of design, and to 
the rational use and application of concrete and reinforced concrete. 
The definite knowledge of the qualities of the materials assures a greater 
confidence in them and has led within recent years to the European 
tendency toward the adoption of those light, bold, open forms of the 
steel arch in concrete design, rather than the massive, heavy masonry 
forms. This fact, no doubt, accounts for the original introduction and 
present widespread use of those types which, from the American view¬ 
point, appear daring and reckless. The position of the European 
engineers, however, is based upon their superior knowledge and 
experience in reinforcod-concrete design, and is comparable with the 
position of the American engineers with rcs|iect to the design and 
construction of those types of steel bridges of which the European 
engineers have never fully approved. 

Following the Austrian experiments,^ which furnished the knowledge 
that the clastic theory could be confidently applied to reinforced 
concrete arches, European engineers directed their attention tow'ard 
the simplification of the design of the structural system, both in theory 
and practice. This has resulted in the development and introduction 
of many new features and devices. These, together wuth the Austrian 
experiments, may be considered as the pioneer w'ork of rcinforccd- 
concrcte construction—the breaking of the trail for others to follow. 

The examination and study of many concrete bridges throughout the 
Continent and Great Britain has disclosed many novel features and 
interesting methods and devices, both in design and construction. All 
of these originated in Europe and are now preferred practice there. 
Some of them arc w’cll known, more or less, to American practice; 
others are comparatively of limited use; while others are still entirely 
unknown. The European features of design and construction which 
pertain to the scientific element arc listed below and will be considered in 
the order given: 

> A eomprehensive scries of experiments by the Austrian Society of EnKineers and Arclii* 
teots in 1800 on arches of various materials, including brick, stone, concrete, and reinforced 
concrete, with spans ranging from 4.5 ft. to 75 ft. These experiments were carefully made 
under the supervision of some of the most eminent Europ(;an engineers and architects. 
Their report, published in 1895, is tho most valuable contribution to the theory and practice 
of-reinforced-conmte construction that has ever been made, and its far-reaching effect is 
felt to this day. These tests of arches disclosed the fact that the calculated elastic de6ec- 
tion corresponds with the actual deflection, thus establishing the applicability of the thearu 
of the elaatie arch to arches of reinforced concrete. 
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(o) Theory. 

(6) Hinge construction (related also to the economic clement). 

(c) “Free-ring” construction (related also to esthetic and economic 
.elements). 

(d) Cellular construction (related also to esthetic and economic 
elements). 

(c) “Unit” or subdivided erection—^that is, dividing the arch ring or 
rib into blocks or voussoirs (related also to economic clement). 

(/) Bowstring girders (or trusses) and open-web (cored) girders (re¬ 
lated also to esthetic and economic elements). 

. is) Special construction features; 

Rigidity and connections of reinforcement. 

Temperature influence and compensating devices. 

Drainage and waterproofing. 

Bearings. 

(/i) Special falsework and cre(!tion features. 

(i) Tests. 

(а) Theory. —Following the Austrian experiments, the wide applica¬ 
tion of the theory of elasticity in rein forced-concrete constniction 
led various authors to develop simplified methods of solving the three 
C(iuations of elasticity. 

Among the principal methods usetl for the solution of an clastic arch 
of any f(»rm by foreign engineers, may be mentioned the graphical method 
of Prof. Eddy, subsequently developed by Prof. Cain, and the analytical 
methods of Mohr and Breesc and other writers. Turncaure and Maurer’s 
analysis of the hingeless arch, making use of the constant “arch magni- 

tudes”, -j 1 originally pointed out by Schdnhofer (Oesterr. Wochen- 

schrift fiir den offcntl. Baudienst, Heft 14,1904) is also used extensively, 
especially in Great Britain. 

The simple German method is extensively used for parabolic, circular, 
and segmental arches. Professor Morsch’s simple method of computa¬ 
tion is largely used, as is also that originated by Profe.ssor Melan. The 
latter uras employed in the design of the Montbenon-Chauderon bridge 
at Lausanne (Fig. 479). In all cases the check calculations are the 
reverse of the method used for design—that is, an analytical check is 
given if the first investigation is graphical, and rice versa. 

(б) Hinge Constniction (Refer also to Chapter XXXVII “Hinges of 
Arched Concrete Bridges”).—The use of hinges in connection with stone 
masonry arches was already known in Europe prior to concrete arch 
construction. This experience in hinge construction afforded the 
European engineers a preliminary training—a stepping stone—in their 
advance from the older, massive, stone, hinged type to the newer, 
lighter, open, hinged structures of reinforced concrete. Katurally, in 
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TiQi 479»—|llohtbem)n-Cl;«uderon bridge, Lftosaune, Switzerland. 
('X^rmmal pylons ot strae.) 
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their first hinge applications in the newer materials, they desired to 
follow, as far as possible, those beaten paths which had led them to suc¬ 
cess in the old. Consequently, the first concrete hinged arches were of 
the solid spandrel type and were not monolithic structures, for the 
arches were built of pre-cast concrete blocks or voussoirs varying 
from 2 ft. to 5 ft. in length, these being treated just as if they were of 
stone. Three binges were preferred, as it was the safer practice, in that 
it enabled the stresses to be determined more definitely (without re¬ 
course to the theory of elasticity), and also avoided the serious effects 
of any slight yielding of abutments. This was simply the application 
of the older and better known methods to the newer and comparatively 
unknown material. Some of the most important bridges constructed 
between 1890 and 1900 were built in this manner. The monolithic 
concrete fixed arch succeeded the voussoir hinged structure, after which 
the application of hinges to the former logically followed. 

A hinged concrete arch was built in Germany as ‘early as 1873. It 
was not until 1906—33 years afterward—that the 90-ft. three- 
hinged concrete arch was built in Brookside Park, Cleveland, 
Ohio—^the first in North America. The advantages of hinged con¬ 
struction have never been properly appreciated in the United States; 
in fact, there appears to be prejudice or lack of confidence here in such 
construction and its use is now comparatively limited—and even looked 
upon with distrust by many. This, partially at least, is due to the fact 
that no hinged stone masonry bridges have ever been built in the 
United States, and consequently the American engineer has never 
enjoyed the European advantage gained by contact and experience 
with such construction, and hence his progress and advance have been 
beset with more doubt and difficulty, and confidence and progress have 
been somewhat retarded. 

In addition to this, the failure some years ago of the Maximilian 
bridge at Munich, Germany (a three-hinged voussoir masonry structure 
of two 144-ft. spans) during construction, with the unfavorable com¬ 
ments of the technical press upon hinged construction, did much to 
strengthen American prejudice and discourage progress in hinged con¬ 
struction; although this accident involved no constructive princiffie 
whatever—^in theory or practice—being due entirely to faulty design 
and erection. 

Fortunately, soon afterward, over the same stream and within 
gunshot of this accident, the great three-hinged GrUnwald bridge with 
its two 23()-ft. record-breaking concrete siMins was successfully com¬ 
pleted. The time, Hie place, and the circumstances which marked its 
completion—^the world’s' mightiest three-hinged concrete structure— 
formed no small factor in counteracting the prejudice produced by the 
Maximilian accident—and through it, confidence was largely restored in 
hinged concrete construction throughout the Continent. There are 
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many forms and features of hinges and hinged construction which have 
never been introduced into American concrete practice at all. The 
subject is so important that Chapter XXXVII has been devoted ex¬ 
clusively to it. It will only bo necessary, therefore, to refer briefly to 
same here. The various types of hinges which have been introduced 
in European concrete bridge construction comprise: 

Stone and concrete hinges which represent the rolling type. 

Lead and asphalt plate hinges which represent the quad-rolling type. 

Iron or steel hinges of the rolling, the revolving, or the flexural type. 

The stone (rolling) and the lead and asphalt (quasi-rolling) hinges 
are almost unknown in American concrete bridge construction, and the 
flexural type entirely so. 

Concrete hinges (rolling) have been used here to a very limited ex¬ 
tent—there being only several cases and these are not very important 
structures. Hinges of steel or iron (rolling or revolving) are about the 
only ones used by American engineers thus far. 

The flexible or semi-hinge of steel is peculiar to structures of rein¬ 
forced concrete and has been used only by French engineers in France 
and England. (See Figs. 568, 569, 570, 571, 574, and 575.) This type 
has proved superior to any other form of hinge, both in service and cost. 

The use of hinges and hinged construction of any type in connection 
with concrete-bridge construction is still in its infancy in the United 
States, although it is one of the most important features or devices 
which has ever been introduced in concrete-bridge construedion. When 
we come to fully realize and appreciate the extensive use of this impor¬ 
tant scientific feature throughout Europe and Great Britain, wdih its 
combined scientific and economic advantages and sweeping possibilities 
which w'e see represented and realized in so many magnificent foreign 
examples, it is hard to understand how such a device, so far-reaching in 
result, can be so largely ignoriid by the American engineer who usually 
is so energetic and so alert to seek out and find improvements in 
methods, especially those of scientific and economic value. 

The use of hinges has made possible many arched structures in re¬ 
inforced concrete, in cases where foundation conditions would have 
rendered them altogether impracticable and unsafe but for the hinges. 
Such sites, without the use of hinges, would necessarily have been sur¬ 
rendered k) the steel structure of the girder or truss type, thereby 
sacrificing esthetic possibilities and durability. 

' (c) **Free-nng” Construction. —Free-ring construction is another 
advance in simplification of the structural system of the arch, and is 
second only to hinges in importance. By means of this type of con¬ 
struction the weight of the roadway and its loading are transmitted 
directly to the arch ring or rib through independent spandrel columns 
or walls of concrete, except perhaps near the crown where the roadway in 
many cases rests directly upon the arch ring. 
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The many disadvantages and difficulties associated with the old 
solid spandrel form (due to heavy loads, pressures, and settlements of 
spandrel filling which often cause derangement of drainage systems, re- 
sultipg in face discolorations, cracks, and even failures) are thus avoided, 
and the loading is fixed more definitely in both distribution and in 
amount. 

Both the solid ring (or barrel) and the ribbed type of free-ring con¬ 
struction are much used in Europe, although the latter is preferred at 
present. The enormous combined advantages arising from the scien¬ 
tific, esthetic, and economic considerations of this type have been recog¬ 
nized and used with telling effect throughout the Continent and in 
England, and now predominate all others. 

With the elimination of unnecessary spandrel dead load (filling, solid 
spandrels, etc.), it became possible to greatly reduce foundation loads, 
stresses, and sectional areas, and thereby obtain a weight reduction of 



Fi(i. 480.—Stvanicc Island bridge at Prague. 


the arch itself, which in turn permitted a great increase in span length. 
The use of the ribbed type still further reduced the weight of the arch 
and has simplified the structural system. Probably the most important 
advantage scientifically is that the ribbed arch affords a means toward 
a more careful and accurate dispo.sition of the material to secure maxi¬ 
mum efficiency. 

The hinged, open-spandrel, ribbed type is the simjdest and most 
advanced structural system yet devised in rcinforced-concrete bridge 
construction. 

There is still another form of construction found in Europe which may 
be designated as a combination, solid-open-spandrel typo. The 
Stvanice Island bridge at Prague is an example of this. (See Fig. 480.) 
In this type the spandrel facewalls are solid with the exception of inter¬ 
vening arches (voutes d’6h%isseraent) located over the piers, with a 
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view to lightening the structure above the piers and adding to its 
decorative appearance. 

From the American viewpoint, the modern European concrete bridge 
is most striking on account of its lightness in comparison with the 
American structure. The difference is so great that the observer who 
has familiarized himself with the practice on both continents naturally 
asks—Has scientific design been disregarded on both continents result* 
ing in structural weakness on one side and in an excessive use of 
material on the other? 

The answer lies in the causes mentioned above-~4hat is, greater 
confidence in the material resulting from greater thoroughness in 
scientific methods of testing, proportioning, mixing of materials, and 
workmanship, and also especially in the rigidity of reinforcement and 
the thoroughness of its connections combined with careful scientific 
design and the placing of material to attain its greatest efiiciency. 

These, with the further enormous advantage that such work in field 
and office is in the hands of skilled specialists exclusively, are the reasons 
for European superiority in reinforced concrete. To similar reasons 
may be attributed American superiority and confidence in steel con¬ 
struction. 

id) Cellular ConatrucHon .—Cellular construction is another popular 
and important feature in European design of concrete bridges, and, in 
some form or other, is found in nearly every structure built within 
recent years. It not only possesses strong scientific advantages but it 
also affords an important means in the attainment of esthetic and 
economic results. To some extent cellular construction has been used in 
connection with stone masonry, but only to an insignificant extent as 
compared to that attained in reinforced concrete. The very nature of 
masonry construction .opposes its use, for strength and massiveness in 
stone masonry are synonymous and inseparable. 

The facility with which concrete, and especially reinforced concrete, 
can be substantially built in comparatively thin walls, slabs, and masses 
makes cellular construction possible. In no class of construction is it so 
peculiarly adapted as in bridge construction, where it has added another 
potent scientific means of simplifying the structure system, the reduc¬ 
tion of weight, and the placing of material to secure maximum efficiency. 

The present day practice does not limit its use to any single portion or 
type of foreign concrete bridge. We find it in superstructures as well as 
ip substructures, in beams, columns, or arches, balustrades and pylons. 
The European concrete bridge practically begins and ends with cellular 
construction. 

Open and closed (spandrel walls enclosing hollow interiors) spandrels 
w nothing more than cellular construction, although the latter is solid 
m appearance. The world's largest concrete arch—^the great 328-ft. 
Tiber Bavot bridge at Rome (Figs. 481,482, and 483)—^is merely a large 
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Fto. 482.—Tiber bridge at Rome, It<aly. (Horizontal section through base 

of abutment.) 
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hingeless arch-shaped, subdivided cellular box, formed by its arch¬ 
barrel, spandrel walls, roadway-slab, and abutments. This structure 
is of the closed (hollow), non-filled, spandrel type. The scientific 
application of cellular construction on a large scale alone made this 
structure possible in reinforced concrete. In fact such construction has 
entered into its design so extensively that an eminent French engineer 
stated that it was built of “three parts air to one part reinforced 
concrete.” It is not only noted throughout the world for the slenderness 
of its members and length of span, but also because of its so-called 
floating foundation. 

(e) *‘UnU” or Subdivided Erection .—Subdivided erection is another 
exi)edient originally introduced and used extensively in European 



Fro. 483.—Tiber bridge at Tlome, Italy. (Abutment section, section at 
crown, and section A-B. Note coinpressol piles.) 


construction, in order to avoid internal stress in the arch ring or rib 
arising from deformation of the centering by settlements, shrinkage, etc. 
Since such troubles cannot be avoided, even with the best of workman¬ 
ship, the only alternative was to render them harmless as far as possible. 
This has been done by dividing the arch ring or rib into a number of units 
(blocks or voussoirs) and placing these at symmetrical points of the arch 
simultaneously in order to produce uniform B 3 anmetrical deflection of 
the centering; thus providing at various points between the units, a 
number of temporary hinge points which are finally closed simul¬ 
taneously. 
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This practice has been used in stone arch construction by European 
engineers for many years. It is considered there not only as a safeguard 
against injury and accident, but as a means of securing accuracy of the 
intrados curvature as well. This practice also avoids the old, time-con¬ 
suming, awkward method of placing temporary load at the crown and at 
other points of the centering. 

Continuous or monolithic construction of arch rings and ribs has 
passed out of European practice, even in short spans. In fact, experi¬ 
ence has shown that such construction was responsible for so much 
harm that in recent specifications it has been prohibited. “Unit” 
erection is not only required, but the exact procedure and sequence is 
laid down in the specification by special diagrams, and such information 
is repeated on every drawing which affords an opportunity. Illustra¬ 
tions of this may be found in a number of important structures shown 
in the following pages. It is a matter of regret that American constnic- 
tion should be deprived so extensively of such a simple and effective 
safety expedient which is so sound in principle and practice, especially 
after years of precedent and success in many structures in many lands. 
Yet we still find many American specifications containing such clauses 
as “The arch ring must be deposited in one monolithic mass, by con¬ 
tinuous work, night and day if necessary” (extract from a recent specifica¬ 
tion). When long and heavy arches rendered this “continuous work” 
impracticable, the “monolithic mass” Is still considered so important 
that the arch barrel, ring, or rib is divided into hngihulinal sections of 
such widths “that each section (longitudinal) will constitute a day’s con- 
tinous work,” the “days” often being 24 hours long. The failure to 
recognize and apply this important and sound expedient has been re¬ 
sponsible for more troubles (such as cracks and even failures arising 
from irregular deformation and settlement of centering) than any other 
cause. 

Subdivided or “unit” erection is far more important to American 
construction than to European, for in the former the greater capacity 
and superiority of plant equipment, transportation, and machinery 
enables the concrete load to be deposited upon the centering far more 
rapidly than it is in Europe, and hence the centering is given less time to 
accommodate or adjust itself to its load at tliis most critical stage of its 
service. 

(/) Bowstring and Open-web (Cored) Girders .—Many engineers have 
considered the trussed- or bowstring-girder type in reinforced concrete 
to be a somewhat questionable type of construction, on account of the 
greater difficulty in constructing the forms, in depositing the concrete, 
and in makin g connections in the reinforcement; and also because some 
members are subjected to direct tensile stress. Notwithstanding th^e 
disadvantages, however, there are many cases where such typra are 
more economical than solid webbed girders, and many fine examples 
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of successful applications of these types are found throughout Europe. 
They, of course, are never preferred to the arch, and their use is limited 
to those cases where conditions make arch construction impracticable 
on account of limited underclearance over waterways, h^hways, or 
railways, or where unstable foundation conditions exist. 



Fig. 484 —Bowstnng truss over railway tracks, Fnednchsfeld, Germany. 


In such cases, but for the bowstring- and girder-typo structures, it 
would be necessary for concrete to give way to steel structures. Over 
the railway between Heidelberg and Mannheim, Germany (Fig. 484) 
a beautiful example of the bowstnng type has recently been completed 



From ** Hanibneh ftLr S<«mtetonbau ” 

Fig. 485.—Highway bridge over the Werle near Salzuflen. 


and is an unusually well-designed and graceful structure, although 
located in a rural neighborhood, at a railway junction. 

The street bridge over the Werle near Salzuflen in lippo is an inter- 
eeting and unusual type. It is one of the few “hinged” bowstring struo- 
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tures which have been built (Fig. 486). This arch structure with 
suspended roadway was selected on account of the limited d^ownce 
between roadway and water level. Span 28.0 m. (*»92 ft.), rise 
4.6 m. (= 15.1 ft.). The clear distance between arched trusses is 2.80 
m’. (= 9.2 ft.). There is a cantilevered sidewalk on either side of 
90 cm. ( = 35.4 in.). 

The static system is that of a pair of two-hinged arches, with hangers 
and tie members, which latter also serve as roadway stringers. 

The truss is of hooped reinforced concrete; the bottom chord (tie 
member) is composed of steel channels. Transveri^ struts are used to 
brace the top chord as shown. 



From *' Handbueh fUr BUenbetonhau." 

Fig. 486.—Street bridge in Waldlng near Lints, Upper Austria. 


The open-web (or cored) girder is frequently used on account of its 
open and more attractive form, and also on account of its economy. 
When length and weight of the girders are such that they can be handled 
with facility and without the use of machinery, a considerable saving in 





I • II 




Section A-B. 


falsework results by pre-casting the girders and then placing them in 
their final portions, as is done in the ease of steel girders. 

The highway bridge in Walding near Lintz (upper Austria) is an 
example (Fig. 486). This is a through-structure of the Visintini type 
(Fig. 486A), The compression members (top chords, end posts, and 
end panel struts) are very massive compared with the tension members, 
The injurious effect of the usual secondary stresses has been obviated by 
the massiveness of the upper chord. 
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(ff) Special Construction Fealures .—Rigidity and Connections of 
Reinforcement.—A number of interesting and valuable features of 
European practice have been noted by inspecting work in progress, by 
studying original designs, and by reading many of the contributions 
to the foreign technical press. Rigid connections of the reinforcement 
appear to be the most distinguishing feature of foreign construction 
(especially in Germany, Belgium, and Holland), and European practice 
is far in advance of American practice in this regard. The rigidity or 
thorough connections of the reinforcement in some structures is such 
that the complete skeleton erection of same precedes the form construe- 
tion and the placing of the concrete. This enables the reinforcement 
to be more accurately placed and connected without the usual inter¬ 
ference of the form work. The Rotterdam electric railway viaduct 
(Fig. 487) was built to a large extent in this way. 

Temperature Influence and Compensating Devices.—Much in¬ 
vestigation and attention has been devoted to the influence of tem¬ 
perature on completed concrete bridges of both the hingeless and the 
fixed types. Such tests, covering long periods, are now being extensively 
made. 

It is well known that the influence of heat upon large sectional areas 
is less than upon smaller .areas. The low conductivity of concrete is a 
quality which has not been taken sufficiently into consideration. A 
concrete bridge is heated principally on its exterior surfaces. On 
account of the low conductivity of the concrete this heating docs not 
apply to the whole body and the lower interior temperatures are changed 
but little, if any; hence the steel, which is a good conductor, may not be 
affected at all.* 

In view of the low conductivity of concrete a rise in temperature of 
more than 30* C. in a long arch ring or floor-slab, with its surface 
mostly shaded against the sun or covered by filling or pavement, 
appears very improbable. A number of recent experiments upon arch 
bridges have confirmed the small influence of heat on the deformation of 
the arch. 

German engineers recommend for computation, a temperature varia¬ 
tion of from; 

25* C. to —15* C. (40* C.) for arches 8 in. in thickness. 

22® C. to —12® C. (34® C.) for arches 20 in. in thickness. 

17® C. to — 7* C. (24® C.) for arches 40 in. in thickness*. 

It will be of interest to refer to an American example, the Walnut 
«Lane bridge in Philadelphia, as an illustration. Measurements by 
electric thermometers between August, 1908 and May, 1909 have shown 
a maximum fluctuation of 24® C. in the temperature of the concrete, 

*X«fermet: "Haadbuoh fOr EiAanbetoBbao," 2. aeuboarbeitete Aufiage, Baad VL 
Copyright, 1911, by Wilhelm iiniat & Bohn, Verlag, Beriin. 
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while the outside temperature between these dates varied by 52" C.; 
furthermore, the greatest rise of the arch crown, as actually measured, 
agreed fairly well with the value computed for the variation of 24" C. 
A variation of 40" C. between extreme temperatures of concrete has been 
recommended by the Committee on Keinforced Concrete of the Austrian 
Engineers and Architects Society. The Swiss regulations provide for 
a total variation of temperature in the concrete of 35" C. 

In order to guard against the influence of temperature variations 
and to prevent injury to completed structures, compensation or expan¬ 
sion joints are provided, at which joints changes in length can be 
compensated without excessive stresses and injury. 

The high temperatures of the middle of the day followed by the lower 
temperatures of the night are not so serious as are the long spells of 
continued cold weather which always cause cracks unless properly 
provided against. 

European structures are remarkably free from temperature and 
shrinkage cracks, due to the fact that suitable and positive provision 
is always made for same. The idea held by some that an expansion 
joint is something which should be concealed is not entertained by the 
foreign engineers for in almost every structure such expedients are 
found in full view. It is recognized that expansion joints have an 
important duty to perform, a purpose to fulfill, and the location and 
construction of the joints are such as to make their purpose evident. 

Bridges are subject to the free play of air currents and the rays of 
the sun which cause greater and increased shrinkage. The provision 
of compensation joints against shrinkage cracks is considered of as 
much or even more importance than for temperature variation. Re¬ 
inforced concrete is usually richer in cement than plain concrete and 
hence shrinkage in the former is greater. This, fortunately, is coun¬ 
teracted by the reinforcement which serves to moderate and equalize 
same—^a function in itself which would amply justify the use of 
steel. In balustrades and parapets especially, compensation joints 
are essential, not only on account of their exposed location above the 
roadway, but also on account of their relatively smaller sectional 
areas and richer concrete. Thus, such portions of the structure are 
subjected to greater temperature and shrinkage movements than the 
other portions.* 

The European recognition and thoroughness of providing sq^h pro¬ 
tection is well shown in the following illustrations: 

Fig. 488—Langwies viaduct, the expansion joint is seen entirely 
^ through the structure at a distance of 500 ft. away. 

Fig. 489—Expansion joints in balustrade of the New Neckar bridge 
at Heidelberg. 

* "Kaadbuek fOr BiMnlMtonbau,*' i. neubearbeitete Auflage, Ba&4 VI. 

Copjrrigbt, 1611, by Wiltidm Ernst a Bohn, Verlac, Berlin. 
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Pig. 490—Halen bridge balustrade joints. 

Pig. 491—Reinforoed-concrete trestle in Paris, where double columns 
are provided solely for the sake of affordii^ an effective means of 
compensation. 

With three>hinged arches, temperature influences do not affect the 
arch proper injuriously, since the hinges themselves afford an ideal 



Fio. 488.—Langweis viaduct, Switzerland. Chur-Arosa BSectric line. 
314.92tft. span. (Note reinforced-conerete framework for falsework sup¬ 
port. Approach spans 48.2 ft.) 


means for compensation. In fact, this advantage alone justifies the 
use of hinged construction. It must be remembered, however, that 
whUe the hinges protect the arch, they do not protect the superstructure 
above—and their presence really makes such protection there more 
necessary even than in hingeless arches. Injury to the superstructure 
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by the arch movements is eliminated by provision of expansion joints 
from the arch up through the spandrels, roadway, and balustrades. 

Fig. 492 shows the thorough manner in which this has been effected 
in the New Neckar bridge at Mannheim by German engineers. 

Drainage and Waterproofing.*—Much attention has been given to the 
safeguarding of concrete structures against damage by water. The 
first consideration, of course, should always be a good drainage system. 
In addition to proper and adequate drainage of the roadway surface, 
further precautions are necessary to protect interior surfaces and masses 
of concrete from seepage water. This is attempted by means of various 
methods of waterproofing. 

Concrete is not water-tight, but pervious—somewhat similar to a 
very fine sieve—and possesses the property of capillary attraction to a 



Fig. 489.—New Ncckar bridge at Heidelberg, Germany. 


remarkable degree. Perviousness depends largely on the amount of 
cement contained. The richer the concrete, the less pervious it be¬ 
comes. It is particularly important to waterproof concrete structures 
which are reinforced in order to protect the steel reinforcement against 
water or even dampness, and it is usual to embed same in mortar 
somewhat richer than that in the general mass of the work. Another 
means of protection is the application of a cement-mortar plaster on the 
exterior surface of the mass or member. Various waterproof prepara¬ 
tions are substituted frequently for this—with more or less success. 
The greatest disadvantages of the otherwise satisfactory cement-mortar 
coating arises from its richness in cement causing it to shrink, crack, 
and scale when exposed. Cracks also result from the movement of the 
structure itself due to temperature and vibration. Hence the unsatis¬ 
factory results obtained from cement-mortar waterproof coatings 
* led to the use of other tougher and more elastic coverings for the exclu¬ 
sion of water and dampness. The most important of these in use at the 
present time in foreign practice (with average cost) are the following: 

* Btftreneti “Hoadbaeb fttr Eiseobetonbau," 2. naubearbeitete Auflaga, Baad VI. 
Copyright, 1011, by Wilhelm Emit A Bohn, Verlag, Berlin, 














Pia. 400.—Halcn bridee. Berne, Switzerland. (Note concrete block 
lacing at piers. Gravel finUh. Mam span, 285 92 ft. Approach spans, 
8~32.8-ft. irirdeis.) 
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1. Two applications of hot tar or an asphalt preparation (asphalt 
dissolved in oil), applied cold or hot, is considered the cheapest and 
simplest. Cost 20 cents per square yard. 



Fig. 491.—licinforccd-concrcto trestle, electric plant, Pans (Note expan¬ 
sion joint) 

2. The application of one thickness of builap covered on both sides 
with hot tar. This method is found especially adapted to steep sloping 
or vertical surfaces, where No. 1 would not prove satisfactory on 
account of shpping under its weight. Cost 25 cents per square yard. 



Fig. 492.— New Ncckar bridge, Mannheim, Germany. (Note hinge and 
expansion joint through spandrel and balustrade. Also note building under 
frch contaming apparatus for experunents.) 

3. The application of a double layer of burlap coated with hot tar 
above, below, and between the layers. This affords better protection 
than No 2. Cost 36 cents per square yard. 

4. The application of a single thickness of asphalt felt (felt salurited 
with asphalt). This is made from flax and wool fiber in thicknesses of 
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approximately A in. It is preferable for light grades, while Nos. 2 
and 3 are best for heavy grades or vertical surfaces. Cost 28 cents per 
square yard. 

6. The application of a double thickness of asphalt felt, of approxi¬ 
mately i in. in thickness of unsanded asphalt roofing paper less than 
Vt in. in thickness. It has been found that this adheres to the 
concrete surface much better than felt, but is inferior to it in strength 
and toughness. Cost 25 cents per square yard. 

6. The application of a double thickness of unsanddd asphalt paper. 

7. The application of “Siebel” plates. These consist of plates 
formed by alternate layers of thin sheet lead and asphalt-coated felt. 
These lead plates are stuck on the concrete surface and are joined (or 
more properly spliced together) by 2i-in. overlapping joints. The 
splice joints are made by separating the layers of felt and lead for 2^ in. 
back from the edges, then the layers of adjacent plates (likewise sepa¬ 




rated) ore passed between one another and closed down tightly. In 
this way a continuous covering is afforded which is both durable and 
absolutely waterproof. Cost 75 cents to $1.25 per square yard. 

Bearings.—In all cases where no monolithic connection between a 
bridge girder and the supporting abutments or piers is intended, the 
transmission of the bridge loads to the foundation has been accom¬ 
plished by bearings. In addition to transmitting the vertical forces 
to the supports at the desired points, these bearings must also permit a 
rocking motion of the beam ends, corresponding to a deflection of the 
beams resulting from any loading. In long bridges they must also 
provide for a horizontal movement of the beam ends resulting from 
temperature changes. 

Where no provision for expansion has to be made, the bearings may 
be designed as rockers (Figs. 493 and 494). The contact surfaces in 
svmh bearings are either cylindrical (Fig. 493) or spherical (Fig. 494) in 
order to transmit the reactions exactly at right angles to the abutments 
and at fixed locations. This type of bearing is essential with small 

* From *'Han^nteh JUr Etionbetonbau.” 
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piers and masonry abutments and especially with greatly inclined 
girders—^for example, the Montbrillant Bridge at Lausanne (Figs. 
498, 499, and 500). The contact surfaces have sufficiently different 



Fig. 498,—General view of Montbrillant bridge, Lausanne, Switzerland. 

radii of curvature, so that the two bearing bodies will roll on each other 
without friction. 

The bearings shown in Fig. 495 provide for horizontal mobility (by 
sliding) besides the rocking mobility. Figs. 496 and 497 show bearings 


c --+ •' 



From ‘'Handbueh fUr Eiaenbelonhau." 

Fig. 499, —Details of Montbrillant bridec, Lausanne, Switzerland. 
(CrosS'eection in center of span. Ijongitudinal section. Note bearings on 
piers and inspection openings.) 

so constructed that not only the rocking motion but also the horizontal 
motion is accomplished by rolling. 

These bearings are in most cases of cast iron or cast steel, seldom of 
rolled steel. All contact surfaces are machine finished. 
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The dimensions of the bed-plate bearings on the abutment, as well 
as the dimensions of the bearing on the underside of the girder end, 
follow from the permissible unit pressure upon the masonry—say about 
350 lb. per square inch and from the value of the bending moment, 
taking as the allowable extreme fiber stress about 3500 lb. per square 
inch for cast iron and 14,000 lb. for cast steel. 

The number and the diameter of the rollers are to be taken so that 
the pressure (p) in kg. for 1 cm. of each roller length does not exceed 
454, where d is the roller diameter in centimeters—or, expressed in units 
of pounds and inches, the pressure (pi) in lb. for 1 in. of each roller 
length does not exceed 640di, where di is the roller diameter in inches. 



Im. 500.—Details of Montbrillant bridge, Lausanne, Switzerland. (Sec¬ 
tion over pier. Note double cantilevers to secure width of roadway.) 


The Hertz-Weyrauch analysis (Tliitte, XX Aufl., Ill Teil S. 438) 
furnishes for the stress in tlie pressure line 

= 0A2yf’-f- 

where <r = stress per unit area. 

p = pressure per unit length of roller. 

E — coefficient of elasticity, 
r = radius of rollers. 

The equation is homogeneous, o is the stress per square centimeter 
when p, E, and r are given in the metric units, and a is the stress per 
square inch when p, E, and r are given in pound and inch units. 

Using the metric units and taking p ^ 45d ^ 90r 
a ^ 0A2V9b~XE ^ 3.98VE 
E = 2,250,000 kg. per sq. cm. 
a ^ 6000 kg. per sq. cm. 
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Using the American units, pi ^ 640£ii ^ 1280ri 

ai ^ 0.42v'1280‘x El ^ 15.026 V£fi 
El =‘ 32,000,000 lb. per sq. in. 
ei = 85,000 lb. per sq. in. 

This stress may be considered as permissible, taking into account the 
fact that this compressive stress is limited to a very small area and that 
a lateral flow of the metal is impossible, also assuming that the best cast 
steel is used for plates and rollers.* 

(A) Special Falsework and Erection Features .—^The most striking 
feature connected with continental practice in falsework construction 
is the extensive use of round timber. It is truly a strange sight to an 
American engineer to see those forests of poles, branching out fan-like 
in all directions, supporting a long high concrete arch in construction. 

The great Langwies arch (Fig. 488) is an example of this and it is 
said to be the largest centering ever constructed of round timber. 
(These photographs were taken in July, 1914.) The center pedestal is 
built of concrete to the hub of the timber fan. 

While the use of round timber is extensive, it is not exclusive, for 
much sawed timber centering and combinations of both are used. The 
large use of poles is, of course, duo to the scarcity and cost of lumber. 
Round poles are also used (tied together) in scaffold work for buildings, 
etc., thus avoiding damage to timber by bolts and spikes. 

In this way such falsework, scaffolds, etc., become a portion of the 
contractor’s plant. When sawed timber is used—especially for smaller 
spans—small sizes of a cheap merchantable grade are generally found. 

Another marked feature observed in all falsework construction is the 
great care and skill used, both in its design and construction. In 
important structures of long, heavy spans the falsework design, framing, 
etc., is more nearly like American structural-steel practice than timber 
construction. The wooden members are detailed in the office, and the 
holes are bored and the framing done by templet before the falsework 
is assembled. The designs are so proportioned that all columns bear 
uniform compressive intensities and are computed as carefully, almost, 
as the columns of a building. Falsework settlements, distortions, etc., 
are reduced to a minimum by excellent workmanship in framing and 
by the reduction of cross-groin crushing of caps and sills at all post 
bearings. This reduction in cross-grain crushing is accomplished by 
using bearing pieces of hardwood, steel plates, or channels between 
posts, caps, and sills of such dimensions and thickness as to distribute 
Ihe column loads within safe limits. Where there are several spans of 
varying lengths, the centering of the longer or main spans is so designed 
that same can be used in the adjacent spans, as it is taken down—^that 

* R^fermet: “Handbueh far Euenbetonbau/' 2. neubearbwteto Auflage, Band VI. Copjr* 
right 1911. by Wilhelm £nwt A Soho, Verlag, Berlin. 
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is, the upper portions of the mainnspan centering (first removed) are 
designed for use in the lower portions of adjacent spans. Thus the 
operations of dismantling and erection are continuous and result in 
great saving in timber, time, and handling. 

The European methods of field and office practice in laying out the 
work’for framing and assembling are worthy of note. With arches of 
long radii, whore it is impracticable to work from the centers of curva< 
ture (by radii), the field layout>plan is previously computed and pre¬ 
pared in the office to scale, using a system of coordinates, the origin 
usually being at the center of the long chord. From this plan the arch 
curvature is laid out on a nearby selected site by transit—^using co- 
drdinates—the chord distances usually being approximately 2 meters 
in length (6.56 ft.). The points on the curve thus established are then 
connected by templates cut to proper curvature. 

(i) Teats .—In most foreign countries—on the Continent, especially— 
no structure is accepted and paid for until it has been subjected to the 
prescribed governmental tests, which are usually very severe. These 
are carried out under the supervision of expert officers representing all 
concerned, and are carefully and methodically conducted and recorded. 
Such tests involve the application of rolling as well as quiescent loads. 

In Germany and Austria usually three cases of loading are prescribed. 
For instance, in the Gemstal bridge, Austria (116-ft. arch), and in 
others illustrated in the following pages, the loading and procedure were 
as follows: 

Case I Loading.—Steam roller over the crown and unifonn load 
(95 lb. per square foot) on one-half of the bridge. 

Case II Loading.—Steam roller over the crown and uniform load on 
the entire bridge. 

Case III Loading.—Steam roller over the crown and uniform load on 
the middle third of the bridge. 

Temperature readings were taken simultaneously, and the level 
readings corrected by the amount of the calculated temperature in¬ 
fluence. The deflections were computed according to MfiUer-Breslau 
(Neuere Methoden der Festigkeitslehre, 3 Aufl., par. 17). Temperatures 
in the interior of the arch were read dmultaneously with the reading of 
the apex movements, on thermometers placed into horizontal holes 20 in. 
deep and in. diameter on both the up- and down-stream sides of the 
crown face with complete exclusion of the outer air from same during 
tests. 

The French methods'of final tests are made usually in conformity with 
the decree of the Minister of Public Works and often, in addition, 
special tests are required in the specifications of the structure in order 
to meet its particular service and conditions. Stationary and moving 
loads are a!^ covered in the French tests. In Fig. 501 is a table 
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(original supplied by M. Hennebique, Paris) showing the system of 
recording the observed deformations of dead load tests upon the 
CHatellerault bridge over “La Vienne” (Fig. 502). This is an open- 
spandrel ribbed structure built entirely of reinforced concrete (Henne¬ 
bique System). It has three arches, the two side arches having a span 
of 40 meters (131 ft.) and the central arch having a span of 50 meters 
(164 ft.). Ratio of rise to span of each arch = 
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Fio. 501. 

The tests were made at two different times: (1). With stationary loads, 
using 600,000 lb. of sand; and (2) with moving loads, using one steam 
roller weighing 16 tons, two four-wheelers with two axles weighing 16 
'*tons, and six two-wheeled vehicles with one axle weighing 8 tons. 

The load in the vehicles consisted of cast iron. The vehicles were 
formed in two lines—one line composed of one steam roller of 16 tons 
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and four vehicles of 8 tons, and the other line composed of the two 
vehicles of 16 tons and two of 8 tons. 

The maximum deflections allowed in the specifleations were: for 
131-ft. arches, 2 in.; and for 164-ft. arch, 2^ in. 



Fi(!. 602.—Chatollrault bridge over “La Vienne,” France. 


The measuring apparatus were of two kind.s. To the crown was 
attached a registering apparatus, and to the spandrel a direct-reading 
apparatus amplifying five times the deformations. All the apparatus 
were fixed to the ribs and distributed as shown in Fig, 503. 


Fron/l EBevoAton. 



Fia. 603. 


Three kinds of moving load tests were required: 

1. The vehicles first passed over the bridge and returning afterward 
stopped there for a certain time. 
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2. A troop of 250 soldiers passed at a quick step and also at a run. 

3. The vehicles and the roller passed over wooden strips so as to 
produce a series of shocks (by continuous bumping). In this case all the 
tests were entirely satisfactory and the arches resumed their initial 
position immediately after the removal of the load, no signs of cracks or 
injury showing during or after the tests. 

In Fig. 504 are diagrams registered by the self-recording devices 
during the second tests. These are self-explanatory. 

In many cases on the Continent, experiments, tests, etc., have been 
conducted for years after completion, by the use of thermometers and 
devices for reObrding continyously the influences of temperature, 
traffic, etc., upon the structure after it has passed into service. An 
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interesting example of this is shown m Fig. 492, which is a view of the 
three-hinged arch bridge over the Neokar River at Mannheim, Germany. 
The little building shown under the center of the span contains the 
automatic recording apparatus. The movements of the arch, tem¬ 
perature, etc., are transmitted from crown of arch through the gas pipe 
shown. All data are tabulated for future use, and the fact that it 
covers the behavior of the structure under actual conditions through 
long periods renders it invaluable to engineering knowledge and 
investigations. 

179. The Esthetic Element.—^The first and most lasting impressions 
in connection with foreign bridge structures are produced by their 
pleasing appearance—the superiority of esthetic merit. Fundamentally, 
thb is due to the European artistic instinct and refined taste for beauty 
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in line, form, mass, and environment as developed by cultivation and 
contact with high standards, thus creating a widespread demand for 
structures of artistic merit and architectural effect. Economic condi¬ 
tions also play an important part, for the prevailing moderate wages of 
labor.and mechanics permit much care and attention to the artistic 
finish of structures at comparatively reasonable expense. 

In the United States comparatively little attention (isolated and 
unimportant cases excepted) is given to this subject. The chief con¬ 
siderations usually seem to be fulfilled when the conditions of stability 
and least cost have been met, the attainment of which, apparently, 
leaves nothing more to be desired, while the appearance of the structure 
^'usually left to take care of itself. This practice has resulted in 
numberless structures (even within densely populated territory) which 
are simply vlilitarian —mere tools of transportation. Thus, of course, 
the two standards are very far apart. It is desirable to point out 
here, in some detail, the usual means or methods employed by European 
engineers in the attainment of their excellent artistic results in concrete 
bridge eonstruction. 

In the design of bridges the first consideration of European engineers 
is concerned with the proper selection of a design with a view to its 
esthetic merit and fitness, consistent with the conditions extant. In 
this selection there is always a strong tendency toward arch forms 
(especially the light, bold, open forms), bow-string girders, reversed 
arch (or fish belly) girders, or open-webbed (cored) girders. 

Having selected the type of structure, attention is next directed 
toward adapting or fitting the same pleasingly to its natural setting 
and purpose by the logical applications of the proper architectural 
principles. 

Architectural treatment of the design involves considerations of 
symmetry, proportion, harmony in the main lines, forms, masses, and 
surfaces of the structure as a whole, combined with special study of the 
character of the surroundings, landscape, etc. The usual visible means 
and expedients employed to obtain the desired end are: 

(o) Emphasis or Accentuation.—Obtained by relative massiveness 
or perpendicular effect through the use of pylons, pedestals, massive or 
ob^k-Uke lighting standards, etc.; also by adding vigor, character, 
and strength to the design by deep-shadow effects, the use of over¬ 
hangs, off-sets, projections, pilasters, etc. 

(6) Combinations of Concrete with Stone, Brick, and Concrete 
Blocks.—Stone, brick, or concrete blocks (often varying in shade and 
form) used as facings, copings, columns, balustrades, belt-courses, cut¬ 
waters of piers, quoins, and arches. 

(c) Surface Finish and Texture.—Obtained by; 

Picking or a yin g (pointing and bush-hammering)^—see Figs. 505, 506, 
and 507. 
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Fio. 506.—Bowstring tiuss, Friednchbfcld, Germany. (Note surface 
finish and direction of sconations on edges. Use magnifying glass and note 
effett) 



Fig. 506.—Detail view of balustrade of Urania bridge at Zurich. Note 

finish. 
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Special methods, such as gravel finish—see Figs. 400, 508, and 509, 
Washing surface with water or acid solution when green. 

Stubble rough finish—see Figs. 610 and 511. 



Fia. 607.—Detail view of entranto balu&tiade and standards, Urania bridge 

at Zurich. Note surface finish. 


(d) Ornamental Detail.—^Used where necessary by employing such 
features as paneling, inlays of tile, stone or concrete slabs, ornamental 



Fia. 608.—Stcinach bridge, St. Gallen, Switzerland. 


standards, heraldic emblems, busts, medallions, bas-reliefs, and statuary 
occasionally. 

Selection of Design .—^It has long been the customary practice in 
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Europe to give much attention to the artistic design of steel bridges, a 
practice which has resulted in many pleasing structures of that character. 
Even the homely truss and girder forms have been rendered pleasing by 
artistic and skilled use of the arch, combined with suitable treatment 
of surfaces and effect. Naturally, therefore, European engineers lead 
without comparative effort in the attainment of excellent results in this 
newer material—^reinforced concrete—^which affords such an ideal 
medium for artistic effect and so readily adapts itself to such treatment 
even with ordinary skill and experience and without the addition of 



Fig. 509.—Steinach bridge, St. Gallon, Switzerland, showing facing blocks 
of cemented gravel. (Use magnifying glass for effect.) 


special embellishments. The recognition of this great opportunity for 
pleasing effect (afforded by the esthetic fitness of the reinforced-concrete 
open-spandrel arch, in combination with other great scientific and 
economic advantages) led to its original introduction and present 
widespread use throughout Europe, especially on the Continent. This 
tendency for arch forms of construction is so strong and widespread, 
and rooted so deeply throughout the Continent, that apparently other 
important considerations are often disregarded in order to use them. 

* The American engineer has always firmly believed that a stable 
and unyielding foundation (soil or rock) is the first and most important 
consideration in the selection and preparation of a design for any struc¬ 
ture, especially a reinforced-concrete arch bridge. This idea has beem 
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completely overturned by European practice. Concrete arch bridges 
are often found in locations that would be considered in America 
distinctly unfavorable to arch construction in any material or form. 

A most striking instance of this is the 328>ft. Tiber bridge at Rome 
(figs. 481, 482, and 483), with its “floating foundation”—that is, it is 
founded upon material so unstable that it had to be enclosed by sheet¬ 
piling in order to be retained under the load. From the American point 
of view, one of the most unfavorable conditions for arch construction 
exists when one of its piers or abutments is founded upon rock or gravel 
while the other rests upon piles driven in soft material. This, however, 
is a •common occurrence on the Continent. The l^ft. Munderkingen 



Fia. 510.—Highway structure, St. Gallen, Switzerland. (Note rough. 

stubble finish.) 


bridge is an example, one of its abutments being upon solid rook and 
the other upon batter piles driven in soft material. The presence of 
rock or hard material is no longer necessarily a condition precedent 
to concrete arch construction in European practice. Some of the most 
important reinforced-concrete bridges in Europe are founded upon 
piles driven in soft material. The handsome Rudolfinum bridge at 
Prague is a good example (Hgs. 512 to 617 inclusive). 

The introduction of scientific features and expedients in the design for 
weight reduction and safety, such as open spandrels, ribbed arcl^. 
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cellular and hinge construction, have alone made these beautiful, bold, 
light, open structures possible in reinforced concrete^that is, esthetic 
merit has been attained through scientific and economic means, and 



Fia. 511.—lleuss River bridge at Lucern, Switzerland. (Note rough 

stubble finish.) 


vice versa. The arch ty|)e of structure is the first choice for any loca¬ 
tion, and it is not abandoned until thorough investigation has shown it 


ilf. IS. SOniMito 



Fia. 612.—Bridge over the Moldau near Rudolfinuin in Prague. (Longitu- 
-> dinal section on center. Elevation.) 


impracticable, which rarely happens with the present light, open fonns 
of construction. 

In American practice the reverse of this is usually the case—that is, 
the steel truss or girder type is often the first and only choice and, unless 
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rock foundations exist, no other type is considered, and sometimes not 
even in that case. Steel construction lends itself to artistic construction 
far less readily than docs stone or concrete, so that there is less need of 
constantly impressing the esthetic obligation. 



15. I’liiii of fouiidatiou, 17. Reotion 0-0. 

16. Top plan. IS. Section Z~Z. 

Fio. 613.—Bridge over the Moldau near Rudolfinuin in Prague. 


Once built, the permanent piers and abutments of a comparatively 
short-lived steel superstructure will rarely ever be revised or adapted 
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for use in connection with pemanent structures of stone or concrete 
at subsequent renewals of the steel superstructure. Therefore, when a 
steel or wooden structure is built upon any site where a permanent 
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Fro. 514. Pio. 616. 

Bridge over the Moldau near Rudolfinum in Prague. 

Fio. 614.—Crown hinge with lead plate in place. 

Fia. 615.—Crown hinge blocks in their final positions on the fiJsework. 




.Fio. 616.—^View of Rudolfinum bridge at Prague imder ooiuitruction 
showing dcewback hinge blocks, also subdivided erection (or placing) ol 
arch in progress. 


structui^ would have been possible, not only has a costly mistake been 
made with an esthetic opportunity lost, but also one which wiU rarely 
(if ever) be corrected in the future, since the permanent piers and abut- 
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ments, which are only suitable for steel re-construction, already exist, 
and competition of the concrete arch becomes impossible from an 
economic standpoint. 

The European tendency for the arch of light, open forms in reinforced- 
concrete construction is shown in other'ways. For example, even in 
those rare cases where foundation or underclearance considerations 
render deck-arch structures impossible, the through-arch or bowstring 
type is extensively used (Figs. 484, 485, 518, and 519). Then, again, 
when conditions are 3 uch that neither through nor deck arches are 
possible, we find that the arch tendency stili prevails by the selection of 
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Fia. 517.—Rudolfinum bridge at Prague. View showing skewback-hinge 
bloclu and spandrel column bases. (Note that the intermediate concrete 
columns have concrete bases and the exterior cut-stone face columns have 
cut<atone or voussoir bases. Also note round timber framework.) 

the graceful reverse curves afforded in the fish-heUy girders of the M^er 
system (Figs. 520 and 521). Also, when the conditioits are such as to 
render all of the above types unavailable, the light, open forms of the 
Visintini system (Warren or Pratt forms) are selected, or even the 
ordinary form of concrete girder is used and treated artistically by cores 
(Figs. 522, 523, and 524), by arched top or bottom lines (Figs. 525 and 
526), or by accentuated detail and panelling, etc. (Figs. 526, 527, 528, 
and 529). 

Those structures which exhibit gently curved steady profiles of 
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the upper outline afford the best impressions. These curves ai« cir¬ 
cular, raulticentered, or parabolic. An elliptical curve is also effective/ 
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From “Handbueh fur EUenbelonbau." 

Fiq. 518. Fia. 519. 


l^G. 518.—Bdja bridge in Tunis (Hennebique system). 
Fla. 619.—^Larg bridge in Briinighofen. 



Fia. 520.—Nuns bridge in Bamberg. 

Fio. 621.—^Fallerslebertor bridge in Braunschweig. 



From " Ilandbitch fUr Eiaenbetoabau.” 

Fig. 622. Fig. 623. 


Fig. 522.—Bridge over the Pottingbach, Austria. 

Fig. 523.—Overflow viaduct Ybbs bridge near Kcmmolbach. 



Fio. 524.—Great I^ben bridge near Kemmelbach. 

Fig. 626.—Fieldway bridge over Upper Water Canal near Freising. 


but its steep end grades make its use prohibitive except for foot bridges. 
In the case of through bridges or girders, reversed curves are sometimes 
used in their upper outline (Fig. 530). 
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By decreasing the height of truss at abutments with a steady curva^ 
tare of upper contour, a lighter total effect is always attained. 

The lo\<rer contour or undor-outlinc of the structure is either a straight 
line, an arch, an inverted arch, or a combination of curves and straight 
lines (Figs. 520, 521, 531, and 532). 



From “ Ilandbuch fUr Eiaenbetonbau.'' 

Fio. 620.—Miihlplatz bridge over B6ja Canal in Temesvdr, Hungary. 



From "Handbuch far Eiaenbalonbaa." 

Fia. 527. Fig. 528. 

Fio. 527.—Bridge over the Kraichgan Ry. near Brcttcn, Baden. 
Fig. 528.—Bridge in Reichenau. 



From Uandhudi, far Eiaenbiionbav.'’ 

Fio. 629. Fig. 530. 

Fig. 629.—^Viaduct over the South Holland Electric Ry. 

Fig. 630.—Highway bridge near Taulow (Jiitland). 

In structures having horizontal bottom contours a small construction 
camber is always provided in order to avoid the impression of deflection 
wliich is always associated with structures or even beams having 
straight bottom outlines. Such rise never exceeds of the span which 
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is considered sufiS^cient to eliminate the unsatisfactory iminression of 
deflection and at the same time avoid the deceptive appearance of an 
arch. Generally this ratio is between 1:50 and 1:100. In the case of 
continuous structures, however, a stronger bottom curvature fits the 
moment line better (Fig. 533). Such slight arching affords a lighter 



From “ Handbuch fUr Eisenbetonbau." 

Fig. 631.—Olt bridge near FelsOsebes, Hungary. 


impression to the structure (Fig. 634). On the other hand, the inverted 
arch {fish-belly) gives a heavier impression by shifting the surfaces and 
mass of the structure toward its center (Fig. 521).* 

The handsome Urania bridge at Zttrich (Fig. 635) is a series of con¬ 
tinuous girders, although often mistaken for an arched structure. The 



Fig. 532.—Xleinforced-concretc trestle, electric plant, Paris. 


view clearly shows the effect and method by which same has been 
obtained. 

Architectural Form .—^Applied ornamentation proper is not resorted to 
in the design of concrete bridges to the extent that it has been in connec- 

^Eeftrmet: "Bsndbuefa fCr Eigenbetoobaui'* 3. neabMrbeitetfl Auflase, Band VL 
Copyright, 1011, by wahelnr Emit A Sobs, Verlsg, Berlin. 
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lion with steel bridges. It is not so necessary with the former since they 
lend themselves readily to artistic treatment without it. 

The main and often the sole effort of the European en^neer for 
esthetic effect is placed, as far as possible, in the pleasing arrangement 
of main lines, forms, and masses of the structure which shows that he 



From “Handbufhf&r Etoenbrionbau." 


Fig. 633. Fkj 634 

Fig 633—Detail over columns, stand iid o\erhead bridge, St <»allen, 
Zurich, Ry 

Fig. 634 —Quai Ik^billy bridge. Puns 

holds constantly in mind the principle that “There is beauty in any 
useful structure, designed on Imes of true economy, with the utmost 
simplicity and fewest parts.” Among the illustrations will be found a 
number of examples where ^ple, almost utilitarian structures have 
been lifted up and rendered pleasing and often even impressive merely 



Fig. 536.—Urania bridge, Zurich, Switzerland (Note arch effect of this 

senes of girder spans ) 


by pleasing outline and surface finish, combined with good taste and 
judgment in fitting it to its natural setting. 

The distwt view as one approaches the bridge should alwa^ be 
attractive; and the care and study given to this, with a view to creating 
this striking first appearance, is always in evidence on the Continent, 
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while the utilitarian purpose of the structure is never forgotten. The 
European also recognizes fully that a bridge forms a very important 
feature of the landscape or water-front development, considered both 
architecturally and scenically. 

Stress Is laid first upon the effect of the main lines of the structure, 
and its form and mass from the lateral viewpoints—that is, upon the 



Fio. .53G —^Landwatssor viaduct, Wiesen, Sw itzcrland. 


architectural effect as a whole, when viewed by an observer from afar 
off. Next is considered hannony of detail, not only with the structure 
but also with its setting. 

Emphasis or Accentuation.—Emphasis or aceentu.ation of detail is 
an important feature employed by European engineers to secure 



Fia. 537.—Canal bridge, Rotterdam, Holland. (Combination stone, brick, 

and concrete.) 


pleasing architectural effect. In fact, it is often observed that even 
structural requirements arc exceeded to acquire such effect. Thus, 
relative massiveness in piers and abutments is extensively resorted to, 
in order to attain pleasing contrast by comparison with the light, open 
spans and forms of their superimposed arches. 
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Accent is also afforded By the perpendicular effect of pylons, pedestals, 
and massive or obelisk-like lighting standards. Attention is called to 



Fio. 638.—Bridge over branch of Seine, Paris. (Combination stone and 

concrete.) 



Pia. 639.—Plessur bridge at Chur, Switzerland. 


examples of each in the following pages. At first thought, edbdar 
construction would hardly be associated with esthetic consideraU(ms, 
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since it is usually considered as having originated from scientific and 
economical necessities. It may be considered, however, as being closely 
related to the esthetic element of design. Thus its advantages become 



Fio. 640.—Bridge over the Glenner River near Ranz, Switzerland. 



Fio. 641.—Process of surface finishing and tools required. (Note direction 
of tool for vertical scoriation under coping.) 


threefold and, this being recognized, its extensive use in European 
structures naturally followed on a large scale. 
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There is reoson to believe that the first use of cellular construction 
was inspired by esthetic demands. 

The construction of the Chatellerault bridge in. France was the first 
structure which attracted attention to this expedient. Its use there, 



Fia. 642.—Highway bridge, Zurich, Switzerland. 


and in many other structures, subsequently afforded an economical 
means of accentuating the piers by increasing their apparent massive¬ 
ness, their hollow interiors being filled with a weak concrete, dry rubble, 
or earth (Fig. 502). 



Fio. 543.—Grundje-tobcl viaduct. Chur-Arosa Electric Ry.^ Switzerland. 

Arch of 282-ft. span. 


The structure is indeed rare on the Continent today which does 
not utilize this valuable expedient in some form or other. Nor is this 
alone confined to piers and abutments, although the effect and economy, 
of course, is greatest there. It is also employed, for example, to great 
advantage in pedestals, columns, floors, spandrels, and arches. 
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In America this expedient has been introduced to some extent within 
the last fe’d^ years—almost entirely, however, for economic purposes 
only. Probably the most beautiful application in the United States 
which has ever been made in which its threefold advantages were com¬ 
bined and realised fully is to be found in the Kingshighway viaduct 
at St. Louis, Mo., designed and built by Mr. A. C. Janni, M. Am. Soc. 
C. E. 



Fio. 544,—Antwerp viaduct. (Note horticultural and landscape architec¬ 
tural effects. Note also inclined tile enclosures.) 


An eminent French reinforccd-concrete specialist remarked that “the 
failure to use cellular construction in any reinforced-concrete bridge 
results in a threefold loss to all concerned." 

, Combinations of Concrete with Stone, Brick, and Concrete Blocks.— 
Another characteristic feature of European-bridge practice is the ex¬ 
tensive use of stone, brick, and concrete blocks in concrete-bridge 
construction. Such combinations are not confined to copings or massive 
construction such as piers and abutments, as is usually the case in the 
United Statra, but. extends to every portion of the structure—^in spandrel 
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walls and columnSi balustrades, pylons, belt-courses, pic|. cut-waters, 
arch barrels, and ribs. The effect is always splendid add impressive, 
which can be appreciated better from an illustrated description of repre¬ 
sentative structures. The Neckar bridge at Heidelberg, Germany 
(Fig; 489) is a composite structure of quarry-face stone and concrete. 
The solid arch rings are concrete, all exposed surfaces being faced with 
granite. The balustrade is also stone. 

Special attention is directed to the Steinach bridge, St. Gallen, 
Switzerland, between Wildeggstrassc and Felsenstrasse (Fig. 508). 
Its treatment is so unusual, simple, and charmingly harmonious with 
its natural setting that we may consider it in a class by itself. The arch 
spans a street and the Steinach brook, between natural cliffs of cemented 



Fig. 645.—Street viaduct over railway yanl, Brussels, Belgium. 


gravel on either side. Fnigments of this material ranging in size from* 
2 in. to 8 ill. have been cemented together to form rectangular blocks. 
This has been so skillfully done that no trace of artificiality can be 
observed—the blocks appearing as if they occurred naturally in the 
rectangular shape. These ccmented-gravel blocks are used as facing 
for all exposed lateral surfaces of the transverse spandrel walls and arch. 
The spandrel walls are of concrete blocks with V-joints, and the com¬ 
bination between these and the cemcnted-gravcl blocks is very striking. 

Near the Steinach bridge is another unusual structure where a com¬ 
bination of stone and concrete has been effectively used. A highway 
has been constructed along the face of the cemented gravel cliff shown 

in Fig. 510. The roadway is supported upon a series of transverse 
M 
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beams, the outer ends of which rest upon the arches shown, while the 
inner ends are supported by shoulders excavated in the cliff. The 
balustrade is concrete, with an attractive rough finish. The railing 
bars shown are steel angles with the apex upward, {^ving the appearance 
of solid rectangular metal bars. 

The 180 ft. combination stone-concrete block bridge at Wiesen, 
Switzerland over the Landwasser (Fig. 536) is another notable structure. 
The central span of this structure is 320 ft. above the river bed and is 
flanked by six 66-ft. spans. Total length 689 ft. The bridge is on the 
line of a meter-gauge railway between Davos and Filisur. The arches are 



Fio. 646.—Aare River bridge at Olten, Sivitzcrland. 


built of concrete blocks faced with stone and are the largest of their 
kind in existence. Concrete blocks were considered better than stone 
for constructing the arch ring, in that they afforded better joints and 
better bond. The transverse bonding was supplemented by steel tie- 
rods, bedded in the arch ring, tying the face walls together. The thick¬ 
ness of the arch ring at the crown is 5.9 ft. and 9.9 ft. at the skewbacks 
.4 of the main arch. The main piers are built of cut-stone facing with a 
concrete core. An interesting and valuable feature of the design comes 
from the fact that the main arch was designed to be built in three con¬ 
centric rings. The first was designed of sufficient strength to carry the 
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Becond without transmitting any portion o£ its wei^t to the centering. 
In this way much timber was saved in the centering which could thus be 
designed to support one-third of the total weight of the arch. The 
crown of the main arch was waterproofed with sheet lead flashed against 
the spandrel wails. 

An artistic combination of stone, brick, and concrete is shown in the 
canal bridge at Rotterdam, Holland (Fig. 537). The balustrade is a 
well-designed massive combination of brick and stone coping. 

In the girder bridge which crosses a branch of the Seine near Pont de 
Sully, Paris, is an interesting combination of concrete, concrete blocks, 
and atone masonry (Fig. 538). This combination of materials and the 
jnanner of their disposition, together with the hcaty cornice and the 



Fig. 547.—The Now Stauffacher bridge, Zurich, Switzerland. 


graceful massive brackets of reinforced concrete, produce an effect which 
even the severe girder-like structure cannot dispel. 

In Switzerland, where stone is so plentiful, the preferred practice 
naturally is that of concrete-stone combinations. Such structures are 
found in every part of Switzerland, even in the remote rural districts. 
An example of this is seen in the light, graceful rib arch over the Plessur 
at Chur, Switzerland, the ribs being 12 in. in depth and 8§ in. in width 
throughout (Fig. 539). 

Fig. 640 shows a fixed solid-ring arch of 120-ft. span which crosses the 
raging Glenner near llanz, Switzerland (“first town on the Rhein ). 
The abutments are masonry. The roadway is supported by transverse 
spandrel walls of solid concrete. The type shown appears to be the 
standard construction for post-road traffic in that portion of Switzerland 
along the Vorder-Rhein and its branches. The arch rib is uniformly 
16 in. in thickness throughout. 

European Methods of Surface Finish and Texture.—A structure is 
never seen left with its rough unsightly construction finish showing 
“honey combing” and the imprint of forms. While the appearance 
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of European concrete bridges depends mainly on their structural form— 
that is, upon the main lines of the structure—^in a secondary degree 
it depends also upon the surface finish and texture of the material. 

Except in special cases, the general methods employed in this are 
similar to those used in the United States, the difference being that such 
treatment is given to all bridges whatever or wherever they may be. 
The work also is thoroughly done, as a rule, and not confined to a few 
important structures within densely populated communities. 

Picking or axing the surface is a method which is extensively used, 
and the manner and thoroughness with which it is done gives the surface 
a natural granite>like glittering surface which in many cases is difficult 
to distinguish from real granite. A beautiful example of this finish is 
shown in the views of the Fricdrichsfeld bowstring truss (Fig. 505). 
The tooling can bo plainly seen on the surface of the top chords, posts, 
etc. The tooled surface of this structure has been so thoroughly 
and skillfully executed that it almost appears as if it wore a monolith of 



Fig. 548.—Tavanosa bridge over Vorder-Rhein. (Note transverse tie wall 

ana entrance through same.) 


living granite, though the photograph cannot convey the real glittering 
effect. (These, and all other much-reduced photographs will show their 
finer details under a reading glass.) 

In Fig. 541 is shown the wirtg-wall of a bridge structure near Mann¬ 
heim, Germany, in process of treatment. All of the necessary tools are 
shown, only three in number. The surface finish of the coping has been 
completed and the workman is beginning upon the face of the wall. 
Note the difference between the finished coping surface and the un¬ 
finished wall surface below. 

One of the most magnificent finishes is that of the handsome balus- 
«trade of the Urania bridge at Zurich, Switzerland (Figs. 506 and 507). 
In this case not only has the tooling of the surface been splendidly 
executed, but the ingredients of the plaster material were proportioned 
with a view to perfect imitation of stone. 
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The surface finish of the highway bridge in Zurich (Fig. 542) has been 
given with a view to show its harmony with the architecture of the sur¬ 
rounding buildings. It has been so well done that the difference, if any, 
cannot be detected by the eye. 

Ornamental Detail.—The use of ornamental detail in connection with 
reinforced-concrete bridges is limited, compared to its use in steel 
structures. Originally such decoration was used to a greater extent 
when the design was confined to a solid-spandrel construction, as these 
offered considerable space to be relieved by decorative features, such 
as paneling, heraldic devices, medallions, etc. With the advent of the 
open-spandrel type, this flat surface has been replaced by columns. 



Fio. 649.—Stciii-Tcufcn bridge over Sitter River. Fixefl ended arch of 
259.12-ft. span. (Note balustrade and 2-ft. sidewalk.) 


openings, and relieving arches, which in themselves constitute satis¬ 
factory effect. 

When decorative detail is applied to open-spandrel structures it is 
usually found at such locations as the crown of the arch, the ends of the 
piers, the entrance pylons, and the standards and balustrades. 

180. The Economic Element.—The costs of labor and material are 
responsible for many radical differences between European and American 
practice. For example, the fact that skilled labor can be obtained in 
Europe at a comparatively moderate price accounts largely for the 
superior, and frequently exquisite, finish of the European structures, 
in that much time and attention can be given, at comparatively small 
expense, to the dressing and finishing of the raw structure as it issues 
forth from the forms. On the other hand, the higli cost of labor in the 
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United States has resulted in great superiority in labor-saving machinery 
and appliances for transportation, hoisting, and handling materials. 
In these features the United States is unexcelled. Germany approaches 
nearer than do other nations, but even there the difference is still 
marked. 

American superiority in these things was developed first in connection 
with steel construction. It was, therefore, an easy step to apply such 
knowledge and experience to construction in another material. The 
comparative status of the European and American concrete-bridge 
construction plant is very much like the comparative status of the two 



Pia. 550.—Aare River bridge at Aarburg, Switzerland. (Note terminal 

pedestal seats.) 


systems of railway transportation and methods. Little attention, 
comparatively, is given in Europe to methods and machinery which 
insure economy of construction and rapidity of erection. On account 
of the comparative lack in experience in erection and erection facilities, 
Europeans are willing to go to greater length and expense to avoid 
difficulti«s( always associated with such work. 

On account of the higher cost of material in Europe, its conservation 
,, becomes a more important factor, and is ever foremost in the mind of 
the designer and builder. Consequently, they make their material go 
further and they get more out of it. What their structures lack in mass, 
quantity, or sectional area of members is usufdly more than offset by 
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reduction in dead weight and greater strength of material accomplished 
through scientific design, proportioning, and disposition; through supe¬ 
rior mixing and workmanship; and especially through the greater rigidity 
of reinforcement and the thoroughness of its connections. 

While these several facts appear trivial in themselves, when taken 
collectively, they are the cause of the difference between the heavy 
American and the light European structures which, while varying so 
widely in mass and sectional area of members, are equivalent in capacity 
for equal span lengths. 

There is a general belief with many European engineers that in not 
a few cases the factor of safety of the American structure is decreased 
in the great efforts to increase it. 



CHAPTER XXXVII 


HINGES OF ARCHED CONCRETE BRIDGES 

•When an arch without hinges is analyzed by the elastic theory, the 
uncertainties of computation and the influence of temperature and 
probable lateral movements of the abutments (except when resting 
on rock) make it highly advisable to keep the stresses well within 
the safe strength of the materials, so as not to run the risk of unsightly 
and possibly injurious cracks in the concrete. This is not true, how¬ 
ever, when analyzing the arch with three hinges. The use of the hinges 
makes it possible to determine the thickness of the arch and the mix of 
the concrete so as to make use of the full safe strength of the material. 

With hinges at the springs and at the crown, three points of the lines 
of pressure for all systems of external forces (including the temperature 
influences) are fixed, these lines all passing through the hinge centers. 
The three-hinged arch is able to adjust itself to movements of abutments 
and to changes in the length of the arch axis, which latter may result 
from the sensible compression under stress of the arch material, or from 
shrinkage in hardening, or from the contracting and expanding effect of 
falling or rising temperature. 

While the lateral movements of the abutments and the shortening 
of the arch due to compressibility and shrinkage of the concrete will cease 
after a certain length of time, the alternate shortening and lengthening 
of the arch axis due to temperature variation will continue to occur 
for all time. Thus the practice of filling the hinge joints solid with 
cement mortar some time after the centering has been removed and no 
further lateral movement of the abutments is expected (or if no such 
piovements have shown up at all) can only be approved of under 
special conditions. As a rule, particularly in the case of longer spans 
and low arches, the hinges should be left in f^t^e operating condition, and 
the superimposed structure and roadway should be provided with open 
joints allowing sufficient free play for the hinges to operate. 

The hinges which have come into use may, as to their detail and their 
motion, be distinguished as (1) rolling hinges, (2) revolving hinges, or (3) 
flexural hinges. Hinges may also be distinguished by the material from 
which they are fabricated, as (1) hinges of stone and of concrete (plain 
and reinforced), (2) hinges of lead and asphalt felt plates, and (3) hinges 
of iron. 

Stone and concrete hinges are of the rolling type. Lead and asphalt 

• Refermi»: “Handbuch fQr Eisenbetonbau,” 2. neubcarbeitete Auflage, Band VI. Copy¬ 
right, 1911, by Wilbeim Ernat k Sohn, Verlag, Berlia. 
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felt plate hinges are quasi-rolling lunges. Iron hinges may be either 
rolling, revolving, or flexural. 

181. Stone and Concrete Hinges.—^The stone of concrete hinge is 
formed by a pair of stone or concrete blocks fitted together with convex 
and concave cylindrical surfaces which can roll on each other. The 
convex surface has a somewhat smaller radius than the concave surface. 

This type of hinge is the first type of a real hinge introduced into arch 
construction (by Kdpke, in a three-arch railroad bridge near Langen- 
hennersdorf in 1880). Many years before that time, in the erection of 
stone bridges, it was the endeavor, in order to obviate ruptures, to 
compel the line of pressure to pass through the center of the so-called 
joints of rupture. These joints were shaped hinge-like by chamfering 
them above and below their center part and by inserting metal plates. 
Dowels were also let into the voussoirs to guard against slipping. As the 
contact between the curved hinge stones (in order not to exceed the safe 
crushing strength) must be a finite area, the line of pressure is not exactly 
located—its transit point through the liinge joint varies, in fact, with 
varying loadings. For this reason, this type of joint can only be recom¬ 
mended for moderate spans of about 100 to 125 ft. 

Careful tests have been made showing that stone used for masonry, 
when in contact over a small area as is the case in hinges, can bo 
stressed much higher than elsewhere. Such tests made by Bauschinger 
in 1876 with cubes of about 4 in. side (16 sep in. area of cross-section), of 
very fine-grained sandstone, showed the following results: 



square d/e -‘z’* 


No. 

Cross-sect, 
of cube in 
sq. in. 

Face of sq. die ■ 
in sq. in. ' 

Tot. crush, 
press, in lb. 

Crusliing 
per sq. in. 
P 
a* 

Strength in lb. 
P 

i* 

1 

BUS 

2.38 (15.3%) 


2,280 

14,840 (137.5%) 

2 

msm 

5.17 (32.2%) 


4,275 

12,800 (119%) 

3 

15.5 

9.60 (61.8%) 


6,670 

10,780 (100%) 


These interesting tests show that with a smaller die relative to the 
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cube cross-section, the crushing strength of the material, referred to 
the die surface, increased. For example, the crushing strength of the 
area under the die, when the die was 15.3 per cent of the cube cross- 
section, was 37.5 per cent greater than when the die was 61.8 per cent 
of the cube cross-section. 

Other tests by Bach in 1905, on cubes of another kind of sandstone, 
showed, for a die the full size of cube surface, a crushing strength of 
9300 lb. per square inch; and for a die of the same length as the cube but 
only one-fourth of the width, a crushing strength of 13,2001b. per square 
inch. Crushing strengths for other widths were found to be as follows: 

i of the width—13,400 lb. per square inch. 
rNo of the width—14,900 lb. per square inch. 

A of the width—17,000 lb.- per square inch. 

^0 of the width—17,160 lb. per square inch. 

These tests show that for a bearing of one-fourth of the thickness 
of the stone blocks (a proportion which has been used in the stone hinges 
of some bridges) an ultimate crushing strength of the material can be 
considered which is 42 per cent greater than that found when the pres¬ 
sure is exerted over the entire face of the block. 

While these tests verify the stated fact that the pressure upon small 
areas may be assumed greater than that under uniform loading of cross- 
section, they nevertheless give no correct representation of the stresses 
actually existing in hinges, as the elasticity of the stone is very much 
involved. To get further information in this direction, it was necessary 
to make tests with actual hinges. Tests made during the erection of the 
four large Moselle bridges near Hauconcourt, Mallingen, Moulin, and 
Sauvage (1908) have furnished a very valuable contribution to the 
investigations of concrete hinges, especially as to their allowable stress¬ 
ing and the limits of their applicability. These tests merit especial 
attention, as they were the first tests to destruction with full-sized hinge 
blocks—that is, with hinge blocks of the same dimensions as those placed 
in the bridges. 

The statical computation of the first of the four structures, near Hau¬ 
concourt (five openings of 108 ft. span and 14 ft. rise), gave a maximum 
crown thrust of 107,000 lb. and a maximum spring thrust of 129,00Q lb. 
for 1-ft. width of arch. The crown thickness of the arch was determined 

from an allowable compressive stress of 356 lb. per square inch 

s 25 in.). The greatest pressure in the crown hinge was not allowed 
•? to exceed 1700 lb. per square inch. The blocks were made 61 cm. ( *»24 
in.) in length (in the direction of the span), 65 cm. to 70 cm. (» 25.6 
in. to 27.6 in.) in height, and 50 cm. (»19.68 in.) in width. The con¬ 
crete for these blocks was mumd with 1 part cement, 2| parts clean Mo- 


/107,000 
\12 X 356 
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sdle river sand, and 2i parts very hard broken quartzite of l|-in. ring 
measure; the core was given a richer mix of 1: 1^: 1J. 

The test made later on with two pairs of hinge blocks of equal size and 
6 months old gave the following result: 


First crack 

First test hinge. 520,000 lb. 

Second test hinge. 463,000 lb. 


Second crack 
at pressure of 

573,000 lb. 


Failure 

1,100,0001b. 


The cracks appeared both times in the concave block, in the middle axis 
of the blocks—that is, in the direction of the greatest pressure. As the 
blocks were 19.65 in. wide they received a pressure (in the arch) of 
19 68 

107,000 X ~'T 2 ~ ~ 175,000 lb. The safety, up to the appearance of 


.u c 4. 1 f 520,000 . . 1 „ , 463,000 

the nrst crack, was therefore jjg QQQ = approximately 3, and = 

approximately 2.6, respectively. (Later tests for the bridge at Sauvage 
showed that failure determines the measure for the safety, and a safety 
of five to six could be assumed.) 

Besides the described tests, cubes of the same mixture were tested 
which gave very high strength values (cubes 15i in. side, 4450 lb. per 
square inch). For the bridge near Moulin a hard dolomite which had a 
rougher surface, and therefore afforded a better adhesion for the mortar, 
was used in place of the quartzite. Test cubes (Ilf in. side) made of 
this concrete showed a compre.ssive strength of 5120 lb. per square inch 
after 59 days and 6640 lb. per square inch after 87 days. 

The limit of Jbhe applicability of concrete hinge blocks was concluded 
to be a hinge pressure of 135,000 lb. to 155,000 lb. per 1-ft. width of 
arch. 

For the computation of rolling hinges of stone or concrete, three 
methods are in use—those of Kopke, Barkhausen, and Hertz—all of 
which are approximate methods in view of the assumptions made and the 
uncertainty of the modulus of elasticity, etc. Values for the crown 
hinge of the Moselle bridge near Hauconcourt, computed according to 
the three methods mentioned, are as follows: 


Method 1 

Compr. stress in the 
center of contact area ' 
(lb. per sq. in.) 

Width of the contact 
area converted into a 
a plane (in.) 

KOpke. 

1466 

9.08 

Darkhausen. 

1722 

5.84 

Hertz. 

3260 

3.48 



The comparison of these results shows them to be quite different, 
according to the method employed, under otherwise equal assumptions. 
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The modulus of elasticity {E) has been taken at 200,000 kg. per square 
centimeter (= 2,844,640 lb. per sq. in.). The assumption of this E is 
of great influence on the stress to be computed. 

Each one of the three analyses yields its own values for the greatest 
stress in the center of contact area and for the width of said area. The 
formulas derived by Hertz are the simplest ones for practical use. His 
analysis had been prepared originally for roller bearings of iron bridges 
(Zeitschr. d. Arch. u. Ing. V. in Hannover, 1894, S. 135) and has 
from there been taken over into stone and concrete construction. 

Designating 

p = the hinge pressure for unit length. 
ri and rz = the radii of the cylinder surfaces in contact. 

E = the coefficient of elasticity. 

m = the ratio of elongation to reduction of cross-.s«‘ction of 
a prism in tension. 

he finds the width h of the contact area due to the i)rcssure p to be as 
follows: 



and the greatest stress (pressure) in the middle of the contact area 
(directly under p) per unit area, 

4p 


" “ rb 


that is, -- times as great as under uniform distribution of pressure. 


The radii are to be taken positive or negative, as the centers of 
curvature are respectively inside or outside of the respective hinge 
block. The value of m may (for isotropic bodies) be assumed sufficiently 
accurate as w = 3. This gives the width of the pressed (flattened) 
surface as 


and 



With one contact surface a plane, ri — r and r 2 « », 

16 .K 
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The equations are homogeneous. It may be stated for guidance that 
the Hertz formula with 


E = 200,000 kg. per sq, cm. (2,844,640 lb. per sq. in.) 
c = 200 kg. per sq. cm. (2845 lb. per sq. in.) 

gives practical dimensions for concrete hinges. 

It has been stated above that the hinge blocks under test commenced 
to fail by cracks along or parallel to the middle axis—an indication that 
the destruction occurred by the tensile strength crosswise being over¬ 
come. Bach, in his tests, came to the conclusion that the tensile stress 
perpendicular to the direction of the pressure is 0.28p. The ultimate 
tensile stress per square inch of the hinge blocks tested to destruction of 
three of the Moselle bridges, when figured by this ratio, are 32.6, .34.3, 
and 36.7 kg. per square centimeter (463, 488, and 522 lb. per sq. in.) 
respectively. 





Fia. 551. 


Fig. 552. 



Fig. 551.—Skewback hinge, Langenhennersdorf. (Used by K(3pke in 

1890.) 

Fig. 552.—Granite hinges, Eyach bridge, near Imnau. 


Examples .—Bridge near Langenhennersdorf (Fig. 551): three 
arches of 42.6-ft. span, 9.85-ft. rise, three hinges in each arch, thickness 
of arch at crown 19.7 in., at spring 23.6 in., skewback blocks concave 
with 1 A-in. rise, the arch starters convex with Ij-in. rise, open joint at 
intrados and extrados about 'h in., radius of the skewback block 3.53 
ft., radius of the arch starter 3.21 ft., hinge blocks of sandstone. 

Bridge across the Eyach near Imnau (Fig. 552): one arch of 98.5-ft. 
clear span between hinges, rise 9.85 ft., thickness of arch at crown 17.7 in., 
thickness of arch near spring 19.65 in., thickness of arch in the spandrel 
31.3 in., width of bridge 4 m. ( = 13.12 ft.), roadway 2.5 m. (* 8.2 ft.). 
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two walks—each 0.76 m. (» 2.46 ft.), arch 2.5 m. (~ 8.2 ft.) wide at 
crown and 3.5 m. (»11.5 ft.) at springs. The spring and crown hinges 
are of granite blocks, 0.5 m. (1.64 ft.) wide crosswise, set close together, 
with cylindrical polished contact surfaces 0.1 m. (= 3.94 in.) wide. 
Between the lead inserts and the blocks, copper sheets have been placed 
to prevent the lead being pressed into the pores of the stones. The 
blocks, prior to being set in place and after inserting the lead, were 
bolted up tight with iron bolts; these bolts were removed just before 
striking the centers. The blocks on the face of the arch were moulded 
to match the arch faces. The computation for a street roller and a 
uniform load of 360 kg. per square meter (*= 73i lb. per sq. ft.) 
gave a total crown thrust of 350,000 kg. ( = 771,500 lb.) for the 2.5-m. 
(= 8.2 ft.) length of crown l»inge; therefore the 1.64-ft. hinge blocks had 

each to transmit a load of 154,300 lb. ^ corresponding to a 


pressure of 


154,300 

(3.94) (1.64) (12) 


=- 1990 lb. per sq. in. 


The €axon state railways have had especially favorable experience 
with concrete hinges in the construction of the four-track railroad bridge 
across the Elbe in Dresden (1894). The concrete arches of elliptical 
form have clear spans up to 31 m. (=101.8 ft.). The skewback joints 
are arranged some distance above the springing line, where the joint is 
at an angle of about 60 degrees with the vertical. The thickness of the 
large arches is 1.1 m. (=3.63 ft.) at the crown, 1.3 m. (=4.27 ft.) at the 
skewback hinges, while the legs of the arch in the middle are 1.5 m. 
(=4.93 ft.). The concave hinge blocks in the skcwbacks are made of 
concrete with a radius of 3.2 m. ( = 10.5 ft.), the mates with a radius of 
2.6 m.( = 8.21 ft.). 

Of late it has become common practice to reinforce the concrete hinge 
blocks, in order to prevent the splitting of the hinge blocks along the line 
of the greatest pressure. The reinforcing bars are placed crosswise 
to the direction of pressure, or in the shape of hooping. Fig. 554 shows 
the former arrangement—Fig. 653 the latter. 

The lead plate inserts between sheet copper (to prevent the dangerous 
penetrating of the lead into the pores), as used in granite hinges (see 
Figs. 614 and 515) are only for the purpose of maintaining the mobility 
of the hinge—^to act as a permanent lubricant, as it were. 

182. Hinges of Lead and Asphalt-fcdt Plates.—^Another device, 
though effecting only imperfect hinge action, is the insertion of lead 
plates. It has been used to quite an extent in Wtirttemberg in the 
erection of lar^ arched bridges. 

Tests made by the Experimental Station of the Technischo Hoch- 
schule in Stuttgart in regard to the permissible compressive stress of 
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lead, with cubes of 8 cm. (=3.14 in.) side showed that the ordinary 
cast lead could be loaded with 50 kg. per square centimeter (=712 lb. 
per square inch) for 26 hours without showing any change whatever. 
With a pressure of 72 kg. per square centimeter (=1023 lb. per square 
inch) it began to yield slowly. 
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Fig. 653. Fio. 564. 

Fig. 653.—Reinforced-concrete hinges, bridge in Rothenburg. 

Fig. 664.—Reinforced-concrete hinges, Friedrich-August bridge, Dresden. 


Further tests were made later by Prof. Bacli with cylinders of cast 
lead, with the following results: 


No. 

Height 

(in.) 

1 Dia. (in.) 

j 

Area 
(Sq. in.) 

spec. gr. 

Load in pounds per 
square inch at which 
the material 

does not 
yield 

1 

1 

yields 

(flows 

laterally) 

1 

2.77 

1.39 

MH 

11.37 

655 

727 

2 

1.47 

1.39 


11.36 i 

840 

983 

3 

0.40 

1.37 

lia 

11.35 

1495 

1796 


These tests show that the pressure of the cylinder may be essentially 
raised from 655 to 1495 lb. per square inch when its height decreases 
from 2.77 in. to 0.40 in. Cast lead in disk form of about in. diameter 
and 0.59 in. thick could be loaded with 1422 lb. per square inch, while at 
2133 lb. per square inch the lead flowed very slowly. 

Thus disks of cast lead stand a far greater stress than cubes or 
,cylinders. By admixture of antimony the flow limit moves up con- 
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siderably. Soft rolled lead in disk form showed similar qualities of 
strength. The durability and resistance of lead is not questioned. 

The breadth of the inserted lead strips, which in the first bridge 
treated in this manner (1885) covered the middle third of the joint, was 
reduced as much as the stress of the lead permitted; by doing so the hinge 





From "Handbwsh /flr EisetAetonbau.'* 

Fio. 557.—Crown hinge in the end span of StrOmpfelbach viaduct. 


and 2.2 m. (=7.22 ft.) rise, and 2 side spans of each 21 m. (=68.6 ft.)--^ 
the crown and spring joints have lead plates of 15 cm. (=5.Q in.) 
br^dth, and 20 mm. (=0.79 in.) thickness; the joints were grouted 
later on. The pressure on the lead plates is 73 and 83 kg. per square 
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centimeter ( = 1038 and 1180 lb. per square inch) respectively. (See 
Fig. 555.) 

The side arches of the railroad bridges across the Iller near Kempten 
have also lead plate hinges. The theoretical span of the arches is 18.5 m. 
(=60.7 ft.), the rise 5 m. ( = 16.40 ft.), and the thickness of the lead 
plates 8 mm. ( = -i®(r in.). (For other dimensions see Fig. 556.) 

The Strtimpfelbach viaduct (Wfirttemberg), completed in 1909, has 
six semicircular reinforced arches of 15.2 m. (=50 ft.) span each. The 
end arch, to compensate for any movements of the abutment, was built 
with three hinges. Hard lead plates of 8 cm. (=3.15 in.) breadth, and 
2 cm. ( = li in.) thickness were placed in the crown hinge (Fig. 557). 
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From “ HaJuOmeh fUr Eiget^Umhau." 

Fig. 558.—Crown hinge in Danube bridge, Munderkingen. 


A concrete bridge over the Westrach near Erbach (Wurttemberg), 
with a span of 29 m. ( = 95.3 ft.) and a rise of 4 m. ( = 13.13 ft.), had 
asphalt felt plates laid in through the full depth of the joint. The 
crown thickness was 50 cm. ( = 1.64 ft.) and the greatest concrete stress* 
30 kg. per square centimeter ( = 428 lb. per square inch.) 

The firm of Maillart & Co. in Zurich also uses lead and asphalt 
plate hinges in the crown and spring joints. 

183. Hinges of Iron.—The rolling hinges of cast steel may be con¬ 
sidered as nearly perfect hinges, as they come nearest to offering no 
friction. They have an advantage over the stone hinges in requiring 
smaller radii, hence smaller contact surfaces, due to higher allowable 
compressive stresses. For this reason the friction is less, and the line 
of pressure is more precisely located. The placing into correct position 

of these hinges, however, is more difficult, and their cost is considerably 
se 
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higher than concrete hinges, because naturally their fabrication and 
finish requires greater care. 

Fig. 558 shows the iron crown hinge of the Danube bridge in 
Munderkingen. It consists of two steel bars of respectively concave 
and convex cylindrical bearing surfaces, mounted on riveted structural*- 
steel chairs of box-girder shapes. These latter distribute the pressure 
acting upon the rolling surfaces over a larger area and then transmit 
it to the concrete. The width of arch, 7.5 m. (=24.6 ft.), is carried by 
.twelve steel plates 60 cm. (= 1.64 ft.) long, 70 mm. (=2J in.) wide and 
25 mm. (=nearly 1 in.) thick^—pressure on the base of the steel bearing 
plates being 659 kg. per square centimeter (=9380 lb. per square inch). 

The Rcichenbach bridge and Maximilian bridge in Munich have 
cast-iron chairs into which cast-steel rolling pieces are fitted. The one 



From “Uandbuch /Hr Etsenbflonbau." 

Fin. 559. Fin. 500. 


Fio. 559.—Crown hinge in Maximilian bridge, Munich 

Fin. 560.—Crown hinge in Isar bridge near GrUnwald. 

rolling surface is plane. Dowels prevent lateral displacement. (See 
Fig. 559.) 

In the Isar Bridge near GrUnwald the two component parts of the 
hinge are each of one steel casting. Dowels arc provided against lateral 
displacement, of such cross-sectional area that they cannot bo sheared by 
components of the hinge pressure (Fig. 560). 

Noteworthy are the hinges of the Igelsbach and LaufenmUhle viaduct, 
built in 1909. The hinge proper is of cast steel, placed upon reinforced- 
concrete blocks for distributing the pressure. The setting of the 
hinges was accomplished by carefully aligning the steel-hinge halves 
(bolted together) and by firmly holding them in place with the aid of 
hngle bars, which permitted an immediate back filling and tamping with 
concrete. The fabrics for the reinforced-hinge blocks were placed as a 
whole into the forms. As a protection against entry of moisture the 
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joints are filled with impregnated corjc plates. (For further details see 
Pig. 561.) 

The computation of rolling hinges of iron is made by the “Hertz” 
formula (see Art. 181) on the assumption that the cylindrical bearing 



From “ Handbuek /ilr Euenbelonbau." 

Fig. 661.—Skewback hinge in Igelsbach and Laufenmtthle viaduct. 


surfaces are in contact along a generating line. As the greatest pressure 
in a line is the condition considered (which pressure decreases im¬ 
mediately outside of said line, and any considerable flow of the materiid 
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is out of the question), far higher stresses of the material are admissible 
than otherwise customary. The following values may be taken: For 
cast iron, a compressive stress not to exceed 4 tons per square centi¬ 
meter (=57,000 lb. per square inch)—wrought steel 5.5 tons per square 
centimeter (=78,300 lb. per square inch)—cast steel 7.0 tons per square 
centimeter (=99,600 lb. per square inch). 

Pin Bearings as Hinges .—The pin bearings consist of two cradles 
which half envelop a cylindrical pin between them, so that a rotation of 
the two cradles around the pin can take place. The cradles are either 
cast-iron or steel, the pin is always of steel. 

The opinion, that pin hinges, on account of the high friction, are 
ineffective, has been refuted by tests of Fdppl, which tests have proved 
an easy rotation around the pin. 

ComptUation .—^Assuming that actual contact as far as 46* to 
either side of the pin center takes place, and following Mttller-Breslau's 
analysis, the condition for equilibrium becomes 

P = 4 obr. 

where P = the hinge pressure in pounds, 
r = radius of the pin in inches. 
b = length of the pin in inches. 

<r = the compressive stress (lb. per square inch) in the center of 
the contact surface. 

Suppose 6 = 1 in., r — in. (pin 3 in. diameter), and t — 18,000 lb. 
Then 

P = i X 18,000 X 1 X li = 33,750 lb. 

Assuming a distribution of the total hinge pressure upon the projecr- 
tion of tho 180* arc of the pin (90* to either side of the pin 
center in lieu of 45* assumed above), and, moreover, assuming this 
distribution as uniform, upon which assumption pins are customarily 
dimensioned for ''bearing value,” the above pin would be dimensioned 
at a bearing stress of 11,250 lb. per square inch. 

Or, taking another example, a pin figured for a bearing stress of 
24,000 lb. per square inch (according to tables in use) will bear a 
greatest pressure at the rate of f X 24,000 = 38,400 lb. per square inch 
along the line of greatest pressure. It seems worth while to call the 
attention of designers in steel to this analysis. Generally speaking, 
ho\fever, the computation of these pin bearings presents no problem 
new to engineers. 

« A number of varieties in the detail of these rotary pin bearings can be 
evolved. Refer to Figs. 562 to 567 inclusive for illustrations of executed 
work. In Fig. 565, bridge over the Jesenica creek, the crown hinge is 
entirely of steel, while in the case of the skewback hinge the upper 
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From " Ilandhueh ftlr Einrnhrtonhnn." 


Fig. 562. Fia. 663. Fio. 504. 

Fig. 662.—Skewback hinge in Danube I>ri(lgc. 

Fig. 563.—Skewbi^k hinge in Doller bridge near Burzwcilcr. 

Fig. 564.—llingo in railroad bridge, Wilmersdorf. 




Fig. 565.—Hinges in bridge over Jesenica Creek. 
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(smaller) part and pin is of steel and the lower part of the hinge is of 
special shape and arranged for adjustment by wedges.* 



mmiab-b. Sehnltte-e. 

From “ Handbueh fhr Einenbetonbau." 

Fio. 560.—Details of hinge of the street bridge, NiederwOhren, 

. Wiedcnsohl. 

t Flexural Hinges .—This is another form of iron hinge, and so far has 
probably Qnly been used in French bridges. It is stated that they have 
shown themselves superior to other hinge forms in the poiiit of cost. 

*BtJer»ne$} *‘Haiidbaeh fOr Bisenbatonbaa,” 2, neubearbtitete Auflaga, Buid VI. 
Copjnrifht, 1911, by Wilbalm Brtuit Se Soho, V^ag, Berlin. 
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Ordinarily, the hinges in an arch are located at the springing linpa and 
crown. In reinforced-concrete arches the sectional area at any one of 
these points may be so much reduced that it will offer only a very wmall 



Kampfergelenk. 

From “ Handbueh fiXr EMenbetonbMt." 

t'lG. 667.—Details of hinge of Niedemholser bridge. 


resistance to bending—so small a resistance in fact, that the distance 
between the pressure line and the center of the reduced section can be 
neglected, and under this assumption the reduced cross-section, beconms 
a hinge through which the line of pressure must pass in order to have 
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equilibrium between the external forces and the stresses in the arch. 
Any movement of cither or both of the skewbacks, or of the crown, 
which causes a change of position of these hinges relative to one another, 
has to overcome the small resistance which the reinforcing bars offer 
to a very slight bending. By embedding the proper number and size of 



Fio. 568.—Crown hinge, Canal St. Martin, Paris. 


steel bars required for the compressive stress to be transmitted from one 
side to the other of a hinge, the concrete arch at such points is really 
converted into a short segment of a steel arch of minimum depth in the 
plane of bending. 



From “ Ilandhuch fUr Eiaenbetonbau.” 

Fia. 569.—Reinforcement details of the vaulting of a part of Canal St. 

Martin, Paris. 


The hinge bars are grouped in the concrete in such a manner that they 
cross and pass through the reduced section (Figs. 568 and 572) thus afford¬ 
ing a limited, though sufficient, amount of bending combined with 
great compressive resistance. Thus, the arch may readily alter its form 
and respond without injury to those deflections or movements which 
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always accompany construction due to foundation and falsework setUe- 
ments, shrinkage, or temperature variation. 

Inasmuch as these hinges depend upon the flexibility of round or 
square steel bars connecting the legs of the arch, or the arch with the 
abutments, the hinge action is imperfect to the extent of this resistance. 



From “ Ilandbufh fUr Einenbelonhau." 

Fig. 570.—Hinge and reinforcement details, bridge near Amdlie-lcs-Bains. 


The first use of this type of flexural hinge is found in the arched roof 
over the Canal St. Martin in Paris—a 90-ft. reinforced-concrcte span. 
(See Figs. 568 and 569.)* Probable movements of the abutments were 



From " Ilandhuoh fUr EUenbetonbau." 

Fiq. 671.—Elevation and cross-section of three-hinged arch bridge over the 

. Tech, at Am^lie-les-Bains. 


decisive for the adoption of three-hinge arches. Span between hinges 
27.0 m. (=88.7 ft.), rise 3.75 ra. (=12.3 ft.). The vault is 45 cm. ( = 
17.7 in.) at the quarter point, dccrea.sing to 27 cm. (=10.6 in.) at the 
crown, and 29 cm. (= 11.4 in.) at the skewbacks. The vault, however, is 

* Eoftrtnee: "Handbuoh fOr Eisenbetonbau,’’ 2. n«ubearbeitete Auflage, Band VI. 
Copyright, 1911, by Wilhelm Ernst A Sohn, Verlag, Berlin. 
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further strengthened by ribs in the extrados, spaced 13 m. (>»42.7 ft.) 
apart, which were added at the demand of the authorities on account 
of the shocks of traffic loads. The depth of the embedment of the hinge 
bars was determined from the bond strength between the concrete and 
bars. By the French regulations of 1906 the allowable bonding stress 
was 4.48 kg. per square centimeter (=®63.8 lb. per square inch), which 



Fio 672 —Detail of crown hinge. Chateau Ihieny arch (Considdre type) 


gives the depth of embedment for round bars as 744.6d. However, 
the hinges under discussion antedating said regulation were figured for 
5 kg. per square centimeter (=71.2 lb. per square inch), which gave 
l740d. The crown hinges of Saint-Martin are bundles of 4-22 mm 
(== i in.) round bare, spaced at 14 cm. (=5.5 in.), embedded to 90 cm 
(=2.94 ft.). The skewback hinges arc bundles of 4-24 mm. ( = i§ in) 



SECTION rmoUGN NINGC IXCTION OF/ffNTI NENR OiOWN. 

Fio. 573.—Sections of Chateau Thierry bridge 


round bars, embedded 1.0 m. (=3.28 ft.). The four bars were tied 
jogether with band iron and put in place in bundles. 

The bridge near Am^lie-les-Bains (Figs. 570 and 571) is another 
example of flexural hinge structure—span 41.0 m. (=134.7 ft.) between 
hinges, rise 4.70 m. (=15.4 ft.), width of arch 6.40 m. (=21.0 ft.). 
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crown thickness 40 cm. («»15.7 in.), at skewback 45 cm. ( — 17.7 in.), at 
joint of rupture 65 cm. (3^25.6 in.). Though the span is greater than 
the Saint-Martin canal vault, practically the same type of hinges could 
be used; only the size of the bars was larger—^27 mm. (= liSr in.) at the 
crown, 28 mm. ( —lA in-) nt the skewbacks. The reason for these 
nearly' equallynstrong hinges was the much smaller dead weight, a 
light open superstructure as against a heavy backfill in the Saint- 
Martin.* 

Stone, lead-plate, and asphalt-plate hinges have been built by German 
engineers for some years, in connection with stone masonry arches; 
after completion of these arches the joints were filled in to produce a 
fixed arch. To Gonsiddre, however, is due the credit-of converting the 



Fig. 574. — Chateau Thierry bridge. (Note hinge spaces open.) 


flexural hinge concrete arch into a fixed arch by completing the concrete 
work in the reduced sections, after the completion of the arch and the 
removal of the centering. This latest type of the flexural hinge, as used 
by the Con8id6ro Construction Co., is shown in Figs. 572 and 573. 
Figs. 574 and 575 show the hinges used in connection with the bridge at 
Chateau Thierry. 

In this later type the regular upper and lower reinforcement of the 
arch is continuous through the gap of the hinge—the flexural hinge 
itself being a special insert of reinforcing bars, similar to the arrangement 
previously described and illustrated. The concrete at the hinge is 
placed and shaped, as shown by Figs. 572 and 573. The action in this 
hinge during the deflection of the centering and at its removal must bo 
assumed to be (for thecfown-hinge) a buckling of the exposed upper 
bars, making them ineffective, a compressive resistance of the (central) 

*R^irmee: "Handbuch fOr fUaenbetonbau.” 2. neubearbeitete AuSage, Bood VI. Copjp- 
rioiht. loll, by Wilhelm Ernst A Sohn, Verlag, Berlin. 
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hinge bars, and a tensile resistance of the exposed lower bars. At the 
spring hinges the exposed upper bars would offer tensile resistance and 
the exposed lower bars would be buckled and become ineffective. The 
action of this temporary hinge would include a resisting moment by a 
section of only half the effective depth of the arch, as long as the tensile 
stress in the lower or upper bars is within the elastic limit. When the 



Fia. 575.—Portion of Chateau Thierry bridge. Armouring exposed (before 

filling). 


elastic limit is exceeded, the only action of the hinge would be the trans¬ 
mission of the thrust (by the liinge bars), and the line of pressure would 
pass through the hinge. After the centers arc struck and movements 
have come to a stop, the concreting of these hinge gaps is completed to 
make the arch continuous and fixed. Figs. 574 and 575 show these 
hinges still open with centers in place (Fig. 575) and with centers re¬ 
moved (Fig. 574). The filling in is done subsequently. 













APPENDIX 


General Notation Used in Part I 
Z=span of arch axis. 

modulus of elasticity of concrete. 

E, = modulus of elasticity of steel. 



Deflection (curved beam or arch with one end fixed and one end free): 
k — total angular change of tangent to axis at free end. 
ft'=angular change at free end caused by bending of a single 
element. 

total horizontal deflection of free end. 
dx—horizontal deflection of free end caused by bending of a 
single element. 

Ay = total vertical deflection of free end. 

dy=vertical deflection of free end caused by bending of a single 
element. 

Divisions of the arch ring: 

Q “elastic weight of an element, 
n “number of elsments or divisions in the entire arch. 

Tih “number of elements or divisions in one-half the arch. 
s “length of an element or division measured along the axis 
At crown: 

He “thrust. 

Fc=shear. 

l?e“ resultant of He and Ve. 

Afe “bending moment. 

At any point on the arch axis with coordinates x and y: 
thrust (normal) on radial section. 

5 “shear on radial section. 

i2 “resultant force on radial section, resultant of N and S. 
a!« “eccentricity of thrust on section, or distance of N from arch 
axis. 

f “total depth of section. 

6 “width of section. 

/e“moment of inertia of concrete section about arch axis. 

I, “moment of inertia of steel section about arch axis. 

I “moment of inertia of section (including steel) about arch 
axis “/e+n/,. 

Ob “area of concrete section. 

Ot “area of steel section. 

A “area of section including steel “Oa+na*. 

e “radius of gyration of section “ 
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p« »steel ratio for total steel at section. 

A; ratio of depth of neutral axis (from compression surface) to 
total depth t. 

depth of embedment of steel from both upper and lower 
surfaces. 

/a = maximum compressive unit stress in concrete (at upper or 
lower surface). 

/'e»unit stress (sometimes tension) in concrete at surface oppo¬ 
site to /«. 

f, =< tensile unit stress in steel. 

/«=sunit stress at extrados. 

fi =unit stress at intrados. 

M 

L *>= coefficient in formula /e 

NK 

coefficient in formula /« 


K 

K' 

M- 
m. ' 


: coefficient in formula/'«» 


ht 

NK' 
bt ■ 


=moment “iVxe. 

-moment at any point on left half of arch axis of all external 
loads between the point and the crown. 
mg = moment at any point on right half of arch axis of all external 
loads between the point and the crown. 
m » moment at any point on cither half of arch axis of all external 
loads between the point and the crown. 

Temperature: 

coefficient of linear expansion. 

= number of-degrees rise or fall in temperature. 

Rib Shortening: 

Ca ’■average unit compression in concrete due to thrust. 
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durability of monolithic con¬ 
struction, 394 

examples of typical bridges, 
395-402 

simple, deck, 380-390 
through, 390-393 
typical estimate, 485-489 
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Mixing, hand, 462-464 
machine, 464r-469 

Moments and thrusts, arch formu¬ 
las for, 28-32, 60, 71, 87, 
90, 91, 101 

values of, 48-53, 92-95 
Multi-centered arch, definition, 4 

three-centered curve of, 4 
£7 


Notation, arch, 27, 28, 99, 100, 
Appendix 

Ornamental details of arches, 178- 
181 

Ornamentation, abutments, 509 
arch ring, 509-513 
pedestals, 524, 525 
piers, 508, 509 
pilasters, 513, 515 
purpose of, .508 
railing, 517-524 
retaining walls, 515 
spandrel coping, 515-517 
spandrel walls, ,509-513 
special features, 52.5-527 

Parabolic arches,* curve of, 6 
definition, 4 

Patents, in general, 269-271 
litigation, 281-283 
pertaining to arch bridges, 271- 
281 

Piers, arches, 10-14, 178 
elastic, 96-106 
forms for, 228-236 
Pipe culverts, 421-436 
Pipe, strength of, 430-434 
Polar, definition of, 115 
Pole, definition of, 115 

Hailing, 178-181 
Reinforcement in arch rings, 2 
Right arch, definition, 3 
Rise of arch, definition, 3 

Sand box, 216 

Segmental arch, definition, 4 
Semicircular arch, definition, 4 
Semi-elliptical arch, curve of, 5, 6 
definition, 4 

Shrinkage stresses duo to s<?tting, 38- 
41, 140 

Skew arch, definition, 3 
method of analysis, 43 
Skcwback, definition, 2 
Slab bridges, cantilever flat-slab con¬ 
struction, 377-379 
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Slab bridges, concrete pile trestles, 
370-374, 575-584 
of multiple spans, 370-379 
of single span, 364-369 
pier trestles, 374-377 
track-elevation subways, 377, 
585-592 

trestles with framed bents, 377 
under concentrated loading, 
358-364 

Slabs (see also slab bridges) 
on steel bridges, 410-413 
Soffit, definition, 2 
Span, definition, 3 
Spandrel, arrangement of, 6, 7 
definition, 3 

details, earth-filled arch bridges, 
167-176 

open-spandrel arch bridges, 
176, 177 

walls, design of, 57 
forms for, 238, 239 
Spouting plants, 471-476 
Springing line, definition, 3 
Stresses in arch, 53, 54, 65, 79, 81, 
82,140-142 

diagrams for finding, 70, 84-85 


Stresses in emsh, formulas for, 65, 
71, 80, 129 

Symmetrical arch, analysis of, 25-43, 
67-85,107-129 

Temperature investigations, 34-38 

Three-hinged arches, 245-268 
design of, 260-268 
details of design, 254-259 
methods of analysis, 245-250 
methods of construction, 252, 
253 

types of hinges, 250-252 

Throtigh girder bridges, 390-393 

Thrusts, arch (see nwmenis and 
thrusts) 

Trestles, pier, 374-377 
pile, 370-374, 575-684 
with framed^^ents, 377 

Unsymmetrioal iSlFbhes, examples of 
coBoiputations, 88-95 
method of analysis, 86-88 

Walls, spandrel, 67, 157-177, 238, 
239 

design 57 
forms for, 238-239 








